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M.OCCC.XXXVIIL 


MOST  GRACIOUS  MAJESTY, 
:         THE  QUEEN. 


Sanctioned  by  your  Majesty's  royal  command,  I,  a 
sexagenarian,  dedicate  this  volume,  on  Architectural 
Antiquities,  to  the  most  youthful  female  Sovereign  that 
ever  occupied  the  throne  of  Great  Britain.  The  cir- 
cumstance, the  time,  the  august  epoch  of  your  Ma- 
jesty's coronation,  involve  many  impressive  and  conflict- 
ing reflections ;  for  the  past  and  the  present  condition 
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of  our  country  are  matters  of  commanding  interest^  whilst 
its  future  destinies  are  subjects  for  anxious  speculation. 
The  commencement  of  your  Majesty's  reign  is  full  of 
excitement,  and  of  hope :  —  art,  science,  and  literature ; 
trade,  commerce,  manufactures,  and  legislation,  are  all 
approaching  to  a  fulness  and  an  altitude  which  cannot 
fail  to  astonish  even  human  wisdom.  Other  nations  and 
former  ages  have  risen  to  certain  stages  of  eminence 
and  glory,  and  have  also  sunk  to  ruin,  and  even  extinc- 
tion. The  wars  and  vices  of  governments  have  led  to 
both  of  those  events.  It  is  the  duty  of  princes  and 
legislators  to  profit  by  the  lessons  thus  afforded,  and  to 
guard  their  respective  states  against  foreign  warfare  and 
domestic  disunion.  The  art  of  peace  is  the  fostering 
parent  of  all  other  arts ;  for  it  nurtures  and  ripens  the 
national  flowers  and  fruits  in  the  great  garden  of  civil- 
isation. It  also  administers  to  the  true  happiness  of 
man;  whereas  war  impoverishes  and  degrades  him  in 
all  his  domestic  and  political  relations. 

Unparalleled  in  the  annals  of  Great  Britain,  as  your 
Majesty's  accession  to  the  throne  is,  it  is  ardently  hoped 
that  your  reign  will  surpass  all  that  have  preceded  it  in 
the  felicities  of  peace  and  of  glory.  Blessed  with  a  most 
exemplary  parent,  your  Majesty  has,  fortunately  for 
yourself  and  country,  been  instructed  in  every  thing 
calculated  to  adorn  the  character  of  a  Queen.  In  every 
age  the  possessors  of  empire  have  acquired  far  greater 
renown,  both  contemporary  and  posthumous,  from  pa- 
tronising the  talents  of  their  subjects,  and  encouraging 
science  and  the  fine  arts,  than  from  any  other  deeds. 
Architecture,  as  pre-eminent  amongst  these,  affords  em- 
ployment to  the  artisan,  remuneration  and  fame  to  the 
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professor^  and  laudable  amusement  to  the  rich.  Pericles 
derived  more  glory  from  his  architectural  works  in 
Athens,  than  from  any  other  acts  of  his  reign.  Augustus 
boasted  that  he  had  found  his  imperial  city  formed  of 
brick,  and  that  he  would  leave  it  of  marble.  Trajan 
invited  the  artists  of  his  empire  to  assemble  in,  and 
exert  their  talents  to  adorn,  the  same  splendid  capital. 
The  arch  of  Ancona,  the  forum  in  Rome,  the  bridge 
over  the  Danube,  were  amongst  the  architectural  works 
produced  under  his  sovereignty  and  patronage. 

By  building  cities,  temples,  palaces,  forums,  baths, 
theatres,  and  bridges,  some  of  the  monarchs  of  Egypt, 
Greece,  and  Italy,  secured  honour  to  themselves,  and 
conferred  benefits  on  their  subjects.  Emulating  such 
renowned  examples,  your  Majesty  may  give  to  Britain 
a  glory  surpassing  any  foreign  conquests.  England  has 
been  long  reproached  for  a  want  of  magnificence  in 
public  buildings,  commensurate  to  its  wealth,  and  to  the 
professional  talents  of  its  architects.  Excepting  Windsor 
Castle,  the  royal  palaces  are  a  reproach  to  the  monarchy 
and  to  the  nation.  That  justly  famed  fortress-palace, 
however,  which  is  full  of  historical  associations,  and  is 
unrivalled  in  the  commanding  interest  derived  from  site 
and  surrounding  scenery,  has  recently  been  adapted,  by 
science  and  taste,  to  the  becoming  luxury  of  a  modem 
court.  If  the  metropolitan  parks  had  a  royal  palace 
adequate  to  their  scenic  character,  and  to  the  wealth 
and  genius  of  the  kingdom,  we  should  not  shrink  from 
a  comparison  with  any  capital  of  the  world.  It  is  too 
true  that  lamentable  failures  have  occurred  in  many  of 
our  public  architectural  works ;  but  it  is  expected  and 
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believed  that  the  new  Houses  of  Parliament  v^iU  tend 
to  vindicate  English  architecture  and  English  talent. 

In  addressing  these  observations  to  your  Majesty^ 
I  need  not  apologise  for  their  length ;  nor  will  I  com- 
promise my  literary  integrity  by  any  affected  humility 
of  language  or  sentiment  From  the  conviction  derived 
from  long  experience^  I  firmly  believe  that  sincerity  of 
purpose  need  not  employ  the  phraseology  of  polite 
hypocrisy  to  be  heard  and  duly  appreciated  by  an 
English  sovereign. 

With  all  deference  and  respectful  admiration^  I  sub- 
scribe myself 

Your  Majesty's 

Obedient  subject  and  servant, 

JOHN  BRITTON. 
London,  28^  June^  1838. 


PREFACE. 


"  What  totlb  hath  bbbn  tabkn,  as  no  man  THiirKBTR,  so  no  man  bblibvbth,  but 
HB  that  hatu  maob  thb  triall."— ^ntAoiiy  Wood, 

**  A    VOCABVLABT    OP    ALL  THB   TBRHS    U8BO   BY    THB    HBDIJKVAL    ARCBITBCTS    WOULD 

bbquibb  A  TBiCB  voLUMB."— Foi6rofc< .'  Eneyclofktdia  of  Antiquitm. 

In  announcing  the  present  Dictionary  for  publication,  some  years  ago, 
it  was  asserted  that  such  a  work  was  <*  a  (Usideraium  in  literature ;" 
but,  when  that  assertion  was  made,  the  author  was  not  fully  aware  of 
the  difficulty  and  labour  which  were  involved  in  its  execution.  Could 
he  have  anticipated  these,  he  would  have  shrunk  from  the  task ;  for, 
although  he  has  generally  found  his  courage  and  zeal  increase  with 
augmented  responsibilities,  he  has  repeatedly  felt  oppressed,  and  almost 
dbheartened,  by  the  tedious  progress  and  incessant  assiduity  required 
for  this  Dictionary.  Ardent,  however,  in  temperament, — intensely 
anxious  to  fulfil  every  pledge  made  to  the  public, — fully  aware  that 
the  critical  eye  is  ever  open  to  the  '*  negligences  and  ignorances"  of 
writers ;  and  also  that,  with  the  increased  knowledge  in,  and  growing 
partiality  for,  this  species  of  literature,  there  is  a  constant  readiness  to 
cater  for  it,  either  by  meritorious  or  meretricious  speculators,  the 
author  has  laboured  onward  in  his  toibome  journey,  buoyed  up  by  the 
hope  of  living  to  see  the  wordy?m>,  and  of  making  his  last  to  equal, 
if  not  to  surpass,  his  former  works. 

As  already  stated  in  the  preface  to  the  fifth  volume  of  the  Archi" 
teetwral'AniiquUieSy  the  author  has  sedulously  endeavoured  to  guard 
^<  against  hypothesis  and  error,  and  to  record  nothing  but  undeniable 
fact,  or  inference  from  the  best  evidence.  On  a  subject  which  has 
been  so  much  discussed ;  on  which  such  opposing  and  varied  opinions 
have  been  entertained  and  promulgated;  which  has  engrossed  the 
attention  and  diligent  researches  of  many  men  of  learning ;  which 
involves  in  its  nucleus  much  of  the  history,  art,  and  science  of  distant 
ages,  and  of  different  nations,  the  author  has  thought  it  necessary  to 
seek  diligently  and  to  write  cautiously.    At  the  same  time,  he  has 
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generally  written  ireely,  and  always  in  a  tone  and  style  of  language 
proportionate  to  his  own  conviction  of  the  value  of  the  evidences  before 
him.  Had  he  been  less  scrupulous,  or  yielded  more  to  the  pressing 
emergencies  of  the  moment,  and  the  entreaties  and  complaints  of  friends 
and  correspondents,  he  could  have  brought  the  volume  to  a  termina- 
tion four  or  five  years  back ;"  but,  ever  fastidious,  he  has  been  more 
so  in  this  than  in  any  former  publication ;  and,  often  feeling  extreme 
difficulty  in  satbfying  his  own  mind,  he  has  moved  onwards  slowly  and 
deliberately;  he  has  examined,  re-examined,  analysed,  and  compared 
many  conflicting  testimonies ;  has  endeavoured  to  test  the  opinions  and 
statements  of  different  writers  by  the  evidence  of  fiict  and  demonstra- 
tion ;  and  has  also  sought  to  furnish  the  reader  with  the  most  explicit 
and  best  accounts  of  each  subject  and  of  every  word.  He  could  easily 
have  enlarged  on  many  points  which  are  but  briefly  discussed,  and 
thereby  have  extended  the  volume  to  double  its  present  bulk ;  but  he 
has  restrained  his  pen  on  occasions  where  materials  were  abundant, 
and  where  the  subjects  seemed  to  claim  copious  description  and  eluci- 
dation. The  reader  will  readily  understand  the  author's  meaning,  and 
it  is  hoped  will  accept  this  statement  as  an  apology,  by  referring  to  the 
words  Castle,  Cathedral,  Chapel,  Church,  Domestic  Archi- 
tecture, Doorway,  Mansion,  Spire,  Tower,  &c. 

In  prosecuting  researches  and  studies  for  the  execution  of  five 
quarto  volumes  on  the  Archiiectural  Antiquities  of  Great  Britain^ 
fourteen  others  illustrative  of  the  history  and  architecture  of  the 
Cathedral  Antiquities  of  England^  and  several  historical  essays  and 
lectures  devoted  to  the  same  class  of  literature,  the  author  may,  with- 
out vanity,  assert  that  his  reading  and  inquiries  have  been  extensive 
and  laborious.  Commencing  the  profession  of  an  author  without  the 
advantages  of  a  collegiate,  or  even  of  an  academic  education,  and  under 
the  oppressive  disadvantages  of  poverty,  the  want  of  a  proper  library, 
and  of  that  literary  association  which  often  supplies  some  of  these  defi- 
ciences,  he  was  necessitated  to  **  pore  in  the  dark,"  and  proceed  with 
the  most  timid  and  cautious  steps.  Every  thing  was  novel, — every 
thing  was  abstruse ;  and  many  subjects,  now  of  the  most  simple  kind, 
were  then  quite  unintelligible.  One  of  the  first  desiderata  was  a  know- 
ledge of  words ;  and  a  second,  some  notion  of  the  elements  of  the 
peculiar  sciences  involved  in  topography  and  antiquities.  On  neither 
of  these  could  he  find  either  an  efficient  treatise,  or  a  manual ;  and  most 
of  the  works  to  which  he  successively  obtained  access,  seemed  rather  to 
embarrass  and  repel,  than  seduce  and  enlighten  the  uninformed  student 
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Captain  Chroses  AniiquUie*  ofMnghxndy  then  recently  published  in  a 
vulgar  numner,  and  with  engravings  little  calculated  either  to  instruct^ 
or  to  please  the  youthful  eye,  was  the  only  original  publication  of  the 
times.  It  was  soon  copied,  mutilated,  and  deteriorated,  in  a  work, 
issued  in  folio  sixpenny  numbers,  under  the  title  of  BosweWt  AnUquU 
Hei  cfSngianeL  Some  new  magazines  and  reviews,  about  the  same 
time,  courted  public  readers,  and  called  forth  the  latent  genius  of 
many  literary  aspirants.  These  were  cheap,  and  respectably  executed. 
Among  such  books,  the  author  must  own  that  those  on  antiquities 
were  the  least  attractive  to  him.  Bailey's,  Johnson's,  Walker's,  luid 
Ash's  Didionariesy  were  constantly  resorted  to  for  the  meaning  of 
words,  and  for  the  explication  of  what  otherwise  would  have  been 
«  unknown  tongues."  These  became  mines  of  intellectual  wealth, — 
calculated  at  once  to  afford  both  ore  and  precious  metal.  Still,  they 
furnished  scarcely  any  information  on  archaeological  and  topo- 
•  graphical  subjects ;  nor  could  the  author  find  any  work  to  initiate  him 
into  the  arcana  of  those  sciences.  Perseverance,  however,  will  over- 
come many  obstacles;  and  this  has  proved  both  sail  and  rudder  to 
him  in  his  literary  voyage.  Some  events  and  circumstances  of  his 
public  career  have  been  detailed  in  the  pre&ces  to  the  third  volume  of 
Beauties  of  Wiltshire^  and  to  the  History  of  Worcester  Cathedral^  to 
which  the  reader,  who  may  be  curious  on  such  personal  matters,  is 
referred.  The  age  in  which  the  author  commenced  his  literary  life 
was  exciting  and  eventful,  and  he  entered  eagerly  into  some  of  the 
most  stirring  scenes  and  associations  of  the  British  metropolis.  The 
French  Revolution  had  convulsed  the  political  and  moral  world; — the 
old  were  alarmed  and  terrified,  and  the  young  were  roused  to  enthu- 
siastic and  romantic  aspirations.  Frequenting  some  of  the  debating 
societies  which  were  then  popular,  but  almost  interdicted  by  the  Pitt 
administration,  the  author  mingled  in  the  political  and  literary  con- 
troversies and  conflicts  which  then  prevailed.  An  accidental  circum- 
stance led  him  to  study  the  history  of  his  native  county — Wiltshire, 
and  that  gave  origin  to  the  BeauHes  of  England  and  WcUeSf  the 
ArckUedural  Antiquities^  and  the  other  works  which  he  has  produced 
on  topography  and  the  fine  arts. 

When  he  commenced  the  Architectural  Antiquities^  in  1804,  he 
experienced  no  small  difficulty  in  obtaining  something  like  a  gramnuir 
and  dictionary  of  that  architecture  which  he  had  undertaken  to  illus- 
trate and  describe.  The  Essays  by  Warton,  Bentham^  Grose,  and 
MilneTf  had  been  collected  and  published  in  a  small  volume,  by  the 
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late  Mr.  Taylor,  of  the  "Architectural  Library,"  in  Holborn,  London; 
but  his  volume  did  not  attract  much  publicity,  at  first : — the  science  of 
architectural  antiquities  was  in  its  infancy,  and,  like  human  infancy, 
was  uninformedy  eccentric,  and  undisciplined.  It  is  a  generally 
admitted  fact  that  the  Beauties  of  England  and  WaleSy  and  the  Archie 
tectural  AniiquUieSf  which  grew  out  of  the  former,  created  a  new  era — 
produced  a  new  taste  and  partiality  for  the  architecture  of  the  middle 
ages.  Once  awakened,  the  new  spirit  became  active  and  full  of 
curiosity ;  and  as  antiquarian  subjects,  in  different  parts  of  Europe,  were 
numerous  and  interesting,  they  commanded  admiration,  and  induced 
authors  and  artists  to  publish  illustrations  of  their  histories  and  charac- 
teristics. Within  the  last  thirty  years,  more  has  been  written  on 
architectural  antiquities  than  had  ever  before  been  produced.  The 
result  is  an  improved  and  enlarged  appreciation  of  their  maniibld 
merits  and  intrinsic  capabilities;  a  more  intimate  acquaintance  with 
the  arts,  the  sciences,  and  the  customs  of  bygone  times ;  a  correction  « 
of  many  errors  and  prejudices ;  and  a  disposition  to  apply  some  of  the 
principles  of  medieeval  architecture  to  modem  erections. 

From  architectural  and  archaeological  glossaries  and  dictionaries, 
the  author  has  not  derived  much  essential  aid.  He  has,  however, 
sought  information  firom  all  that  has  been  published  in  that  form,  as 
well  as  from  many  other  volumes  and  essays  which  have  appeared  in  the 
English  and  in  foreign  languages.  The  works  hereafter  enumerated 
will  serve  to  verify  this  assertion ;  but  many  other  authorities  have 
been  consulted ;  and,  it  is  hoped,  that  the  numerous  references  made 
in  the  following  pages  will  be  a  guarantee  for  fidelity  and  zeal. 

Before  the  publication  of  WilUon's  Glossary^  in  Pugin's  Speei" 
menSf  there  was  scarcely  any  thing  approaching  to  accuracy  or  discri- 
mination in  explaining  the  architectural  terms  of  the  middle  ages. 
Carter  had  given  explanations  of  some  words  in  the  Cfendeman's 
Magazine;  but  that  gentieman  was  a  fanciful  theorist,  and  not  quali- 
fied to  impart  the  knowledge  he  possessed  in  written  language.  Mr. 
Willson*s  Glossary  was  highly  creditable  to  his  taste  and  knowledge. 
The  large  Architectural  Dictionary^  by  Nicholson,  is  not  calculated 

> 

to  afford  satisfactory  assistance  for  such  a  work  as  the  present;  for  it 
is  imperfect  and  erroneous  in  many  of  its  essays.  The  greater  part  is 
reprinted,  verbatim,  from  JReess  CyclopcBdia, 

Of  Stuart's  Dictionary  of  Architecture^  3  vols.  8vo.,  it  may  be 
said  that  the  author  manifests  diligence  in  its  compilation,  and  care  in 
treating  of  the  numerous  articles  it  embraces.     This  work,  however, 
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like  the  last,  has  but  a  small  proportion  of  articles  referring  to  medi- 
eval architecture.  A  General  Bibliographical  Dictionary  of  the  Fine 
Art$9  8vo.  1826,  by  James  Elmea^  assisted  by  James  Oilier^  contains 
much  original  information  on  architectural  subjects,  under  their  re- 
spective heads.  Fosbrokes  Eneychjxedia  of  Antiquities^  2  vob.  4to. 
1825,  includes  a  large  mass  of  undigested  materials,  calculated  to  fur- 
nish useful  hints  to  the  architectural  antiquary.  In  a  glossary  by  W. 
Hosking,  appended  to  the  article  Architecture^  in  the  seventh  edition  of 
the  Fncyelopadia  Britannica,  there  is  more  learning  and  originality 
than  in  any  other  essay  on  the  same  subject  In  1836,  appeared  A 
Glossary  <^  Terms  used  in  Grecian^  Bxman^  Italian^  and  Gothic 
Architecture^  8vo.  This  work  is  characterised  in  a  learned  critique 
on  the  subject,  in  the  Athemeumf  as  a  "  superficial  and  hurried  com- 
pilement.**  It  has  the  merit,  however,  of  being  the  first  work  devoted 
almost  exclusively  to  the  architecture  of  the  middle  ages. 

The  following  quotation  from  the  pre&ce  to  the  fifth  volume  of 
Architedural  Antiquities^  is  at  once  applicable  to  the  present  volume, 
to  the  author,  and  to  the  reader : — "In  the  ensuing  pages,  the  author 
has  endeavoured  to  guard  against  vague  language,  and  has  applied 
the  terms  Saxon,  Norman,  Pointed,  &c.,  to  designate  the  architecture 
which  properly  belongs  to  the  respective  ages,  or  characters,  or  classes 
of  building ;  whilst  the  word  Gothic^  as  it  conveys  no  definite  meaning, 
or  is  description  of  any  peculiar  class  of  architecture,  has  been  generally 
omitted.  In  the  following  pages,  the  reader  will  observe  a  great  number 
of  references  to  authors  and  authorities ;  for  it  has  been  the  author's 
invariable  practice  to  make  every  writer  responsible  for  his  own  state- 
ments and  opinions.  Fidelity  of  quotation  has  been  carefully  attended 
to.  Anxious  and  eager  to  do  justice  to  all  preceding  and  contemporary 
authors,  and  even  to  rivals  and  foes,  the  author  has  referred  to  every 
book  and  authority  that  has  been  used ;  and  he  trusts  it  will  be  ad- 
mitted that  he  has  spoken  candidly  and  generously  of  all.  The  petty 
passion  of  jealousy,  and  the  un worthiness  of  literary  envy,  are  de- 
grading to  the  man  who  writes  to  inform  and  improve  his  fellow- 
creatures.  If  it  ever  formed  a  part  of  the  author's  character,  he  hopes 
it  is  wholly  eradicated ;  and  trusts  that  the  remainder  of  life  will  be 
passed  in  amity  with  all  the  literati,  and  the  artists  ef  his  country." 

Instead  of  the  unmeaning,  because  misapplied  phrase,  Gothic  Archi- 
tecturCf  the  author  has  here,  as  in  other  works,  employed  the  term 
Christian,  He  is  aware  of  having  incurred  the  sneers  of  certain  pro- 
fessional critics,  and  the  disapproval  of  some  temperate,  well-informed 
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antiquaries ;  but  the  former  are  unworthy  of  notice,  and  the  latter  has 
received  the  most  attentive  consideration  of  the  author.  Opposed  as 
he  is  to  all  theorising ;  exempt,  also,  in  his  old  age,  from  all  prejudices, 
or  petty  vanities  of  establishing  novelties  in  language,  merely  fanciful, 
he  must  continue  to  use  this  word,  in  preference  to  any  other,  from  a 
conviction  that  it  is  the  most  apposite,  the  most  correct,  the  most 
descriptive,  and  the  best  adapted  to  designate  that  architecture  which 
originated  with,  and  was  progressively  advanced  through  all  its  stages 
of  improvement,  variety,  and  beaut}',  by  the  Christian  architects  of  the 
middle  ages.  It  was  at  first  a  variation  firom,  and  a  debasement  of  the 
Roman,  and  continued,  from  the  fifth  to  the  end  of  the  twelfth  century, 
to  employ  the  semicircular  arch,  either  plain,  or  variously  ornamented, 
with  the  short,  simple  pillar,  and  the  base  and  capital  of  the  Roman 
pattern;  and,  in  this  arrangement,  as  well  as  subsequently,  with  the 
pointed  arch,  to  the  epoch  of  the  dissolution  of  monasteries  in  Eng- 
land, by  King  Henry  VIII.,  this  novel  species  of  architecture,  in  its 
manifold  varieties  and  beauties,  was  employed  in  every  Christian  edi- 
fice. As  Pagan  architecture  applies  to  all  the  temples  of  Egypt, 
Greece,  and  ancient  Rome,  each  of  which  is  designated  by  a  term  ap- 
plicable to  itself,  so  the  phrase  Christian  architecture  embraces  and 
extends  to  all  the  varieties^  of  churches,  monasteries,  and  other  eccle- 
siastical buildings,  which  the  disciples  and  followers  of  Christ  erected 
as  places  of  worship,  and  as  the  residences  of  their  respective  fraternities. 
(See  the  words  Christian,  Gothic,  Norman,  and  Saxon  Archi- 
tecture, in  the  following  pages.) 

It  remains  for  the  author  to  testify  both  his  thanks  and  obligations 
to  those  kind  coadjutors  who  have  contributed,  con  amore^  to  improve 
the  volume  by  useful  suggestions  and  corrections.  His  old  colleague 
and  long-tried  friend,  Mr.  Bratley,  has  examined  most  of  the  proof 
sheets,  and  pointed  out  various  improvements.  To  Mr.  Hoskino, 
frequently  noticed,  the  author  owes  a  lasting  obligation,  for  many  cor- 
rective criticisms  made  on  reading  the  proofs.  The  Rev.  Joseph 
Hunter,  one  of  the  Sub-commissioners  of  Records,  and  author  of 
some  valuable  topographical  works,  very  promptly  lent  useful  aid  for 
the  ensuing  pages.  John  Adey  Repton,  Edward  J.  Willson, 
Joseph  Gwilt,  the  late  William  Hamper,  and  the  Rev.  Mr.  Owen, 
of  Shrewsbury,  also  rendered  the  author  some  hints  and  information 
at  the  commencement  of  the  Dictionary*  To  the  Rev.  J.  Parker, 
the  author  offers  sincere  thanks  for  judicious  remarks  on  Pulpits, 
Screens,  and  Rood-lofts. 


LIST  OF  FORTY-TWO  ENGRAVINGS, 

ILLUSTRATING 

MORE  THAN  TWO  HUNDRED  DIFFERENT  ARCHITECTURAL  MEM- 
BERS AND  WORDS,  DESCRIBED,  AND  REFERRED  TO,  IN  THIS 
DICTIONARY. 


I.  Arcades,  PL  I.  —  Thirteen  yarietiet  of  plain,  zigzag,  and  other  ornamented 
archlvolt-mouldingi,  of  semicircular,  interlacing,  and  pointed  forms;  with 
pillars,  having  plain  and  ornamented  shafts,  capitals,  and  bases ;  string-courses 
and  oorbel-mouIdiDgs  of  various  kinds ;  plain  and  decorated  ashlering,  £c.  The 
names  of  the  buildings,  whence  the  examples  are  taken,  are  engraved  on  the 
pbte.  Figs.  5  and  ^  have  galleries,  or  open  spaces,  behind.  For  CastU  Rising^ 
read  CoMiisAere  Piory  Church, 

I I.  PI.  II.  _  Nine  varieties  wi  th  trefoil,  ci  nquefoil,  and  acute  lancet-shaped  arches ; 
with  varied  archivolt-mouldings,  single  and  clustered  pillars,  both  attached 
and  insulated,  plain  and  highly  enriched  capitals,  quatrefoil  and  cinquefoil 
openings :  also,  sculptured  and  diapered  spandrils,  and  parts  of  trifuria,  clere- 
stories, and  tomb. 

III.  PI.  III. ..  0/ interlaeed  AnMvoU  Mouidrngt.  Fourteen  varieties,  exhibiting 
peculiar  instances  of  ornamental  ashlering ;  roman  bricks,  or  tiles :  fig.  1 ; 
the  most  ordinary  Anglo-Norman  capitals  (one  in  fig.  6,  resembling  the 
Corinthian) ;  cheveron,  lozenge,  and  cable-mouldings  :  and  a  very  singular 
example  of  intersecting  archivolt-mouldings,  fig.  7  •  whilst  the  three  varieties, 
figs.  9,  10,  U,  display  the  fanciful  decorations  of  the  Normans  in  the  ashlering. 
For  accounts  of  the  aioove  subjects,  see  Abcade. 

IV.  A&CHEs,  PI.  I.  — Eighteen  arches,  of  varied  form,  from  different  buildings, 
and  of  different  dates.  The  name  of  each  is  engraved  on  the  plate,  and 
the  whole  are  described  in  the  article,  Arch.  Sculptured  and  perforated 
spandrils;  paneling;  capitals;  hood-moulds;  crockets;  a  finial;  the  ogee; 
part  of  an  open-work  timber  roof,  with  pendants ;  a  chimney  mantel-piece,  &c, 
are  shewn  in  this  plate :  also,  the  centres  from  which  the  curves  of  the  arches 
are  struck. 

V.  PL  II. ....  Twelve  examples ;  semicircular,  pointed,  and  of  the  horse-shoe  form, 
fig.  9;  exhibiting  Anglo-Norman  mouldings,  ribs,  and  capitals;  a  flat  arch 
within  a  semicircular  one  (fig.  8) ;  aud  the  Norman  cheveron,  in  the  archivolt 
of  a  pointed  arch,  fig.  12. 

VI.  PL  III.— Twelve  varieties,  from  the  earliest  to  the  latest  pointed  form ;  the 
names  attached,  and  the  centres  indicated.  Figs.  1,  2,  3,  and  4,  from  buildings 
of  the  Norman  class.  This  plate  contains  some  good  specimens  of  capitals  and 
pillars ;  a  fine  ogee  arch,  with  crockets  and  finial ;  the  internal  moulding  of  an 
arch,  curiously  engrailed  (fig.  1) ;  a  labeUmoulding  from  Alalmesbury  Ab.  Cb. 
(mentioned  in  the  article  Porch)  ;  the  billet-mouldings,  perforated  spandrels, 
tracery,  &c. 

VII.  PL  IV.  —  Two  arches  of  an  irregular,  crippled,  depressed  form,  described  in 
the  article  Arch.  This  plate  shews  also  Norman  bases,  shafts,  and  capitals ; 
zigzags ;  a  label.moulding,  with  snake's  head ;  plain  and  ornamented  windows ; 
a  p]ain.arched  and  a  groined  roof  (the  latter  having  a  third  arch,  equally  singular 
in  its  form  to  the  two  principal  ones) ;  a  shallow  niche,  with  side-buttresses  and 
croketted  gable,  &c.  It  is  presumed,  that  these  arches  were  originally  senudr- 
colar.    For  accounts  of  them,  see  Arch. 

VIII.  Bases,  PL  I.  —  Nineteen  varieties,  of  early  date  ;  of  which  nine  are  from 
Canterbury  Cathedral;  shewing  the  forms  of  shaftii,  from  the  simple  cylinder  to 
the  complicated  massive  clustered  pillar,  fig.  17*  The  boldness  and  simplicity  of 
andent  base  mouldings  are  strikingly  seen  in  the  vertical  section,  fig.  19. 

IX.  PL  II.  —  Eight  examples  from  WellSf  and  Wtneheeter  Cathedrah.  The 
subjects  of  these  plates  are  described  in  the  artide  Base  ;  and  the  component 
parts  of  nch  under  the  words  Plixth,  Torus,  Casement,  Scotia,  Bow- 
tell,  Shaft,  &c. 
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antiquaries ;  but  tbc  fomifr  are  unworthy  of  notice,  and  the  latter  has 
received  the  most  attentive  coDsideration  of  the  author.     Opposed  as 
he  is  to  all  theorising ;  exempt,  also,  in  his  old  age,  from  all  prejudices, 
or  petty  vanities  of  establbbtng  novelties  in  languE^e,  merely  fanciful, 
he  raiiHt  continue  to  use  this  word,  in  preference  to  any  other,  firom  a 
conviction  that  it  is  the  most  apposite,  the  most  correct,  the  most 
descriptive,  and  the  best  adapted  to  designate  that  architecture  which  * 
originated  with,  and  waa  progressively  advanced  through  all  its  stages 
of  improvement,  variety,  and  beauty,  by  the  Christian  architects  of  the 
nuddle  ages.     It  was  at  first  a  variation  Jrom,  and  a  debasement  of  the  , 
Roman,  and  continued,  from  the  fifth  to  the  end  of  the  twelfUi  centuiy, 
to  employ  the  semicircular  arch,  either  plain,  or  variously  ornamented, 
with  the  short,  simple  pillar,  and  the  base  and  capital  of  the  Roman 
pattern;  and,  in  this  arrangement,  as  well  as  subsequently,  with  the  " 
pointed  arch,  to  the  epoch  of  the  dissolution  of  monasteries  in  Eng* 
land,  by  King  Henry  VIII.,  this  novel  species  of  architecture,  in  its 
manifold  varieties  and  beauties,  was  employed  in  every  Chrisliaii  edi- ' 
fice.     As  Pagan  arehUecture  applies  to  all  the    temples  of  Egypt, 
Greece,  and  ancient  Rome,  each  of  which  is  designated  by  a  term  ap- 
plicable to  itself)  so  the  phrase  Christian  archiUcture  embraces  and  . 
extends  to  all  the  varieties,  of  churches,  monasteries,  and  other  eccle- 
siastical buildings,  which  the  disciples  and  followers  of  Christ  erected 
as  places  of  worship,  and  as  the  residences  of  their  respective  tratemities    ■ 
(See  the  words  Christian,  (Sothic,  Norman,  and  Saxon  Archi- 
TRCTURB,  in  the  following  pages.) 

It  remains  for  the  author  to  testify  both  his  thanks  and  obligation: 
to  those  kind  coadjutors  who  have  contributed,  con  araon,  to  improvi 
the  volume  by  useful  suggestions  and  corrections.     His  old  colleagu'  - 
and  long-tried  friend,  Mr.  Bhatley,  has  examined  most  of  the  proo 
sheets,  and  pointed  out  various  improvements.     To  Mr.  HosKiNr 
frequently  noticed,  the  author  owes  a  lasting  obligation,  for  many  cot 
rective  criticisms  made  on  reading  the  proob.     The  Rev.  Josepi 
HoNTER,  one  of  the  Sub-commissioners  of  Records,  and  author  c 
some  valuable  topograg 
the  ensuing  pages.     ^ 
Joseph  Gwilt,  the  lai 
of  Shrewsbury,  also  re 
at  the  commencement 
the  author  offers  sine 
Screens,  and  Rood-l 
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lows :  —The  interior  eleration  of  Salisbury  Cathedral  ahewi,  at  the  lame  time, 
a  MCtion  of  the  west  front,  with  the  pecnliar  arrangement  of  the  central  porch, 
or  portico  mentioned  in  the  article  Pobch  :  g,  stepi  from  such  portico  to  the 
nave ;  h,  the  interior  of  the  portico,  with  leat,  panelling,  &c ;  i,  one  of  the 
main  buttresses  of  the  west  front ;  and  k,  the  substance  of  the  arch  over  the 
portioow  S»terwr^  Salisbury,— {A)  ag,  parapeta;  b,  corbel-table ;  i,  let^ffof 
buttress;  k,  basement;  1,  basement-mouldings,  called  a  tablet  by  Rickman. 
Exterior^  Exeter,  —  dg,  porch,  with  embattled  parapet,  and  traceried  face; 
e,  staircase  turret.  Interior^  Exeter.  —  a,  framework  of  roof ;  d,  music-gallery. 
This  and  the  last  plate  illustrate  several  words  in  the  Dictionary  (as  Arch, 
Arcade,  Buttress,  Mouldiso,  Panel,  Parapet,  Pillar,  Pikvacls, 
Tracert,  Window,  &c  &&). 

XX.  Chapter-houses,  Ground  Flans  of  Twelve;  as  named  on  the  pUte, 
and  described  ander  Chapter-house,  a,  6,  e,  and  d,  plans  of  the  central 
pillars  of  the  chapter-houses  of  WellSy  lAohfieldy  Lineoln,  and  Salisbury 
Cathedrals.  The  groining  of  such  of  the  examples  as  have  vaulted  roofs,  and  the 
panelling  of  the  fiat  ceilings  of  the  remainder,  are  indicated  by  dotted  lines.  The 
vestibules  to  those  of  Lichfield,  Lincoln^  Chester^  and  Bristol ;  parts  of  the 
cloisters  of  several  of  the  cathedrals,  and  the  seats,  doorways,  buttresses,  walls, 
and  windows  of  each  building,  are  likewise  shewn.  The  groined  roof  of  York 
Cathedral  chapter-house,  is  shewn  at  large  in  one  of  the  plates  of  Tracert. 

XXI.  Chimnet-Shafts.— .  One  single  insulated  specimen,  one  double,  a  group 
of  three,  and  another  of  ten,  all  formed  of  the  beautifully  moulded  bricks  used 
(almost  exclusively  for  chimney-shafts)  in  the  reigns  of  Henry  VII.  and  VIII. 
The  introduction  of  Shields  of  arms  on  buildings  is  shewn  iu  fig.  3.  See 
Chimvet-shaft. 

XXII.  Columns,  or  Pillars Twelve  examples,  all  supporting  semicircular 

arches,  described  in  the  article  Column.   (See  also  Pillar.)   These  specimens 
ilfaiscrate  also,  the  articles.  Band,  Base,  Capital,  Impost,  && 

XXIII.  Correl-tables — ^Ten  specimens  from  different  buildings. — SeeCoRBEL- 
table.  This  plate  shews  also  trefoil  arches,  parapets,  panelling,  quatrefoil, 
sigBg)  nebule,  and  scolloped  mouldings,  bases,  and  other  members. 

XXIV.  Crockets. — Eleven  specimens,  ss  named  on  the  plate,  and  described 
under  the  word  Crocket  ;  remarkable  for  the  beauty  of  their  folisge,  and  the 
figures  of  angeU  and  swans  at  figs.  3  and  8. 

XXV.  Crosses,  PI.  I^^^Stx  crosses :  figs.  4  and  5,  {St.  Denis,  and  ^aftAam), being 
monumental ;  and  fig.  6,  Iron^Aclon^  a  preaching  cross.  Niches,  tabernacles, 
groined  soffits,  or  canopies,  figures,  or  csffigies,  shields,  knots,  parapets,  quatrefoils, 
iuc^  are  here  shewn.  The  cross  at  Waltham  has  been  restored  since  the 
annexed  plate  was  engraved. ' 

XXVI.  PI.  II.  —  Market- CROSSES. —Those  of  Cheddar^  Glastonbury^  MalmeS' 
Mtry,  and  Sahsbvrys  having,  in  their  details,  parapets,  gargoyles  (li  2),  but- 
tresses, flying  buttresses  (3),  pinnacles,  &c.  In  the  back-grounds  of  figs.  1  and 
3,  a  tower,  and  steeple  are  shewn ;  in  fig.  2,  an  old  pump  or  conduit  attached  to 
the  cross ;  and,  behind,  is  the  panelled  front  of  the  old  inn,  tlie  George^  at  GlaS'. 
ionbury ;  and  in  that,  and  all  the  others,  some  examples  of  ancient  domestic 
architecture  and  timber  buildings,  are  shewn. 

XXVII.  PI.  III.  Crosses  on  Oables.  —  Twenty  upecimens,  as  employed  by 
architects  on  buildings ;  and  exhibiting  the  principal  ancient  variations  in  the 
form  of  this  Christian  figure.     The  names  are  engraved  on  the  plate. 

XXVIII.  Crtpts  of  Canterbury  Cathedral  (Plan): — are  fully  described 
in  the  article  Crypt.  This  plate  illustrates  the  words.  Pier,  Pillar, 
Chapel,  Orotning,  Staircase,  Window,  &c. 

XXIX.  Crypts  of  Canterbury  Cathedral.    (  Views) : described  in  the 

article  Crypt  $  and  illustrating  the  words  Groin,  Pillar,  Rib,  Tracery, 
&c. 

XXX.  Doorways,  PI.  I.—  Six  varieties  (see  description  in  the  article  Door- 
way), Illustrating  the  words  Ashler,  Archivolt,  Impost,  Lintel, 
MouLDiNO,  Shaft,  &e. 

XXXI.  PL  I — Six  Tarieties  (Doorway,  fi^.  5,  from  Tattershdtt  Castle^ 
instead  of  Chmrthy  as  on  the  plate),  illustrating  the  words  Corbel,  Door, 
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Hood-mould,  Impost,  Label,  Pillab,  Spamdbel,  Shield,  &e.  The 
forms  of  the  arch-mouldings,  and  the  sections  of  the  jamhs,  are  sheirn  beneath 
each  elevation. 

XXX II.  PL  II,  —  Four  specimens,  each  forming  the  chief  entrance  to  the  re- 
spective building.  (See  Doobwat.)  These  magnificent  designs  exhibit 
various  arches,  corbels,  crockets,  canopies,  cusps,  foliations,  doors,  finials,  gables, 
images,  masonry,  mouldings,  niches,  pillars,  quatrefoils,  ribs,  sculpture,  i&ields, 
spandrels,  statues,  tabernacles,  tracery,  trefoils,  &c 

XXXIII.  FiKiALS.— Nine  varieties,  as  named,  and  described  under  the  word 
FiKiAL.    See  also  Neck-mould,  &c. 

XXXIV.  F0KT8.  —Ten  specimens,  named  and  described  under  the  word  Fokt  ; 
and  illustrating  the  words  Abcadb,  Foliage,  Pakellino,  Pabapet,  and 

SCULFTUBE. 

XXXV.  P0BCHS8 — One  on  the  south  side  of  King'M  College  Chapelt  Cam- 
bridge, (Engraved  title-page.)  This  beautiful  subject  contains  a  profusion 
of  the  ordinary  members  of  the  latest  and  most  elaborate  pointed  style :  for 
instance,  a  doorway  formed  by  a  plain  pointed,  and  an  ogee  ardi ;  the  latter 
with  elegant  crockets  and  finial ;  the  royal  arms  occupying  foliated  circular 
panels  in  the  spandrels ;  canopied  niches,  or  tabernacles,  on  each  side ;  minute 
buttresses,  pinnacles,  pedestals,  and  tabernacle- work,  connected  with  them ;  the 
Tudor  rose,  crown,  and  portcullis,  in  several  places ;  a  very  rich  parapet,  per. 
forated  with  quatrefoils,  and  having  demi-angels  at  each  end ;  the  lower  part  of 
a  large  and  elegant  window,  with  muUions  and  transoms ;  slender  pillars,  and 
other  decorations.  For  other  porches,  see  Cathedbal  Chubches,  Plan  ;  and 
ComparttnenU  of  Salisbury^  and  Exeter  CaihedraU. 

Ribs,  Rib-mouldings.  (See  Bosses,  and  Tbacebt  or  Vaulted 
Ceilings.) 

XXXVI.  Sfibes.  {Wood-eut  in  page  435.)  Eight  specimens,  enumerated  in 
the  article  Spibe.  Of  these  the  first  four  are  analogous  in  form  to  pinnades 
and  turrets. 

XXXVII.  Tbacebt  of  Vaulted  Ceilixos,  PI.  I._Ten  specimens,  in  plan, 
section,  and  view,  shewing  the  arrangement  of  the  ribs  of  groined  vaults ;  and 
two  elevations  and  sections  of  ribs  (A  B). 

XXXVIII.  PI.  II From  the  chapter-house  of  York  Cathedral^  as  supposed  to 

be  seen  in  a  mirror  on  the  ground.    (See  Tbacebt,  and  Ghapteb-house.) 

XXXIX.  Six  varieties.  In  some  impressions  of  this  plate  the  reference-figures 
are  wanting,  and  thejiames  of  the  subjects  incorrect.  The  specimen  at  the  top 
of  the  plate  is  one  compartment  of  the  fan- tracer ied  roof  of  King*s  College  ohapely 
Cambridge;  the  two  immediately  beneath  it  are,  that  to  the  left,  from  St. 
George*s  Chapel^  Windsor  ;  and  the  other  from  the  Chapter<-house  of  Canterbury 
Cathedral.  The  narrow  strip  beneath  the  latter,  and  the  largest  of  the  two 
lower  specimens,  are  also  from  St.  George's  Chapel ;  the  sixth  example  being 
from  the  Dean's  Chapel^  Canterbury. 

The  three  plates  of  Tbacebt  may  be  referred  to  as  containing  illustrations 
of  bosses,  ceilings,  cusps,  foliations,  groining,  fan-groining,  pillars,  ribs,  shafts, 
vaulting,  «nd  windows. 

XL.  Tow EB8  and  Sfibes.  —  Eighteen  examples,  named  and  described  in  the 
article  Toweb.  (See  also  Spibe  and  Steeple.)  Amongst  the  many  words 
illustrated  by  this  plate,  may  be  mentioned  —  Buttbess,  Doobwat, 
DoBMEB-wiMDow,  Oable,  Laktebk,  Pabapet,  Phabos,  Pinnacle, 
Pitch,  Roof,  and  Window. 

XLI.    Windows. Thirty-six  varieties,  and  sixteen  horizontal  sections  of  mul- 

lions.  (See  Window,  Obiel,  &c.)  This  plate  exhibits  arches,  labels,  or 
drip-stones,  corbels,  mouldings,  shafts,  bases,  capitals,  transoms,  mullions, 
tracery,  Ac. 

XLI  I.    The  Armorial  bearings  of  Her  Majesty,  the  Queen. 
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CONSULTED  FOR,  AND  REFERRED  TO  IN, 

THE  ARCHITECTURAL  DICTIONARY : 

FIRST  CITING  THE   ABBREVIATIONS  USED;    AND  SECONDLY^  THE  TITLE, 
AUTHOR,  SIZE,  AND  DATE,  OF  EACH  BOOK  REFERRED  TO. 

ARRANGED  IN  ALPHABETICAL  ORDER. 


The  reader  is  assured^  that  every  work  specified  iu  the  following 
list  has  been  amsnlted  for  the  terms  or  passages  to  which  they 
are  respectively  referred, — that  many  other  authors  have  also  been 
examined f  and  used  for  the  purpose  of  comparison  and  exemplifi' 
cation f — and  that  the  utmost  diligence  and  caution  have  been 
exercised  to  give  authenticity  and  accuracy  to  this  Dictionary, 
On  these  grounds^  the  author  claims  the  confidence  and  liberal 
indulgence  of  his  readers :  if  to  industry  he  has  added  discrimina- 
tion^ rational  selection^  and  compression  of  materials^  with  judi- 
cious and  correct  application  of  words  and  sentiments  to  the 
sciences  and  arts  intended  to  be  elucidated,  he  feels  assured  that 
his  labours  will  be  duly  appreciated,  and  be  productive  of  benefit 
in  this  department  of  literature. 

The  following  list  will  be  found  useful  to  the  reader  who  is  desirous 
of  extending  his  inquiries  respecting  the  Architecture  and  Arch<B^ 
ology  of  the  Middle  Ages, 


Abbrxviations. — Angl.-Saz.,  Anglo-Saxon  ;  dim*,  diminutive ;  D.,  Dutch  ;  £ng., 
English ;  Ft.,  French  ;  Oer.,  German ;  Gr.,  Greek ;  Heb.,  Hebrew ;  Ir.,  Irish  ; 
ItaL,  Italian ;  Lat.,  Latin ;  low  Lat.,  low  Latin,  or  the  Latin  used  by  the 
monkish  writers ;  Nor.  Fr.,  Norman  French ;  p.,  page ;  pL,  plate ;  Port.,  Por- 
tuguese ;  pt.,  part ;  So.,  Scotch  ;  Sp.,  Spanish  ;  Teut.,  Teutonic  ;  toI.,  volume. 


Aberdeen's  Inquiry,     See  WilkinsU  Civ,  Arch,  of  Vit. 

Angl,  Sacr,  Anglia  Sacra;  sive,  Collectio  Historiarum,  partim 
antiquities,  partim  recenter  scriptarum,  de  Archiepiscopis  et  Episcopis 
Anglice,  k  prim^  Fidei  Christianee  Susceptione  ad  Annum  MDXL. 
[By  Hen.  Wharton.]    2  vols.  fol.     1691. 
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Arch,  Antiq,  Architectural  Antiquities  of  Great  Britain.  By  J. 
Britton,  F.S.A.  5  vols.  4to.  1805—1829.  The  fifth  volume  consti- 
tutes a  complete  and  independent  work,  and  is  arranged  as  a  Chro- 
nological History  of  Christian  Architecture.  It  is  embellished  with 
eighty  engravings,  also  arranged  chronologically.  Besides  a  dictionary 
of  terms,  it  contains  chronological  tables  of  architects,  churches, 
monuments,  pulpits,  fonts,  and  crosses ;  a  copious  index,  &c. 

Arch»  Antiq.  of  Rome.  The  Architectural  Antiquities  of  Rome, 
measured  and  delineated  by  G.  L.  Taylor  and  Edward  Cresy,  Archi- 
tects.   2  vols,  folio.     1821. 

Arch,  of  Middle  Ages.  Architecture  of  the  Middle  Ages  in  Italy: 
illustrated  by  Views,  Plans,  Elevations,  Sections,  and  Details  of  the 
Cathedral,  Baptistery,  Leaning  Tower  or  Campanile,  and  Campo 
Santo  of  Pisa :  from  Drawings  and  Measurements  taken  in  the  year 
1817;  accompanied  by  Descriptive  Accounts  of  their  History  and  Con- 
struction. By  E.  Cresy  and  G.  L.  Taylor,  Architects  and  F.S.A. 
4to.     1829. 

Arch.  Antiq.  of  Normandy.  Specimens  of  the  Architectural  An- 
tiquities of  Normandy,  engraved  by  J.  and  H.  Le  Keux,  from  draw- 
ings by  A.  Pugin,  Architect;  edited  by  J.  Brltton,  F.S.A.  4to.  1828. 

Archee.  Archeeologia ;  or.  Miscellaneous  Tracts  relating  to  Anti- 
quity: published  by  the  Society  of  Antiquaries  of  London.  4to. 
Vol.  I.  1770;  vol.  xxiii.  1830. 

Archa.  JEliana.  Archeeologia  £liana;  or  Miscellaneous  Tracts 
relating  to  Antiquity.  Published  by  the  Society  of  Antiquaries  of 
Newcastle-upon-Tyne.    2  vols.     1830. 

Arch.  Notes.  Architectural  Notes  on  German  Churches,  with 
Remarks  on  the  Origin  of  Gothic  Architecture.  (By  Professor  W he- 
well.)    8vo.     1830. 

Baker's  Northamptonshire.  The  History  and  Antiquities  of  the 
County  of  Northampton.     By  George  Baker.     Vol.  i.  fol.     1830. 

Battelys  Cant.  Sacr.  Cantuaria  Sacra ;  or,  the  Antiquities  of  the 
Cathedral  and  Metropolitical  Church,  &c.  of  Canterbury,  forming  the 
second  part  of  the  2d  edit,  of  Somner's  Antiquities  of  Canterbury.  By 
the  Rev.  Nicolas  Battely.    Fol.     1703. 

Bentham's  Ely,  2d  edit.  The  History  and  Antiquities  of  the 
Conventual  and  Cathedral  Church  of  Ely.  By  the  Rev.  James 
Bentham,  M.A.,  F.S.A.  2d  edit,  by  W.  Stevenson,  Esq.,  F.S.A. 
2  vols.  4to.     1812. 
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Bingham*s  Works.  The  Works  of  the  learned  Joseph  Bingham, 
M.A. ;  containing  the  Origines  Ecclesiasticfle,  or  the  Antiquities  of 
the  Christian  Church,  &c.   2  vols.  fol.  1726.    There  is  an  8vo  edition. 

Blare's  Rutlandsh.  The  History  and  Antiquities  of  the  County  of 
Rutland.    By  Thomas  Blore,  F.S. A.    Fol.     1811. 

Blore's  Monuments.  The  Monumental  Remains  of  noble  and 
eminent  Persons,  comprising  the  Sepulchral  Antiquities  of  Great 
Britain.  Engraved  from  Drawings  by  Edward  Blore,  F.S.A. ;  with 
Historical  and  Biographical  Illustrations,  (by  the  Rev.  Ph.  Bliss, 
D.D.) ;  the  Engravings  by  J.  and  H.  Le  Keux.     Imp.  Bvo.     1826. 

Booth's  Anal.  Diet.  Analytical  Dictionary  of  the  English  Lan- 
guage.   By  David  Booth.    4to.     1806,  &c. 

Brand's  Pop.  Antiq.  Observations  on  Popular  Antiquities,  chiefly 
illustrating  the  Origin  of  our  vulgar  Customs,  Ceremonies,  and  Super- 
stitions. By  John  Brand,  M.A.,  Sec.  S.A. ;  arranged  and  revised  by 
Henry  Ellis,  F.R.S.,  Sec.  S.A.    2  vols.  4to.     1813. 

Bray  ley's  West.  Abbey.  The  History  and  Antiquities  of  the 
Abbey  Church  of  St.  Peter,  Westminster ;  including  Notices  and 
Biographical  Memoirs  of  the  Abbots  and  Deans  of  that  foundation. 
Illustrated  by  J.  P.  Neale.  The  whole  of  the  Literary  Department  by 
E.  W.  Brayley.    2  vols.  4to.     1818. 

Buckler's  Cathedrals.  Views  of  the  Cathedral  Churches  of  Eng- 
land and  Wales,  with  Descriptions.  By  John  Chessell  Buckler. 
4to.  1822.  This  volume  contains  32  prints,  drawn  and  etched  by 
the  Author,  and  chiefly  copied  from  a  series  of  large  aquatinted  prints, 
which  Mr.  Buckler,  senior,  had  published  between  the  years  1799 
and  1814. 

Carpentier  Glos.  Nov.  Glossarium  Novum  ad  Scriptores  Medii 
JEyi,  cam  Latinos  tum  Gallicos ;  sen,  Supplementum  ad  auctiorem 
Glossarii  Cangiani  editionem,  &c.  Collegit  et  digessit  D.  P.  Car- 
pentier, O.  S.  B.    4  vols.  fol.     Paris,  1766. 

Carters  Anc.  Arch.  The  Ancient  Architecture  of  England.  By 
John  Carter,  F.S.A.,  Architect.     Two  parts.     Fol.     1794. 

Carter's  Soul,  and  Painting,  Specimens  of  the  Ancient  Sculp- 
ture and  Painting  now  remaining  in  this  Kingdom,  from  the  earliest 
period  to  the  reign  of  Henry  the  Vlllth.  By  John  Carter.  2  vols, 
fol.  1780—1787. 

Carter's  Cathedrals  :  Exeter.  Some  Account  of  the  Cathedral 
Church  of  Exeter,  illustrative  of  the  Plans,  Elevations,  and  Sections  of 
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that  Building.  By  J.  Carter,  Architect.  Large  fol.  Published  by  the 
Society  of  Antiquaries  of  London.  The  Society  has  published  accounts 
of  the  following  distinguished  edifices,  in  corresponding  sizes  and 
styles :  —  St.  Stephen's  Chapel,  Westminster ;  Bath  Abbey  Church ; 
the  Abbey  Church  of  St.  Alban's;  Durham  and  Gloucester  Cathedrals. 

CastelVs    Villas.     The  Villas  of  the  Ancients  illustrated.     By 
Robert  Castell.     Large  fol.     1728. 

Cath.  Anliqs. —  York,  &c.  The  Cathedral  Antiquities  of  England  : 
History,  &c.  of  York  Cathedral,  or  of  any  other  Cathedral,  as  named. 
By  John  Britton,  F.S.A.  Medium  and  Imperial  4to.  This  work 
is  intended  to  illustrate  the  architecture,  and  develope  the  history, 
of  the  magnificent  Cathedrals  of  England.  Each  church  is  fully 
displayed  by  a  ground-plan,  sections,  elevations  of  the  principal 
parts,  views  externally  and  internally,  and  details  of  particular  orna- 
ments. To  every  cathedral  is  appropriated  a  quarto  volume  of  varied 
thickness  and  price,  according  to  the  relative  magnitude  and  architec- 
tural history  of  each  subject.  York  Cathedral  consists  of  36  engrav- 
ings, and  96  pages  of  letter-press,  price  3/.  12s. ;  and  Bristol  Cathe- 
dral contdiins  13  illustrations,  and  74  pages  of  letter-press,  price  11.48. 

Ciampini  Vet.  Mon.  Joannis  Ciampini  Homani  Vetera  Moni- 
menta,  in  quibus  preecipu^  musiva  opera,  sacrarum,  profanarumque 
eedium  structura,  &c.     3  vols.  fol.     1747. 

Collect.  Cur.  Collectanea  Curiosa ;  or.  Miscellaneous  Tracts  re- 
lating to  the  History  and  Antiquities  of  England  and  Ireland,  the 
Universities  of  Oxford  and  Cambridge,  &c.  By  John  Gutch,  from  the 
M  SS.  of  Archbishop  Sancroft.     2  vols.  8vo.     1781. 

Cotgrave*s  Diet.  A  Dictionary  of  the  French  and  English  Tongues. 
By  R.  Cotgrave,     Re-edited  by  James  Howell,     fol.  1673. 

Cotfnaris  Normandy.  Architectural  Antiquities  of  Normandy.  By 
J.  S.  Cotman ;  with  Historical  and  Descriptive  Notices  by  Dawson 
Turner,  Esq.,  F.R.  and  A.S.     2  vols,  folio.     1822. 

CottinghawLS  Henry  VII.*s  Chap.  Plans,  Elevations,  Sections, 
Details,  and  Views  of  the  magnificent  Chapel  of  King  Henry  VII.  at 
Westminster  Abbey  Church,  with  a  History  of  its  Foundation,  &c.  By 
Lewis  Nockalls  Cottingham,  Architect.  2  vols,  large  fol.  1822—1829. 
This  work  contains  73  prints,  illustrative  of  the  design,  construction, 
and  details,  of  the  most  splendid  specimen  pf  Christian  architecture  in 
Europe. 

D*Agincourt,  Hist,  de  VArt — Architec.  Histoire  de  TArt  par  les 
Monumens,  depuis  sa  Decadence  au  IV*  Si^cle  jusqu'^  son  Renouvelle- 
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ment  au  XVI*,  pour  servir  de  suite  k  THistoire  de  TArt  chez  les  Anciens. 
Par  M.  Seroax  d'Agmcourt.    Fol.    6  vols.  1823,  &c. 

Dallaway^s  English  Arch,  Observations  on  English  Architecture, 
Military,  Ecclesiastical,  and  Civil,  compared  with  similar  Buildings  on 
the  Continent ;  including  a  Critical  Itinerary  of  Oxford  and  Cam- 
bridge, &c.     By  the  Rev.  Jas.  Dallaway,  M.B.  F.S.A.    8vo.  1806. 

D^AvileTy  Diet.  dCArch.  Dictionnaire  d' Architecture  Civile  et 
Hydraulique,  et  des  Arts  qui  en  dependent.  Par  Augustin  Charles 
d'A viler.     Nouvelle  Edition,  4to.     1755. 

Drake^s  Eboracum.  Eboracum ;  or  the  History  and  Antiquities  of 
the  City  of  York ;  together  with  a  History  of  the  Cathedral  Church. 
By  Francis  Drake,  Gent.  F.R.S.     Fol.     1736. 

Du  Cange.  Glossarium  ad  Scriptores  mediee  et  infimee  Latinitatis, 
auctore  Carolo  Dufresne,  Domino  Du  Cange.    6  vols.  fol.    Paris,  1733. 

Dugdales  St.  Paul's.  The  History  of  St.  Paul's  Cathedral,  in 
London.  By  Sir  Wm.  Dugdale,  Knt.  With  a  Continuation  and 
Additions,  by  Henry  Ellis,  F.R.S.,  Sec.  S.A.     Folio.     1818. 

Dugdale's  Mon.  Angl.  Monasticon  Anglicanum:  a  History  of 
the  Abbeys  and  other  Monasteries,  Hospitals,  Frieries,  and  Cathedral 
and  Collegiate  Churches,  &c.  in  England  and  Wales.  By  Sir  William 
Dugdale,  Knt.  A  new  edit,  by  John  Caley,  Henry  Ellis,  and  the 
Rev.  Bulkeley  Bandinel.  Fol.  6  vols.  ;  the  last  volume  is  divided 
into  three.     1817—1830. 

DurafuTs  Parallel.  Recueil  et  Parall^le  des  Edifices  de  tout 
genre,  anciens  et  modernes,  remaiquables  par  leur  beaut6,  par  leur 
grandeur,  &c.,  et  dessin^s  sur  une  m^me  ^chelle.  Par  J.  N.  L. 
Durand,  Architecte.     Folio.     Paris,  an  ix. 

Elmes^s  Diet,  of  Fine  Arts.  A  General  and  Bibliographical  Dic- 
tionary of  the  Fine  Arts,  &c.     By  J.  Elmes,  Architect,  &c.  8vo.  1826. 

Examples  of  Gothic  Archi.  Examples  of  Gothic  Architecture; 
consisting  of  a  Series  of  Plans,  Elevations,  Sections,  and  Details,  se- 
lected from  some  of  the  most  admired  Edifices  of  England,  &c.  By  A. 
Pugin,  Architect;  with  Accounts  by  E.  J.  Willson,  Architect,  F.S.A. 
4to.    1830. 

Fosbroke*s  Brit.  Mon.  British  Monachism ;  or.  Manners  and  Cus- 
toms of  the  Monks  and  Nuns  of  England.  By  T.  D.  Fosbrooke,  M.A., 
F.A.S.     4to.     1817. 

Fosbroke's  Enc.  of  Antiq.  Encyclopaedia  of  Antiquities,  and  Ele- 
ments of  Archseology,  classical  and  medieeval.  By  the  Rev.  T.  D. 
Fosbroke,  M.A.,  F.S.A.,  &c.    2  vols.  4to.     1825. 
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GougKs  SepuL  Man.  Sepulchral  Monuments  in  Great  Britaini 
with  Introductory  Observations.  By  Richard  Gough,  Esq.,  F.S.A. 
5vol8.  fol.     1786. 

GunrCs  Inquiry,  An  Inquiry  into  the  Origin  and  Influence  of 
Gothic  Architecture.     By  William  Gunn,  B.D.     8vo.     1819. 

Owilfs  Vitruv,  The  Architecture  of  Marcus  Vitruvius  Pollio. 
Translated  by  Joseph  Gwilt,  F.S.A.     4to.     1826. 

Gwilfs  Rud.  Rudiments  of  Architecture,  Practical  and  Theoreti- 
cal.    By  Joseph  Gwilt,  F.S.A.     Royal  8vo.     1826. 

GwUt*s  Civ.  Arc.  A  Treatise  on  the  Decorative  Part  of  Civil 
Architecture.  By  Sir  William  Chambers,  K.  P.  S.  With  Illustra- 
tions, Notes,  and  an  Examination  of  Grecian  Architecture.  By 
Joseph  Gwilt,  Architect,  F.S.A.    2  vols.  fol.     1825. 

Hall  on  Gothic  Arch,  Essay  on  the  Origin,  History,  and  Principles 
of  Gothic  Architecture.   By  Sir  J.  Hall,  Bart.  P.R.S.  Edin.  4to.  1813. 

Halfpenny's  Goth,  Orn.  Gothic  Ornaments  in  the  Cathedral 
Church  of  York.  Drawn  and  etched  by  Joseph  Halfpenny.  4to.  1795. 
This  vol.  contains  105  prints,  with  brief  notices. 

Hamper's  Life  of  Dugdale.  The  life.  Diary,  and  Correspondence 
of  Sir  William  Dugdale,  Knt,  &c.  Edited  by  William  Hamper,  Esq., 
F.S.A.    4to.     1827. 

Hawkins's  Goth.  Arch.  History  of  the  Origin  and  Establishment 
of  Gothic  Architecture.     By  J.  S.  Hawkins,  F.S.A.     8vo.  1813. 

Hoare's  Itin.  The  Itinerary  of  Archbishop  Baldwin  through  Wales, 
A.D.  M.c.Lxxxviii.  By  Giraldus  de  Barri.  Translated  into  English 
by  Sir  Richard  Colt  Hoare,  Bart.     2  vols.  4to.     1806. 

• 

Hunters  Hallatnshire.  Hallamshire  :  the  History  and  Topo- 
graphy of  the  Parish  of  Sheffield,  Co.  York,  &c.  By  the  Rev.  Joseph 
Hunter,  F.S.A,,  of  Newcastle.     Fol.     1819. 

Hunter's  South  Yorks.  South  Yorkshire :  the  History  and  Topo- 
graphy of  the  Deanery  of  Doncaster,  in  the  Diocese  and  County  of 
York.     By  the  Rev.  Joseph  Hunter,  F.S.A.     Fol.  vol.  i.     1828. 

Jacob's  Law  Diet.  A  New  Law  Dictionary,  containing  the  Inter- 
pretation and  Definition  of  Words  and  Terms  used  in  Law,  &c.,  origi- 
nally compiled  by  Giles  Jacob ;  corrected  and  enlarged  by  J.  Morgan, 
Esq.     Fol.  10th  ed.     1782. 

Jamieson^s  Etym.  Diet.  An  Etymological  Dictionary  of  the  Scottish 
Language ;  illustrating  the  Words  in  their  different  Significations  by 
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Examples  from  Ancient  and  Modem  Writers.  By  John  JamiesonyD.D, 
F.S.A.  Scot.    2  vols.  4to.     1808. 

Johnson's  EccUs,  Laws.  A  Collection  of  all  the  Ecclesiastical 
Laws,  Canons,  Answers,  or  Rescripts,  with  other  Memorials  concern- 
ing the  Government,  Discipline,  and  Worship  of  the  Church  of  Eng- 
land, from  its  first  Foundation  to  the  Conquest.  By  John  Johnson, 
M.A.     2  vols.  8vo.     1720. 

KelhanCs  Dam.  Book  Illu.  Domesday  Book  Illustrated.  By  Robert 
Kelham.     8vo.     1788. 

KelhanCs  Nor.  Fr.  Did.  A  Dictionary  of  the  Norman,  or  Old 
French  Language,  collected  from  such  Acts  of  Parliament,  Parliament 
Rolls,  Journals,  &c.  as  relate  to  this  Nation.  With  the  Laws  of 
William  the  Conqueror.     By  Robert  Kelham.     8vo.     1779. 

KendalVs  Principles.  An  Elucidation  of  the  Principles  of  English 
Architecture,  usually  denominated  Gothic.  By  John  Kendall.  8vo. 
1818.  A  small  volume  of  50  pages  and  23  engravings,  taken  from 
Exeter  Cathedral,  in  which  church  Mr.  Kendall  made  some  restora- 
tions, particularly  a  new  altar-screen. 

King's  Mun.  Antiq.  Munimenta  Antiqua;  or.  Observations  on 
Ancient  Castles ;  including  Remarks  on  the  whole  Progress  of  Archi- 
tecture, Ecclesiastical  as  well  as  Military,  of  Great  Britain,  &c.  By 
Edward  King,  Esq.,  F.R.S.  and  A.S.    4  vols.  fol.     1799—1806. 

Le  Virions'  Arc.  Diet,  Dictionnaire  d' Architecture,  Civile,  Mili- 
taire  et  Navale,  Antique,  Ancienne  et  Modeme,  et  de  tous  les  Arts  et 
Metiers  qui  en  dependent;  dont  tous  les  Termes  sont  exprim^s  en 
Franqois,  Latin,  Italien,  Espagnol,  Anglois,  et  Allemand,  &c.  Par 
M.  C.  F.  Roland  le  Virloys,  &c.     3  vols.  4to.     Paris,  1770. 

LingarcTs  Antiq.  Ang.  Sax.  Chu.  The  Antiquities  of  the  Anglo- 
Saxon  Church.     By  the  Rev.  John  Lingard.     2d  edit  8vo.     1810. 

Lysons's  Woodchester.  An  Account  of  Roman  Antiquities  disco- 
vered at  Woodchester,  in  the  County  of  Gloucester.  By  Samuel  Lysons, 
F.R.S.  and  A.S.  Fol.  1797.  This  work  consists  of  4t)  plates,  with 
descriptions  in  French  and  English. 

Lysons*s  Mag.  Brit. — Bedf.  Magna  Britannia ;  being  a  concise 
Topographical  Account  of  the  several  Counties  of  Great  Britain.  By 
the  Rev.  Daniel  Lysons  and  Samuel  Lysons,  Esq.  Vol.  i.,  Bedford- 
shire, Berkshire,  Buckinghamshire.  4to.  1806.  The  other  counties 
published  are  Cambridgeshire,  Cheshire,  Cornwall,  Cumberland, 
Derbyshire,  and  Devonshire. 
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Maffei  on  Amphitheatres.  A  Complete  History  of  the  Ancient 
Amphitheatres,  more  particularly  regarding  the  Architecture  of  those 
Buildings,  and  in  particular  that  of  Verona.  By  the  Marquis  Scipio 
Maffei.  Made  English  from  the  Italian  by  Alexander  Gordon,  A.M. 
8vo.     1730. 

Manley*8  Interpreter,  An  Interpreter  in  Words  and  Terms  in 
Common  and  Statute  Laws  of  this  Realm.  By  John  Cowell,  LL.D. 
Continued  by  Thomas  Manley,  Esq.,  augmented  and  improved.  4to. 
1737. 

Meyrick*8  Armour,  A  Critical  Inquiry  into  Ancient  Armour,  as  it 
existed  in  Europe,  but  particularly  in  England,  from  the  Norman 
Conquest  to  the  Reign  of  King  Charles  II. :  with  a  Glossary  of  Mili- 
tary Terms  of  the  Middle  Ages.  By  Samuel  Rush  Meyrick,  LL.D. 
andF.S.A.     3  vols.  fol.     1824. 

Milizia^s  Lives^  by  Cresy,^  The  Lives  of  celebrated  Architects, 
Ancient  and  Modem  :  by  Francesco  Milizia.  Translated  from  the 
Italian  by  Mrs.  Edward  Cresy.     2  vols.  Svo.     1826. 

Miller's  Ely  Cath.  A  Description  of  the  Cathedral  Church  of 
Ely,  with  some  Account  of  the  Conventual  Buildings;  with  Engravings. 
By  Geo.  Millers,  M.A.     8vo.     1807. 

Milner's  Treat.  Eccl.  Arch.  A  Treatise  on  the  Ecclesiastical 
Architecture  of  England  during  the  Middle  Ages.  By  the  Rev.  John 
Milner,  D.D.,  F.S.A.,  Ac.     8vo.     181 1 . 

MUner's  Winchester,  The  History,  Civil  and  Ecclesiastical,  and 
Survey  of  the  Antiquities,  of  Winchester.  By  the  Rev.  John  Milner, 
D.D.,  F.S.A.,  &c.    2  vols.  4to.    2d  edit.  1809. 

Mitford's  Prin,  of  Arch,  Principles  of  Design  m  Architecture, 
traced  in  Observations  on  Buildings,  primeval,  Egyptian,  &c.  By 
Wm.  Mitfoid,  Esq.     8vo.     1809. 

Moller's  .  Denkmaehler,  Denkmaelher  der  Deutschen  Baukunst 
Dargestellt  yon  Georg  Moller.  Darmstadt,  fo.  1815.  This  work  is 
still  in  the  progress  of  publication,  and  contains  plans,  elevations,  and 
sections,  of  several  churches  and  houses  in  Germany.  The  letter-press 
of  part  of  the  work  has  been  translated  into  English,  and  published 
under  the  title  of  "  An  Essay  on  the  Origin  and  Progress  of  Gothic 
Architecture,  traced  and  deduced  from  the  ancient  Edifices  of  Ger- 
many.''    Small  8vo.     1824. 

Murphy's  Batalha.  Plans,  Elevations,  Sections,  and  Views  of  the 
Church  of  Batalha,  in  Portugal,  with  the  History  and  Description,  by 
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Fr.  Lub  de  Sons ;  with  Remarks.   To  which  is  prefixed,  a  Discourse  on 
the  Principles  of  Gothic  Architecture.  ByJ.  Murphy,  Arch.  Fol.  1795. 

Nare8*8  Ohs,  A  Glossary ;  or  Collection  of  Words,  Phrases,  Names, 
and  Allusions  to  Customs,  &c.     By  the  Rev.  R.  Nares,  A.M.  4to.  1822. 

NichoUs  Royal  Wills.  A  Collection  of  all  the  Wills  known  to  be 
extant  of  the  Kings  and  Queens  of  England,  &c. ;  with  explanatory 
Notes  and  a  Glossary.     By  J.  N ,  [John  Nichols].   4to.    1780. 

Nicolas*8  Test,  Vet.  Testamenta  Vetusta ;  being  Illustrations 
from  Wills,  of  Manners,  Customs,  &c.  from  the  Reign  of  Henry  the 
Second  to  the  Accession  of  Queen  Elizabeth.  By  Nicholas  Harris 
Nicolas,  Esq.,  F.S.A.    2  vols,  royal  8vo.     1826. 

Nicholsan*s  Arch.  Diet.  An  Architectural  Dictionary,  containing 
a  correct  Nomenclature  and  Derivation  of  the  Terms  employed  by 
Architects,  Builders,  and  Workmen.  By  Peter  Nicholson,  Architect. 
2  vols.  4to.     1819. 

NarmantTs  Parallel.  A  new  Parallel  of  the  Orders  of  Architecture, 
according  to  the  Greeks  and  Romans,  and  Modern  Architects.  With 
the  original  Plates,  drawn  and  engraved  by  Charles  Normand,  Archi- 
tect. With  the  Text  translated,  and  two  additional  Plates,  by  A. 
Pugin,  Architect.    Folio.     1829. 

Owen  and  Blakev)ay*s  Shrewsbury.  A  History  of  Shrewsbury.  By 
the  Rev.  H.  Owen  and  the  Rev.  J.  B.  Blakeway.     2  vols.  4to.    1825. 

Papworth^s  Civ.  Arc.  A  Treatise  on  the  Decorative  Part  of  Civil 
Architecture.  By  Sir  William  Chambers,  K.P.S.  4th  edit.  To  which 
are  added  copious  Notes,  and  an  Essay  on  the  Principles  of  Design  in 
Architecture.     By  J.  B.  Papworth,  Architect.     Imp.  4to.     1826. 

PecVs  Betid.  Cur.  Desiderata  Curiosa ;  or,  a  Collection  of  divers 
scarce  and  curious  Pieces  relating  chiefly  to  Matters  of  English  His- 
tory.   By  the  Rev.  Francis  Peck,  M.A.     2  vols.  4to.     1779. 

Rainess  North  Durham.  A  Parochial  History  of  North  Durham. 
By  the  Rev.  James  Raine,  M.A.     Fol.  part  i.     1830. 

Rep.  Com.  Pub.  Rec.  1800—1819.  ReporU  from  the  Commis- 
sioners appointed  by  his  Majesty  to  execute  the  Measures  recommended 
by  a  Select  Committee  of  the  House  of  Commons  respecting  the  Public 
Records  of  the  Kingdom,  &c.    fol.  2  vols.     1 800—1 819. 

Rickman*8  Attempt.  An  Attempt  to  discriminate  the  Styles  of 
Architecture  m  England,  from  the  Conquest  to  the  Reformation.  By 
Thomas  Rickman,  Architect.    8vo.  3d  edit.     1825. 


xii  britton's  architectural  dictionary. 

Sk%nner*8  Etytno.  Ling.  Etymologicon  Linguee  Anglicaneey  seu 
Explicatio  Vocum  Anglicorum,  &c.    By  S.  Skinner,  M.D.  Fol.  1671. 

Smithes  Antiq,  of  West.  Antiquities  of  Westminster;  the  old 
Palace;  St.  Stephen's  Chapel:  with  226  engravings.  By  John  Thomas 
Smith.  4to.  1807.  (The  account  by  J.  S.  H.  t.  e.  John  Sidney 
Hawkins.) 

Specimens  of  Goth.  Arch.  Specimens  of  Gothic  Architecture, 
selected  from  various  Ancient  Edifices  in  England.  By  A.  Pugin, 
Architect.  With  Accounts  by  E.  J.  Wilison,  Architect.  2  vols.  4to. 
1821. 

SpeltMoCs  Glos.  Glossarium  Archaiologicum ;  containing  barba- 
rous Latin,  obsolete  Words,  Sec,  with  many  additions  by  Dugdale. 
By  Sir  Henry  Spelman,  Knt.     Best  edit.  fol.     1687. 

Staveley^s  Hist,  of  Chur.  The  History  of  Churches  in  England, 
wherein  is  shewn  the  Time,  Means,  and  Manner  of  Founding,  Building, 
and  Endowing  of  Churches,  both  Cathedral  and  Rural,  with  their 
Furniture  and  Appendages.    By  Thomas  Staveley,  Esq.    8vo.  ed.  1773. 

Storer*8  Cathedrals. — Canter.,  &c.  Graphic  and  Historical  De- 
scription of  the  Cathedrals  of  Great  Britain.  8vo.  and  4to.  1817  to 
1820.  This  work  was  published  by  J.  Storer,  engraver;  the  drawings 
and  plates  for  which  were  made  by  himself,  and  his  son,  H.  S.  Storer. 
The  letter-press  was  mostly  written  by  Mr.  Brown,  a  gentleman  of 
considerable  literary  talents,  but  influenced  by  warm>  religious  and 
political  prejudices:  these  were  frequently  expressed  in  the  course 
of  his  writings,  and  particularly  in  branding  the  Catholics  and  Monks 
with  severe  reprehensions.  He  also  contended  against  the  term  NoT' 
man  Architecture,  and  against  the  claims  of  the  Normans  to  any 
merit  or  originality  in  the  churches  they  raised.  This  pleasing  and 
useful  work  was  published  in  numbers,  each  appropriating  a  sheet  of 
sixteen  closely  printed  pages,  and  eight  engravings,  to  a  cathedral. 

StotharcTs  Mon.  Effigies.  The  Monumental  Effigies  of  Great 
Britain ;  consisting  of  Etchings  from  Figures  executed  by  the  Sculptor, 
and  introduced  into  our  Cathedrals  and  Churches,  &c.  Drawn  and 
etched  by  C.  Stothard,  Jun.     4to.     1813—1830. 

StruttU  Chron.  Eng.  The  Chronicle  of  England,  from  the  Arrival 
of  Julius  Ceesar  to  the  End  of  the  Saxon  Heptarchy.  By  Joseph 
Strutt.    2  vols.  4to.     1777. 

Strutt's  Hord.  Ang,-cyn,  Horda  Angel-cynnan ;  or,  a  complete 
View  of  the  Manners,  Customs,  Arms,  Habits,  &c.  of  the  Inhabitants 
of  England,  from  the  Arrival  of  the  Saxons  till  the  Reign  of  Henry  the 
Eighth.     By  Joseph  Strutt.     2  vols.  4to.     1775. 
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Stuart* 8  Antiqt.  of  Aihem.  The  Antiquities  of  Athens,  mea- 
sured and  delineated  by  James  Stuart,  P.R.S.  and  F.S.A.,  and 
Nicholas  Revett,  Painters  and  Architects.  New  ed.  4  vols.  fol.  1817. 
The  fourth  volume  of  this  work,  published  in  1830,  contains  a  series 
of  Essays,  supplemental  to  the  other  volumes,  by  C.  R.  Cockerell, 
W.  Kinnaird,  T.  L.  Donaldson,  W.  Jenkins,  Jun.,  and  W.  Railton, 
Architects ;  illustrated  by  Engravings. 

Stukeley^s  Itin.  Cur,  Itinerarium  Curiosum ;  or,  an  Account  of 
the  Antiquities  and  remarkable  Curiosities  in  Nature  or  Art,  observed 
in  Travels  through  Great  Britain.  By  William  Stukeley,  M.D.,  &c. 
2  vols.  fol.     1724—1776. 

Surtee8*8  Durham,  The  History  and  Antiquities  of  the  County 
Palatine  of  Durham.  By  Robert  Surtees,  Esq.  F.S.A.  Fol.  1816 
— 1830.    3  vols,  are  published. 

Tanner^s  Not.  Mon.  by  Nasmith,  Notitia  Monastica;  or,  an 
Account  of  all  the  Abbeys,  Priories,  and  Houses  of  Friars,  formerly 
in  England  and  Wales.  By  Dr.  Thomas  Tanner,  Bishop  of  St. 
Asaph ;  edited  by  the  Rev.  James  Tanner,  and  re-edited  by  the 
Rev.  James  Nasmith.     Fol.     Cambridge,  1787. 

Thorpe*8  Cust,  Roff,  Custumale  RofFense,  from  the  original 
Manuscript  in  the  Archives  ef  the  Dean  and  Chapter  of  Rochester: 
to  which  is  added.  Memorials  of  that  Cathedral  Church,  &c.  By 
John  Thorpe,  Esq.  M.A.,  F.S.A.    Fol.     1788. 

Vagnaty  Diet,  (TArchi,  Dictionnaire  d 'Architecture.  Par  J.  M. 
Vagnat,  Architecte.    8vo.     A  Grenoble,  1827. 

Vetusta  Mon,  Vetusta  Monumenta,  qus  ad  Rerum  Britannicarum 
Memoriam  conservandam  Societas  Antiquariorum  Londini  sumptu  suo 
edenda  curavit.  Vol.  i.  1747,  Vol.  iv.  1815.  Vol.  v.  in  progress. 
Published  by  the  Society  of  Antiquaries  of  London. 

View8  of  Churches,  Views  of  the  most  interesting  Collegiate  and 
Parochial  Churches  in  Great  Britain ;  including  Screens,  Fonts, 
Monuments,  &c.    By  J.  P.  Neale  and  J.  Le  Keuz.  2  vols.  4to.    1824. 

Ware  on  Arches.  A  Treatise  of  the  Properties  of  Arches  and  their 
Abutment  Piers.     By  Samuel  Ware,  Architect.     8vo.     1809. 

Webster*8  Dictionary,  A  Dictionary  of  the  English  Language,  &c. 
By  N.  Webster,  LL.D.    2  vols.  4to.     1830. 

Whitaker*8  Whalley,  An  History  of  the  original  Parish  of 
Whalley,  and  Honor  of  Clitheroe,  in  the  Counties  of  Lancaster  and 
York.     By  the  Rev.  T.  D.  Whitaker,  LL.  D.     4to.     1806. 
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Whitaker*s  Craven.  The  History  and  Antiquities  of  the  Deanery  of 
Craven,  in  the  Ck)unty  of  York.  2d  edit.  By  Thos.  D.  Wliitaker,  LL.D. 
&c.     4to:     1812. 

Whiter^s  EiymoL  Univ.  Etymologicon  Universale ;  or  Universal 
Etymological  Dictionary :  on  a  new  plan,  &c.  (By  the  Rev.  Walter 
Whiter.)  2  vols.    4to.     1822. 

Whittingion*s  Hist.  Surv.  Historical  Survey  of  the  Ecclesiastical 
Antiquities  of  France.  By  the  late  Rev.  G.  D.  Whittington.  2d  edit, 
royal  8vo.     1811.     Edited  by  the  Earl  of  Aberdeen. 

Wild's  Canterbury,  &c.  Twelve  Perspective  Views  of  the  Exterior 
and  Interior  Parts  of  the  Metropolitical  Church  of  Canterbury ;  ac- 
companied by  two  Ichnographic  Plans,  and  an  Historical  Account. 
By  Charles  Wild.  Large  4to.  1807.  The  same  artist  has  also  pub- 
lished similar  volumes  illustrative  of  lichReld,  Chester,  York,  Lincoln, 
and  Worcester  Cathedrals. 

Wilkins*s  Civ.  Arch,  of  Vit.  The  Civil  Architecture  of  Vitruvius; 
comprising  those  books  of  the  author  which  relate  to  the  Public  and 
Private  Edifices  of  the  Ancients.  Translated  by  Wm.  Wilkins,  M.A. 
F.S.A.,  &c. :  illustrated  by  numerous  Engravings.  4to.  1812.  With  an 
Introduction,  containing  an  Historical  Review  of  the  Rise  and  Progress 
of  Architecture  amongst  the  Greeks ;  (by  the  Earl  of  Aberdeen).  The 
substance  of  this  Introduction  was  afterwards  republished,  with  various 
additions  and  corrections,  in  small  8vo,  1822;  and  will  be  referred 
to  under  the  abbreviated  title  of  Aberdeen's  Inquiry. 

Wilkins's  Concilia.  Concilia  Magnee  Britanniee  et  Hibemise,  ab 
Anno  MCCCL.  ad  Annum  MDXLV.    4  vols.  fol.     1737. 

Woods*  Letters.  Letters  of  an  Architect,  from  France,  Italy,  and 
Greece.     By  Joseph  Woods,  F.S.A.,  &c.    2  vols.  4to.     1828. 

Yates's  Bury  St.  Edmund's.  An  Illustration  of  the  Monastic 
History  and  Antiquities  of  the  Town  and  Abbey  of  St.  Edmund's-bury. 
By  the  Rev.  Richard  Yates,  F.S.A.    4to.     1805. 
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Besides  the  publications  mentioned  in  the  Preface,  the  following, 
with  many  others,  have  been  referred  to,  as  printed  in  italics,  for  the 
present  Dictionary : — 

BayUj/$  Hist  cf  the  Tower,  The  Hbtory  and  Antiquities  of  the 
Tower  of  London,  with  Biographical  Anecdotes  of  Distinguished 
Persons ;  from  original  and  authentic  sources.  By  John  Bayley, 
F.S.A.  2  vols,  (parts)  4to.  1821.  In  the  appendix  to  vol.  i. 
pp.  viii.-xxxiii.  is  an  extract  from  a  Survey  of  the  Tower,  made  for 
a  general  repair  in  the  2dd  year  of  Henry  VIII.,  and  an  account  of 
repairs  executed  in  the  following  year. 

BlamefiekTs  HisL  cf  Norfolk,  An  Essay  towards  a  Topographical 
History  of  the  County  of  Norfolk,  &c  By  the  Rev.  F.  Blome- 
field.     1 1  vols,  royal  8vo.     1810. 

Bloxkamq  Motu  Arch.  A  Glimpse  at  the  Monumental  Architecture 
and  Sculpture  of  Great  Britain.  By  M.  H.  Bloxham.  12mo. 
1834. 

Brayley  and  BriUon's  Anc,  Palace  al  Westm.  The  History  of  the 
Ancient  Palace  and  late  Houses  of  Parliament,  at  Westminster ; 
embracing  Accounts  and  Illustrations  of  St  Stephen's  Chapel  and 
its  Cloisters,  Westminster  Hall,  the  Court  of  Requests,  the  Painted 
Chamber,  &c.  &c.  By  Edward  Wedlake  Brayley,  and  John 
Britton.    48  illustrations.    4to.,  royal  8vo.,  and  demy  8vo.    1836. 

BriUons  PicL  Aniiqs.  of  EngL  CUies.  Picturesque  Antiquities  of 
the  English  Cities :  illustrated  by  a  Series  of  Engravings  of  Ancient 
Buildings,  Street  Scenery,  &c.   By  John  Britton,  F.S.A.  4to.  1830. 

Barnes's  Anc,  RUes  ofBwrham  Cath.  The  Ancient  Rites  and  Mon- 
uments of  Durham  Cathedral.    By  J.  D.  (Davies)  of  Kidwelly. 
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First  published  in  1672.  A  small  daodecimo,  without  date,  en*- 
tiUed  "  The  History  of  the  Cathedral  Church  of  Durham  as  it  was 
before  the  Dissolutiou  of  the  Monastery,"  is  the  same  work,  with 
additions.  It  is  called,  in  the  title-page,  the  second  edition,  and  is 
the  edition  referred  to  in  the  present  work. 

Dodsworih's  Salisbury  Catk.  An  Historical  Account  of  the  Episcopal 
See  and  Cathedral  Church  of  Sarum,  or  Salisbury :  with  Notices 
of  the  Bishops,  a  Description  of  the  Monuments,  &c.  By  William 
Dodsworth.  4to.  1814.  The  literary  part  of  this  volume  was 
by  Mr.  Hatcher,  of  Salisbury. 

Fenn's  Paston  Letters,  Original  Letters,  written  during  the  reigns 
of  Henry  VI.,  Edward  IV.,  Richard  III.,  and  Henry  VIII.,  in 
Chronological  Order,  with  Notes.  By  Sir  John  Fenn,  -  M.  A., 
F.S.A.     4vols.  4to.    1787-89. 

Forsytes  Italy.  Remarks  on  Antiquities,  Arts,  and  Letters,  during 
an  Excursion  in  Italy  in  1802  and  1803.  By  Joseph  Forsyth,  Esq. 
2  vols.  12mo.    3d  edit     1824. 

Agreement  for  Fotheringhay  Church,  An  Agreement,  dated  1434, 
for  the  Erection  of  the  Nave  and  Western  Tower  of  the  Collegiate 
Church  of  Fotheringhay,  Northamptonshire.  Printed  in  Dugdales 
Man.  AngLy  new  edit  vol.  vi.  pt.  iii.  p.  1414. 

Fullers  Church  Hist.  The  Church  History  of  Britain,  from  the  birth 
of  Christ  till  the  year  1648 ;  containing  also  Histories  of  the  Uni- 
versity of  Cambridge  since  the  Conquest,  and  of  Waltham  Abbey. 
By  Thomas  Fuller,  D.D.     Folio.     1655. 

Gage*8  Hengrave.  The  History  and  Antiquities  of  Hengrave,  in 
Suffolk.     By  John  Gage,  F.S.A.    4to.     1822. 

Gage*s  Suffolk.  The  History  and  Antiquities  of  Suffolk.  Vol.  I.  — 
Thingoe  Hundred.     By  John  Gage,  F.R.S.,  Dir.  S.A.   4to.    1838. 

Gentleman^s  Magazine,  This  long-lived  and  respectable  periodical 
contains  a  mass  of  materials  on  topography,  archsBology,  &c. 

Hunt's  Exemplars,  Exemplars  of  Tudor  Architecture,  adapted  to 
Modem  Habitations;  with  Illustrative  Details  selected  from  An- 
cient Edifides,  and  Observations  on  the  Furniture  of  the  Tiidor 
Period.     By  T.  F.  Hunt,  Architect.     4to.     1830. 


LIST  OP  AUTHORITIBS.  XTU 

Shpe's  HitL  cfArch,  An  Historical  Essay  on  Architecture.  By  the 
late  Thomas  Hope.  Illustrated  (in  a  separate  volume  of  plates) 
from  Drawings  made  by  him  in  Italy  and  Germany.     8vo.    1835. 

Ingram* 8  MemariaU  of  Oxford.  Memorials  of  Oxford.  (Histories 
and  Descriptions  of  the  Colleges,  Churches,  &c.,  of  Oxford,  with 
numerous  Plates.)  By  James  Ingram,  D.D.,  Pres.  Trin.  Coll. 
Numerous  Engravings  by  J.  Le  Keux.    3  vols.  8vo.     1837. 

Kempes  Lotdey  MSS,  Manuscripts  Illustrative  of  English  History, 
Biography,  and  Manners,  from  the  reign  of  Henry  VIII.  to  that  of 
James  I.,  preserved  at  Loseley  House,  in  Surrey.  Edited,  with 
Note8»  by  Alfred  John  Kempe,  F.S.A.    8vo.     1835. 

KenneU^s  Antiqs.  ofAmbrosden,  Parochial  Antiquities,  attempted  in 
the  History  of  Ambrosden,  Burcester,  and  other  Adjacent  Parts  in 
the  Counties  of  Oxford  and  Bucks.  By  White  Kennett,  Vicar  of 
Ambrosden.    4to.     1695. 

Loudon's  Arch.  Moff.  The  Architectural  Magazine,  and  Journal  of 
Improvement  in  Architecture,  Building,  Furnbhing,  &c.  Con- 
ducted by  J.  C.  Loudon,  F.L.S.,  G.S.,  &c.  8vo.  vols.  i.  to  v. 
1834-1838. 

Mollers  Memorials  of  German-Gothic  Architecture ;  with  additional 
Notes  and  Illustrations  from  Stieglitz,  &c.  By  W.  H.  Leeds. 
8vo.     1836. 

Nicoikut's  Privy  Purse  ExpenceSf  Hen,  VIII,  The  Privy  Purse  Ex- 
pences  of  King  Henry  the  Eighth,  from  November  1529  to 
December  1532;  with  Introductory  Remarks  and  Notes.  By 
Nicholas  Harris  Nicolas,  Esq.,  F.S.A.    8vo.     1827. 

Northumberland  Household  Book.  The  Reerulations  and  Establish- 
ment  of  the  Household  of  Henry  Algernon  Percy,  the  fifth  Earl  of 
Northumberland,  at  his  Castles  of  Wresill  and  Lekinfield,  in  York- 
shire. Begun  A.D.  1512.  Edited  by  Thomas  Percy,  late  Bishop 
of  Dromore.    8vo.     1827. 

Raine's  Catterieh  Chu.  A  Correct  Copy  of  the  Contract  for  Building 
Catterick  Church,  in  the  County  of  York,  dated  in  1412;  with 
Remarks  and  Notes,  by  the  Rev.  James  Raine,  M.A.;  and  with 
13  plates  by  A.  Salvin,  Esq.,  Architect    4to.     1834. 


XVIU  LIST  OF  AUTHOBITIES. 

Show's  Anc,  Pumiiure.  Specimens  of  Ancient  Furniture,  drawn 
from  existing  Authorities.  By  Henry  Shaw,  F.S.A.;  with  De- 
scriptions by  Sir  Samuel  Rush  Meyrick,  KJi.,  F.S.A.    4to.    1836. 

Turner's  Normandy*  An  Account  of  a  Tour  in  Normandy,  under- 
taken chiefly  to  investigate  the  Architectural  Antiquities  of  the 
Duchy,  with  Observations  on  its  History,  &c.    2  vols.  8vo.     1820. 

Walpole's  Anecdotesy  by  DaUatDay,  Anecdotes  of  Painting  in  Eng- 
land ;  with  Accounts  of  Artists,  and  Notes  on  other  Arts.  Col- 
lected by  the  late  George  Vertue ;  Digested  and  Published  by  the 
Hon.  Horace  Walpole  [Earl  of  Orford].  With  Considerable 
Additions  by  the  Rev.  James  Dallaway.    5  vols.  8vo.     1826. 

WkUaker's  Anc.  Cath.  ofComwaU.  The  Ancient  Cathedral  of  Corn- 
wall [at  St  German's]  Hbtorically  Surveyed.  By  John  Whit- 
aker,  B.D.    2  vols.  4to.     1804. 

Willemin*s  Monumens  FrangaU.  Monumens  Franf  ais  In^ts,  pour 
servir  k  THistoire  des  Arts,  des  Costumes  Civils  et  Militaires, 
Armes,  Armures,  &c.  R6dig^,  dessin^s,  graves,  et  colori^  k  la 
main,  d'apr^  les  Originaux.     Par  N.  X.  Willemin.    Folio.    Paris. 

Willis's  Arch,  of  the  Middle  Ages.  Remarks  on  the  Architecture  of 
the  Middle  Ages,  especiaUy  of  Italy.  By  R.  Willis,  M.  A.,  F.R.S. 
8vo.     18d5. 


DICTIONARY 


OF  THE 


ARCHITECTURE  AND  ARCHiEOLOGY 


OF 


THE  MIDDLE  AGES. 


V  Thtt  nti 


to  nathoridcs.  with  the  abliraviatiaiia  and  oontnictioiM,  ate  fuDy  tzplalatd,  in 
■Iphahetlcal  onlcr,  tX  the  cod  of  the  Pxcftoe. 


ABACISCUS.  Lat.;  from  aj^ax/mc,  Gr., 
the  dimin.  of  a/3a|;  abacisci,  plur.  Small 
tesserse,  or  square  stones,  for  tessellated 
pavements :  also,  small  square  tablets,  or 
brackets,  used  to  support  vases,  and  other 
ornamental  objects. 

Abaculus.  Lat.    A  small  table,  or  desk. 

Abacus.  IaI.  ;^  abaque,  or  abacus,  Fr. ; 
abaco.  It.;  from  aj3a|,  Gr.;  der  rechentisck, 
Ger.  The  upper  member,  or  division,  of 
a  capital,  on  which  the  entablature,  in 
Classic  architecture,  rests.  It  forms  an  essential  part  of  the 
column  in  the  Grecian  and  Roman  styles,  and  is  found  in 
almost  every  variety  of  column  in  Christian  architecture.* 
Its  shape  varies  in  all  the  classic  orders.  In  those  of  the 
Tuscan  and  Doric,  the  abacus  is  plain,  thick,  and  rect- 
angular in  plan;  but  in  the  Corinthian,  Roman -Ionic, 
and  Composite,  its    sides    are    ornamented,   and,   in  the 

*  The  tenn  Chrittian  arckUechare  will  be  used,  in  the  ptesent  work,  in 
preference  to  Crothic,  as  more  analogous,  more  correct,  and  more  historical.— 
Vide  Christian  Architecture;  also  Architectural  AntiquitieSy  vol.  v.  p.  31. 
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latter^  are  cut  into  eccentric  cavities,  or  curves,  each  of 
which  is  generally  adorned  with  a  flower  or  other  enrich- 
ment. In  general  practrce,  the  angles  of  the  abacus  are 
cut  off  in  segments  of  circles.  In  the  Temple  of  Jupiter 
Olympius,  at  Athens,  the  angles  terminate  in  sharp  points. 
In  Christian  architecture,  the  abaci  form  the  bases  of  arches, 
and  in  shape  and  ornament  are  greatly  diversified,  as  ex- 
emplified in  the  accompanying  plates  of  Capitals  and 
Columns.  Mr.  Rickman  thinks  that  the  square  abacus  is 
a  sure  guide  to  distinguish  the  Norman  from  what  he  calls 
*'  the  early  English/'  [Attempt,  p.  55] ;  but  several  examples 
of  Norman  buildings  may  be  pointed  out  where  the  abaci 
are  circular,  (as  in  Canterbury  Crypt,  Columns,  pi.  ii.  no.  4), 
and  octangular,  (as  in  the  choir  of  the  same  church,  pi.  Ca- 
pitals, no.  2.)  In  the  same  plate  are  two  examples  of  capitals 
(8  and  II),  belonging  to  pointed  arches,  where  the  abaci 
are  octangular.  These  eccentricities  shew  that  we  must  not 
attempt  to  include  all  the  varieties  within  a  few  systematic 
forms.  In  all  the  members  of  the  column  and  arch,  as  in 
their  sizes,  proportions,  and  shapes,  the  monastic  architects 
were  unrestrained  in  their  designs,  and  unfettered  by  arbi- 
trary rules.  Though  not  an  invariable,  it  may  be  regarded 
as  a  general  maxim  in  Christian  architecture,  that  the  abaci 
as  well  as  the  capitals  were  in  the  earliest  examples  square, 
next  circular,  then  octagonal:  they  often  varied  from  the 
form  of  the  capital. — (See  the  plates  i.  and  ii.  of  Capitals 
and  Columris.)  GwiWs  Rud.  pi.  ii.  iii.  Carter's  Ant. 
Arch.  vol.  I.  pi.  xxxiv.  p.  27. 

Abamurus.  Low  Lat.,  i.  e.  ct  muro  ;  contremur.  Nor.  Fr.  ; 
contramuro.  It.  A  buttress,  or  second  wall,  added  to 
strengthen  another.  "  Item  transpositi  sunt  abamuri  cum 
archeriis,  quee  non  sunt  redactse  ad  pristinum  statum  ad 
mensuram  unius  tessB." — Carpentier,  Glos.  Nov. 

Abated.  A  word  used  in  a  document  respecting  the  Beau- 
champ  Chapel,  at  Warwick,  wherein  '*  the  marbler"  agrees 
that  ^'  all  the  champes  about  the  letters  are  to  be  abated, 
and  hatched  curiously,  to  set  out  the  letters.''  —  Arch. 
Antiq.  vol.  iv.  p.  13. 

Abat-jour.  Fr,  A  sky-light  j  or,  any  sloping  aperture  for  the 
admission  of  light  to  a  room. 
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Abat-vent.  Fr.;  regi7/tim,  low  Lat. ;  t€Jadtllo,Sp.;kleinedeck, 
Ger.  The  sloping  roof  of  a  tower,  or  other  edifice ;  also  a 
pent-house. 

Abat-voix.  Fr.  The  sounding-board  over  a  pulpit,  or  a 
rostrum. 

Abbathie,  Abbathy.  Synonymous  with  Abbey.  This  term 
occurs  in  Domesday  Book,  and  in  various  ancient  statutes. 
By  Stat.  31,  Hen.  VIII.  c.  13,  "  Abbathies"  vfere  surrendered 
to  the  king. — Kelham's  Dom,  Book  III.  p.  147. 

Abbey.  A^^artta,  Gr. ;  abbatia,  low  Lat. ;  abbaye^  Fr. ;  badia, 
Ital. ;  abadia,  Sp.  and  Port. ;  abati,  Armoric ;  abbs,  Nor.  Fr. ; 
abtej/,  Ger.,  from  abbas,  Lat.,  an  abbot,  the  root  of  which  is 
the  Hebrew  nse,  ab,  father.    An  abbey  properly  means  a  series 
of  buildings  adapted  for  the  domestic  accommodation  and 
religious  ceremonies  of  a  fraternity  of  persons  subject  to  the 
government  of  an  abbot,  or  an  abbess.    As  such  it  is  contra- 
distinguished from  a  priory,  friary,  nunnery,  hospital,  and 
college,  and  from  all  other  ecclesiastical  and  military  houses. 
Although  strictly  and  clearly  different  in  name,  it  is  not  easy 
to  separate  and  distinguish  the  abbey,  the  priory,  or  even  the 
cathedral,  in  their  architectural  features  and  general  arrange- 
ments, from  each  other.     The  different  orders  of  monastic 
communities  had  distinctions  in  dress,  and  in  certain  rites 
and  ceremonies ;  but  their  dwellings  and  offices  seem  to 
have  been  designed  more  in  accordance  with  the  fashion — 
if  the  word  may  be  allowed — or  customs  of  the  age  when 
built,  than  by  the  rules  of  their  respective  orders.  An  abbey 
was  of  the  highest  rank  amongst  religious  houses.     Many 
of  the  governors,  or  abbots,  holding  their  temporalities  per 
baroniam,  were  summoned  by  writ  to  sit  in  the  national 
councils;  and,  together  with  many  others,  had  permission 
from  the  Pope  to  wear  the  mitre :  hence  called  mitred  abbots. 
In  49  Hen.  III.  sixty-four  abbots,  and  thirty-six  priors,  were 
summoned  to  Parliament ;   but  Edward  III.  reduced  the 
number  to  twenty-five  of  the  former,  and  two  of  the  latter ; 
to  whom  two  other  abbots  were  afterwards  added  ;  so  that 
twenty-nine  in  all  enjoyed  this  privilege  until  the  dissolu- 
tion.    Next  in  rank  to  the  mitred  and  parliamentary  abbeys 
were  those  whose  abbots  were  entitled  to  have  the  crosier, 
or  pastoral  staff,  carried  before  them.     The  abbeys,  and 
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religious  houses  of  the  largest  class,  had  seldom  fewer  than 
fifty  monks  on  the  establishment ;  as  at  St.  Alban's^  Tewkes- 
bury, and  St.  Mary,  York  ;  but  Bury  St.  Edmund's  had 
eighty,  and  Gloucester  above  one  hundred  ; — those  of  the 
second  class  numbered  about  twenty,  as  Bath,  Tavistock, 
Selby; — the  third  class  from  eight  to  twelve; — and  the 
smaller  convents  from  three  to  six.    There  was  likewise  a 
proportionate  number  of  servants :   Tewkesbury  had  one 
hundred  and  forty- four,  and   Evesham  sixty-five,  besides 
grooms,  porters,  and  farming  men. —  [Owen  and  Blakeway's 
Shrewsbury,  joL  ii.  p.  48 — ^0,]   The  larger  abbeys,  accord- 
ing to  Dr.  Whitaker,  [Hist,  of  WhaUey,  ed.  1806,  p.  106], 
usually  consisted  of  buildings  surrounding  two  quadrangular 
courts,  of  different  dimensions.    One  of  them,  termed  the 
clausum,  or  close,  comprised  an  area  of  from  fifty  to  ninety 
acres,  was  enclosed  by  a  high,  and  sometimes  embattled  wall, 
and  entered  by  one  or  two  gate-ways.     It  included  all  the 
appendages  of  a  large  domain,  as  a  grange,  or  farm-house, 
bams,  stables,  mill,  8cc.     Around  the  principal  quadrangle 
were  disposed  the  church  and  its  appendages,  the  hall,  refec- 
tory, almonry,  chaptei^house,  locutory  or  parlour,  infirmary, 
scriptorium,  kitchen,  and  other  domestic  offices.    The  same 
author  says,  ^^  This  great  mass  of  irregular,  but  doubtless, 
in  general,  stately  buildings,  when  all  standing,  must  have 
presented  the  appearance  of  a  small  fortified  town,  with  its 
embattled  wall  and  turreted  gate,  surmounted  by  the  great 
church  shooting  high  above  the  roofs."     That  of  St.  Ed- 
munds-bury *^  has  been  generally  supposed  to  have  exceeded, 
in  magnificent  buildings,  splendid  decorations,  important 
privileges,  valuable  immunities,  and  ample  endowments,  all 
other  ecclesiastical  and  monastic  establishments  in  England, 
Glastonbury  alone  excepted." — ^Yates's  Hist,  of  Bury  St. 
Edmund's.']    The  abbeys,  of  which  the  churches  remain  in 
the  most  complete  state,  are  those  of  Westminster,'  St- 
Alban's,  and  Tewkesbury ;  and  numerous  interesting  and 
important  specimens  of  Christian  architecture  are  to  be  met 
with  in  the  extensive  ruins  of  those  of  Fountain,  Kirkstall, 
Glastonbury,  St.  Mary  at  York,  Tintem,  Netley,  Bury  St. 
Edmund's,  Rievaulx,  Roche,  Shrewsbury,  &c.     By  statute, 
27  Henry  VIII.  (1535)  cap.  28,  all  monastic  houses,  whose 
annual    revenues  were    under  200/.   were  seized    by  the 
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king,  who  sold  or  gave  their  lands  and  buildings  to  his 
favourite  courtiers.  About  three  hundred  and  eighty  houses 
were  thereby  dissolved,  and  a  revenue  of  30,000/.  per  ann. 
obtained  by  the  crown,  which  also  acquired  at  least 
100,000/.  value  in  plate  and  jewels.  Nearly  ten  thousand 
persons  were  calculated  to  be  thus  deprived  of  homes  and 
support.  Thirty*one  of  these  houses  had  license  to  remain 
in  statu  quo  a  short  time  longer.  In  1537  a  commission  of 
visitors  was  appointed,  and  the  remaining  abbots  and  priors 
made  **  voluntary''  surrender  of  their  houses  and  possessions ; 
and,  in  1639,  an  act  of  Parliament  confirmed  these  proceed- 
ings, as  well  as  completed  the  dissolution  of  all  monastic 
establishments,  except  hospitals  and  colleges,  the  former  of 
which  were  not  abolished  until  the  33d,  and  the  latter  until 
the  37th  of  Henry  VIII.  The  king  dying  in  the  latter  year, 
they  were  re-granted  by  another  act  to  Edward  VI.,  when 
ninety  colleges,  one  hundred  and  ten  hospitals,  and  two 
thousand  three  hundred  and  seventy-four  chantries  and  free 
chapels,  were  suppressed. — [Pre/*.  Tanner*8  Not.  Mon.,  by 
Nasmith,  p.  xxiii  —  xxv.]  (See  College,  Convent, 
Friary,  Hospital,  Monastery,  Nunnery,  Priory; 
see  also  Cathedral,  to  which  is  annexed  a  ground-plan, 
with  references  to  the  various  parts  and  appendages  of  a 
monastic  church  and  its  attached  buildings.) 

Abbey  Gate-house.  In  the  exterior  wall  of  every  abbey 
was  either  one,  two,  or  three  gate-houses,  forming  lodges  for 
warders,  or  porters.  These  were  of  various  sizes  and  archi- 
tectural features.  That  to  the  great  abbey  of  St.  Alban's  is 
of  the  size  of  a  considerable  house.  The  chief  gate-house  of 
St  Augustin's  at  Canterbury  is  flanked  at  the  angles  with 
octagonal  turrets  of  singular  elegance.  Two  gate-houses  of 
the  abbey  at  Bury  St.  Edmund's  are  also  striking  examples, 
but  in  very  different  styles.  One  is  a  massive  square  tower, 
adorned  with  early  Norman  arcades,  like  the  towers  of 
Exeter  and  Durham  cathedrals ;  the  other,  a  square  house, 
is  decorated  with  niches  and  pointed  arches.  The  great 
gate-house  of  Evesham  Abbey  is  a  campanile,  or  bell-tower, 
decorated  with  pierced  battlements,  high  pinnacles,  and 
entirely  covered  with  panelling.  That  of  St.  Augustin's 
Abbey,  now  the  cathedral,  Bristol,  has  a  large  carriage 
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archway^  and  a  lateral  passage,  beneath  it,  both  decorated 
with  numerous  ornamented  mouldings  and  columns.  An 
apartment  over  the  arch  was  perhaps  used  as  a  small  oratory, 
where  early  mass  was  celebrated  daily  to  the  senrants  and 
labourers  of  the  convent.  The  room  over  the  beautiful 
gate^house  to  Thornton  Abbey,  Lincolnshire,  retains  its 
piscina. — Owen  and  Blakeway^s  Shrewsbury,  vol.  ii.  p.  48. 

Abbot's  Lodging,  in  the  larger  abbeys,  according  to  the 
authors  just  quoted,  ''  was  a  complete  house,  with  hall, 
chapel,  and  every  convenience  for  the  residence  of  a  spi- 
ritual baron. **  It  was  placed  generally  on  the  south-west  of 
the  church,  with  which  the  abbot  had  a  communication  by 
a  private  passage  into  the  cloister,  where  he  was  received 
by  the  monks,  and  conducted  in  procession  to  the  choir.  The 
principal  apartments  were  the  great  hall,  to  which  was  fre- 
quently an  ascent  by  numerous  steps ;  a  chapel,  a  library,  a 
great  chamber,  and  various  lodging-rooms.  In  early  times 
the  abbots  had  private  oratories  near  the  hall,  called  secret 
houses,  whither  they  retired  in  Lent  for  religious  privacy, 
from  early  mass  till  dinner.  {See  Hall.) — Owen  and 
Blakeway's  Shrewsbury,  vol.  ii.  p.  49,  91. 

Abreuvoir.  Fr.,  from  abreuver,  to  water.  In  masonry,  the 
joint  between  stones,  to  be  filled  up  with  mortar. 

Abutments, or  BuTMENTS.  From  aboutir,  Fr.  to  abut  against. 
The  ends  of  a  bridge  are  usually  so  called ;  and  the  term  is 
sometimes  applied  synonymously  with  buttress.    {See  But- 
tress.)   Abutments  are  often  strengthened  with  counter- 
forts.   {See  Bridge.) 

Acanthus.  Lat. ;  axai'^o^,  Gr.,  from  axav&a,  a  thorn;  acanthe, 
Fr. ;  acanto.  It.  ;  acantho,  Sp. ;  wehch  b'drenklau,  Ger. 
The  plant  Branca  Ursina  of  Miller,  called  in  English  Bears- 
breech,  the  leaves  of  which  are  often  imitated  in  decorating 
the  Corinthian  and  Composite  capitals  of  columns.  Vitru- 
vius  relates  a  pleasing  story  about  the  origin  of  the  Corinth- 
ian, or  foliated  capital,  which  seems  rather  more  poetical 
than  rational.  Quatrem^re  de  Quincy  tells  us,  that  the 
leaved  capital  was  used  in  Egypt  long  before  the  time  of 
Callimachus. 

Accesses.  Accessiones,  Lat.  from  accede,  to  approach.     Pas- 
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sages  of  communication  between  the  various  apartments  of  a 
building ;  synonymous  with  corridors. 

AccuBiTus.  Low  Lat.,  from  ad  and  cubo,  to  lie  down.  A  room 
annexed  to  large  churches,  in  which  the  principal  officiating 
clergy  occasionally  reposed.  —  Du  Cange. 

AcHBLORS.    (5ee  Ashlar.) 

Acoustics.  From  axouu,  Gr.,  to  hear.  The  doctrine,  or  theory 
of  sounds ;  and  therefore  entitled  to  the  diligent  study  and 
attention  of  the  scientific  architect.  In  the  design  and 
construction  of  theatres,  churches,  halls,  lecture-rooms,  &c. 
it  is  of  the  first  consequence  to  adapt  them  for  the  con- 
veyance of  sound,  without  the  inconvenience  and  detriment 
of  an  echo.  Various  essays  have  been  written,  and  experi- 
ments made  on  the  subject ;  but,  hitherto,  without  attaining 
scientific  and  satisfactory  results.  George  Saunders,  Esq., 
Architect,  in  a  '^  Treatise  on  Theatres,''  and  Benjamin 
Wyatt,  Esq.,  Architect,  in  an  account  of  Drury  Lane  Thea- 
tre, have  promulgated  some  judicious  observations  on  the 
best  forms  and  materials  of  rooms  for  the  conveyance  of 
sound ;  and  the  learned  and  scientific  Michael  Faraday,  Esq. 
has  recently  instituted  inquiries  and  made  interesting  ex- 
periments on  this  abstruse  subject. 

Acropolis.  From  ax^;,  Gr.  the  top  or  summit,  and  iroX/;,  a  city. 
The  fortress  or  citadel  of  a  Greek  city  was  so  denominated 
because  placed  on  elevated  ground.  It  generally  contained 
the  temple  of  the  protecting  divinity ;  as  at  Athens,  where 
the  temple  of  Minerva  is  on  the  Acropolis,  and  at  Rome, 
where  that  of  Jupiter  Capitolinus  is  so  placed.  In  the  military 
architecture  of  the  Middle  Ages  we  recognise  the  Acropolis 
in  the  situation  of  the  castle,  or  fortress,  in  every  city  and 
principal  town ;  as  at  Norwich,  York,  Old  Sarum,  Conis- 
borough,  Colchester,  &c.  These  citadels,  or  strong-holds, 
generally  had  chapels  for  the  celebration  of  religious  rites. 
(See  Castle,  Keep,  and  Citadel.) 

AcROTERiUM.  Lat.,  from  ax^»n]^/oy,  Gr.  A  terminating  member, 
or  ornament,  at  the  apex  and  angles  of  a  pediment.  Some 
writers  contend  that  the  acroterium  is  the  plinth,  or  pedes- 
tal, sustaining  the  ornamental  finishing  of  the  pediment ; 
and  others,  that  it  is  the  ornament  itself.    In  Christian 
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architecture,  the  cross  at  the  apex  of  a  gable  may  be  caUed 
the  acroterium. 

Adit.  Aditus,  Lat.,  from  ad  and  eo,  to  go;  passage,  or  entrie, 
Fr. ;  zugang,  Ger.  The  approach^  or  entrance  to  any  place, 
as  the  adit  of  a  house,  circus,  &c.^;  but  more  particularly 
applied  to  the  horizontal  shaft,  or  sough,  of  a  mine.  The 
aditus  of  a  theatre,  in  Roman  architecture,  was  the  doorway 
whereby  people  entered  from  the  outer  portico,  or  corridors, 
to  their  seats. 

Adytum.  Lat. ;  advrov,  Gr. ;  adito,  It.  Formerly  this  word 
applied  to  the  whole  interior  of  a  temple,  but  it  is  now 
understood  to  denote  that  part  only  whence  the  oracles  were 
pronounced,  and  to  which  none  but  the  priests  were  per- 
mitted to  enter.  The  sanctum-sanctorum  of  the  Hebrew 
temples  was  of  a  similar  nature.  In  Christian  architecture 
it  is  the  chancel,  or  altar  end  of  a  church. — [BtiigAtfiii'# 
Works,  vol.  I.  p.  298  ;  where  is  an  essay  on  the  canons 
ordering  the  adytum  to  be  kept  sacred  from  the  intrusion  of 
the  people.  The  Emperor  Theodosius  was  not  permitted  to 
remain  in  the  adytum  after  his  oblation  at  the  altar.]  The 
only  well-defined  adytum  of  the  ancients  is  considered  to  be 
that  of  the  little  temple  at  Pompeii,  in  which  a  statue  of 
Isis  was  found.  (See  Chancel,  and  Sanctum-Sancto- 
rum.) 

^ccLESioLA.  Dim.  of  accksia,  Lat.,  a  church.  A  term  of 
frequent  use  in  Domesday  Book,  and  generally  understood 
to  signify  a  chapel  subordinate  to  the  mother  church.  After 
naming  the  church  of  Tarentefort  (Darent)  in  Kent,  (tom.  i. 
fo.  2,  b.)  it  is  said,  '^  extra  banc  sunt  adhuc  iii  (uclesiolm.* 
At  Postinges,  in  the  same  county,  \ib,  fo.  13],  two  (tcclesioltt 
occur,  without  any  notice  of  a  church.  At  Wallope,  in 
Hampshire,  \ib,  fo.  38,  b.]  the  (uclesiola  appears  to  have 
been  also  independent  of  the  mother  church. — lRep»  Com. 
Pub.  Rec.  1800—1819,  vol.  i.  p.  468.]  At  Street,  in  the 
county  of  Sussex,  two  ^ecclesiola  are  also  named  in  the 
same  record ;  yet  the  population  of  the  manor  would  scarcely 
require  two  distinct  places  of  worship,  and  it  is  not  un- 
likely that  it  meant  two  chantries,  or  altars,  in  the  church 
at  Street. 
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Mdzb,  Lat.  Among  the  Romans  an  inferior  kind  of  temple, 
not  formally  consecrated  by  the  augurs,  was  called  itdes. 
It  is  distinguished  from  the  iemplum,  which  received  the 
formalities  of  consecration,  and  was  very  sumptuously 
decorated.  By  ¥nriterB  of  the  Middle  Ages  the  term  is 
often  used  to  denote  a  chapel ;  and  it  is  sometimes  applied 
to  a  house. — Ciampini,  Vet,  Mon,  vol.  i.  p.  12,  171. 

^DicuLA.  Lat.,  dim. .  of  ades,  A  small  chapel,  house,  or 
building  of  any  kind.  The  Romans  sometimes  used  the 
term  synonymously  with  ades ;  and  it  was  not  unfrequently 
applied  to  the  niches,  or  tabernacles,  in  a  wall,  which  held 
statues  of  the  lares,  or  penates. — Du  Cange. 

£gricanes.  a  name  given  to  rams'  hbads,  when  sculptured 
on  friezes,  altars,  &c. 

^LAMOTH.  Heb.    A  vestibule,  or  porch. — Du  Cange. 

^LFRic,  ftn  abbot  of  Malmsbury,  who  was  promoted  to  the 
see  of  Crediton  in  977,  and  died  in  981.  According  to 
William  of  Malmsbury  \^AngL  Sacr.  vol.  ii.  p.  33]  he  was 
skilful  in  architecture,  and  either  rebuilt,  or  greatly  repaired 
and  improved,  the  buildings  of  his  abbey. 

^BARIUM.  Lat.,  from  tes,  copper,  and,  by  metonymy,  money. 
A  treasury.  Among  the  Romans,  the  place  where  public 
money  was  deposited  was  called  ararium. 

Age  of  Buildings.  Owing  to  the  destruction  of  documents ; 
to  the  imperfect  mode  in  which  accounts  of  old  edifices  were 
formerly  kept;  and  to  the  unkind  and  unnecessary  tenacious- 
ness  frequently  exercised  by  the  keepers  of  public  records, 
we  have  very  little  contemporaneous  evidence  of  the  erec- 
tion of  old  buildings.  Hence,  antiquaries  and  architects 
have  suggested,  and  endeavoured  to  substantiate,  rules  or 
criteria  from  a  comparison  of  forms  and  ornaments,  by 
which  the  ages  of  buildings  may  be  understood  and  rendered 
definite.  Although  this,  like  all  hypothetical  and  analogical 
reasoning,  is  liable  to  be  involved  in  caprice  and  fenciful 
inference,  it  is  a  curious  and  important  fact,  that  a  certain 
style  or  peculiarity  in  the  forms  of  arches,  windows,  door- 
ways, and  ornaments,  did  prevail,  and  was  in  general 
use,  at  certain  epochs.    The  circular  arch,  with  large,  plain 
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columns,  zig-zag  mouldings,  &c.  may  be  said  to  belong  to» 
and  characterise,  the  Anglo-Saxon  and  Anglo-Norman  ages; 
whilst  the  pointed  arch,  with  clustered  columns  and  other 
variations,  distinguished  the  Christian  architecture  of  a 
later  period. 

Agger.  Lat.,  from  aggero,  to  heap.  Earthen  banks,  or  mounds, 
thrown  up  either  for  defence,  as  in  encampments;  or  as 
boundaries,  by  the  British,  Roman,  and  Saxon  occupants 
of  Britain. 

Aguilla*  Low  Lat. ;  aguglia  or  guglia.  It.;  aiguille,  Fr.,  a 
needle.  An  obelisk ;  or  a  spire  of  a  church  tower. — ^Car^ 
pentier,  Glos.  'Nov.']  The.  two  porphyritic  obelisks  of 
Alexandria  are  termed  ^'  Cleopatra's  Needles/' 

AiLE,  or  Aisle.  Ala,  Lat.,  It.,  Sp. ;  aile,  Fr.  A  wing,  or  any 
part  of  a  building  flanking  another;  hence  the  French, 
'^  ailes  de  b&timent, "  the  wings  of  a  house.  The  term  is 
usually  applied  to  the  side  passages,  or  lateral  division 
of  a  church,  which  are  partially  separated  from  the  nave 
and  choir  by  columns  or  piers,  —  '^  ad  bases  pilariorum 
murus  erat  tabulis  marmoreis  compositus,  qui  chorum 
cingens  et  presbyterium,  corpus  ecclesioB  h  suis  lateribiu, 
qu8B  aUc  vocantur,  dividebat." — [Du  Cange.']  The  nave 
itself,  or  central  part  of  a  church,  is  sometimes,  though 
improperly,  denominated  the  middle  aile.  In  the  abbey 
church  of  Westminster,  Redcliffe  Church  at  Bristol,  and  the 
cathedrals  of  York  and  Ely,  the  ailes  are  continued  on  each 
side  of  the  transept;  and  in  Salisbury,  and  some  other 
cathedrals,  on  one  side  only.  The  naves  of  the  ecclesias- 
tical edifices  of  Great  Britain  have,  with  but  one  or  two 
exceptions,  only  two  ailes,  while  those  on  the  Continent 
frequently  have  several,  as  in  the  cathedrals  at  Amiens, 
Milan,  and  Notre  Dame  at  Paris,  each  of  which  has  four ; 
and  it  is  recorded  that  old  St.  Peter's,  at  Rome,  had  the 
same  number.  Whittington,  referring  to  the  division  of  Notre 
Dame  into  four  ailes  and  the  nave,  which  he  calls  "Jive 
ailes/'  says,  it  is  "  a  species  of  grandeur  which  never  crossed 
the  Channel."— iiist.  Surv.  p.  161. 

AiTRE.  Aistre,  astrc,  auster,  Nor.  Fr,;  aire,  Fr.,  from  ater, Lat., 
black.     A  hearth,  or  chimney.     **  Trcstour  les  astres" — 
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[Kelham*s  Nor.  Fr.  DictJ]  Astrum  is  sometimes  used  by 
Bracton,  and  other  old  law  writers,  to  signify  a  whole  house, 
or  mansion ;  t.  e.  pars  pro  toto,  by  a  rhetorical  figure,  as  wit- 
ness "pro  aris  etfods." 

Alabaster.  AXafia^tr^ov,  Gr.;  alabasirites,  IaI.  ;  albdtre,  Fr.; 
alabastro.  It.  and  Port. ;  alabaster,  Ger.  A  species  of  gyp- 
sum. "  Gypsum  (Greek  yv^og,  plaster)  is  a  mineral  sub- 
stance, chemically  termed  sulphate  of  lime,  becausCi  on 
analysis,  it  is  found  to  consist  of  lime  combined,  in  a  cer- 
tain proportion,  with  water  and  sulphuric  acid.  Grypsum, 
in  its  mineral  state,  more  or  less  impure,  is  various  in  its 
structure ;  such  as  earthy,  stony,  foliaceous,  and  crystallised. 
In  some  states  it  is  resplendent,  reflecting  star-like  rays. 
The  compact,  or  stony  gypsum,  is  often  pure  white,  and  is 
the  alabaster  of  modern  mineralogists.  In  ordinary  lan- 
guage, the  word  alabaster  (a  Latin  term  signifying  a  white 
star),  has  never  been  very  determinate,  either  in  ancient  or 
modem  usage.  It  has  been  applied  to  different  species  of 
snow-coloured  stones,  some  of  them  sulphates,  some  carbon- 
ates, of  lime,  and  others  compounded  of  both.  The  sparry 
and  crystallised  gypsums  are,  from  the  nature  of  their 
lustre,  called  selenites,  or  moon-stones,  (Gr.  giXn^,  the  moon); 
and  selenitic  has  been  sometimes  written  as  the  adjective, 
in  place  of  gypseous  or  gypsine." — [Booth's  Anal.  Diet. 
vol.  I.  p.  80.]  By  a  slight  calcination  and  grinding,  gypsum 
is  converted  into  Plaster  of  Paris,  which  is  chiefly  used  for 
making  casts  and  models :  in  a  less  pulverised  state  it  is 
sometimes  applied  to  the  formation  of  floors  in  bams  and 
dwelling-houses.  In  churches  we  frequently  find  the  effigies 
of  ecclesiastics  cut  out  of  blocks  of  alabaster. 

A  LA  Greque.  Fr.  A  term  applied  by  architects  to  one  of  the 
varieties  of  the  ornament  called  the  fret,  used  in  cornices, 
floors,  and  other  works.  It  is  frequently  seen  in  the  pave- 
ments of  ancient  Roman  villas.    {See  Fret.) 

Alan  de  Walsingham.    {See  Walsingham.) 

Alatorium,  or  Allorium.  Low  Lat.,  from  ala,  a  wing.  A 
piazza,  corridor,  or  covered  way,  in  the  flank  of  a  building. 
— Du  Cange.    {See  Cloister.) 

Alba.   Low  Lat.     A  beacon,  or  light-house.     ''  Ascendent 
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turrim,  et  albam,  et  ad  ignem  quando  necesse  fuerit." — 
Du  Cange, 

Albabii.  Lat. ;  a/fttiti, low  Lat.  White-washers,  distinguished 
from  pectores,  or  plasterers. 

Albabium.  Lat.;  album-opuSf  low  Lat.  White -wash;  or, 
according  to  Pliny  and  Vitnivius,  a  white  stucco,  or  plaster, 
made  of  a  pore  kind  of  lime,  burned  from  marble,  and  used 
to  spread  over  the  roofs  of  houses.  Pectorium  was  a  coarser 
kind  of  plaster. 

Albert,  Archbishop  of  York  in  767.  According  to  Alcuin,  who 
wrote  a  poem  De  Pontific.  et  Sanctis  Eccles.  Ebor.,  Albert 
superintended,  or  directed,  the  completion  of  the  cathedral 
which  had  been  commenced  by  his  predecessor,  Egbert, 
about  742.  The  same  Anglo-Saxon  poet  describes  the 
church  as  of  considerable  height,  supported  by  columns  and 
arches,  covered  by  a  vaulted  roof,  and  provided  with  large 
windows.  It  had  also  porticos  and  galleries,  and  thirty 
altars,  the  latter  of  which  were  adorned  with  various  orna- 
ments.— ICath,  Antiq.:  York,  p.  28.]  Albert  founded  a 
library  in  his  cathedral,  which  is  ascribed  by  William  of 
Malmsbury  to  £gbert. 

Alberti  (Leon  Battista)  ;  a  Florentine  architect,  painter, 
and  sculptor,  was  employed  by  Pope  Nicholas  V.,  in  con- 
junction with  Rosselin,  to  make  designs  for  the  new  church 
of  St.  Peter,  at  Rome,  about  the  middle  of  the  fifteenth 
century.  The  same  Pontiff  also  engaged  him  to  design  se- 
veral other  architectural  works.  On  returning  from  Rome 
to  his  native  city,  Florence,  he  was  employed  on  different 
palaces,  monasteries,  and  churches,  both  there,  and  at 
Rimini  and  Mantua.  The  church  of  San  Francesco,  at 
Rimini,  is  said  to  be  the  most  beautiful  building  erected  by 
this  architect.  He  was  author  of  a  treatise,  De  Re  JEdifica- 
tori&y  in  ten  books,  which  has  been  translated  into  English 
and  other  languages ;  but,  according  to  Milizia,  it  is  ^'  some- 
what overcharged  with  useless  erudition." — [lives  of  Archi- 
tects, by  CresyJ]    Alberti  died  in  1472. 

Alcha.  Low  Lat.  A  cellar,  pantry,  or  an  apartment  for  the 
reception  of  drinking-vessels,  &c. — Carpentier,  Glos.  Nov. 
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Alcorans.  Akoranes  and  alcoratia,  low  Lat. ;  alcorano,  It,; 
alcoran,  Fr.  High,  slender  towers,  commonly  called  mina- 
rets, attached  to  mosques,  whence  the  Mohammedans  are 
summoned  to  prayers. — Du  Cange. 

Alcove.  Eng.,  Fr.,  and  6er. ;  alcova,  It.;  a/co6a,  Sp.;  pro- 
bably derived  from  the  Arabic  al-kauban,  a  tent,  al-kaab, 
the  cave.  This  word  strictly  means  a  recess  in  a  chamber 
for  the  reception  of  a  bed,  separated  from  the  other  parts  of 
the  room  by  columns,  antsB,  and  balusters ;  as  in  Windsor 
Castle,  and  in  several  baronial  mansions.  The  word  is  used 
sometimes  synonymously  with  bay.  The  French  were  parti- 
cularly partial  to  the  alcove,  using  it  almost  always  for  state 
beds.  They  elevated  the  floor  above  that  of  the  apartment, 
and  did  not  raise  the  ceiling  quite  so  high.  The  alcoves  in 
the  villas  of  Hadrian  and  Trajan  were  formed  Uke  niches. 
The  term  is  commonly  applied,  in  England,  to  ornamental 
and  covered  seats  in  gardens. 

Alcocke,  or  Alcock  (John),  was  a  native  of  Beverley,  in 
Yorkshire,  and  became  successively  Bishop  of  Rochester, 
Worcester,  and  Ely.  He  was  comptroller  of  the  royal  build- 
ings at  Windsor  Castle,  temp.  Henry  VII. ;  improved  the 
episcopal  palaces,  and  collegiate  and  parish  churches  of  his 
sees;  founded  Jesus  College,  Cambridge;  and  rebuilt  St. 
Mary's,  or  the  University  Church,  in  that  town.  The  finest 
specimen  of  his  architectural  skill  is  the  sepulchral  chapel 
erected  for  himself  at  the  east  end  of  the  north  aile  of  Ely 
Cathedral.  He  died  at  Wisbeach  Castle,  Oct.  1,  1600.— 
BerUhanCs  Ely,  2d  edit.  vol.  i.  p.  181. 

Aldune,  Bishop  of  Durham,  is  famed  in  the  annals  of  ecclesi- 
astical history  as  the  founder  and  builder  of  the  first  church 
in  that  place,  when  it  was  a  wilderness.  It  was  begun  in 
995,  and  finished  in  three  years.  This  prelate  is  said  to 
have  died  from  violent  grief  at  the  success  of  the  Scottish 
army  over  the  nobles  and  tenants  of  St.  Cuthbert,  1018. — 
Surtees's  Hist,  of  Durham,  vol.  i.  p.  zi. 

Aleaceria.  Low  Lat.    A  palace,  castle,  or  other  large  edifice. 

Aleatorium .  Lat.  An  apartment  in  a  Roman  house  appro- 
priated to  the  use  of  persons  playing  with  ala,  or  dice. 
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Aleois.  Low  Lat.  Loop-holes  in  castle  walls  for  discharging 
arrows  throagh.     {See  ARBALESTiNiE.) 

Alessi  (Gale  a  zzo)  ;  bom  at  Perugia,  in  Italy,  in  1600 ;  studied 
architecture  under  Michael  Angelo  Buouarotti,  and  was  one 
of  his  most  distinguished  pupils.  He  received  applications 
from  France,  Spain,  and  Germany,  to  make  designs  for  pub- 
lic edifices.  His  plan  for  the  church  and  monastery  of  the 
Escurial  was  adopted ;  but  he  did  not  live  to  see  it  carried 
into  effect.  Alessi  execnted  some  magnificent  buildings  at 
Milan,  Bologna,  and  Genoa.  —  Milizia's  Lives,  by  Cresy, 

vol.  II.  p.  1. 

Alexander,  a  native  of  Normandy,  and  nephew  of  Roger  le 
Poor,  Bishop  of  Salisbury,  by  whom  he  was  educated,  and 
through  whose  interest  he  was  raised  to  the  see  of  Lincoln, 
in  1123.  Milner  [Treat.  EccL  Arc.  p.  42]  asserts  that  he 
''  was  one  of  the  greatest  architects  of  his  age."  He  not 
only  erected  ecclesiastical  edifices,  but  built  the  castles  of 
Banbury,  Sleaford,  and  Newark,  by  which  he  excited  King 
Stephen's  jealousy,  who  seized  the  latter  castle,  and  com- 
mitted the  prelate  to  prison.  He  afterwards  employed  him- 
self in  decorating  and  improving  his  diocesan  church,  which 
he  rebuilt  with  a  roof  of  stone  the  year  after  his  consecration. 
He  died  in  1147. — Archa.  vol.  iv.  p.  152,  and  vol.  v.  p.  316. ; 
Angl.  Sacr.  vol.  ii.  p.  417. 

Alien  Priory.    {See  Priory.) 

Alipterion.  Lat.    The  anointing-room  in  Roman  baths. 

Allette.  Fr.,  dimin.  of  aile.  Used  to  express  a  small  wing; 
also  applied  to  a  pilaster,  or  buttress. 

Alley.  Aau^oi,  Gr. ;  Alleia,  or  aleya^  low  Lat. ;  viottola,  It. ; 
allee,  Fr.,  from  alkr,  to  go ;  aUadh,  Irish.  A  passage  from 
one  part  of  a  building  to  another ;  also  the  passage,  or  walk, 
between  the  pews  of  a  church.  In  the  old  surveys  of  cathe- 
drals, ^'  the  dean's  alley,"  "  the  chaunter's  alley,"  "  the  cross 
alley,"  8cc.  are  named.  In  the  same  sense  are  used  the  old 
words  alur^  dure,  alura,  and  allieny. — [Smith* s  Antiq.  of 
West.  p.  191.]  The  latter  terms  also  signify  a  gallery,  or 
balcony:  thus — 
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**  Upe  the  lUures  of  the  castle  the  laydes  thanne  stode, 
And  byhulde  thys  noble  game,  and  whyche  knyghts  were  god.'' 

Rob.  Glouc.  Chron.  1. 192. 

Lydgate  also  mentions — 

"  Fresh  alures  with  lustye  high  pinnacles.*' 

•Sifge  of  Troy,  cap.  xi.,  v, 

Almarjol.    (<Se€  Armarium.) 
Almbry.    {See  Armarium.) 

Almonry,  Almery.  Almonarium,  low  Lat. ;  aumdnerie.  Ft.  ; 
ailmosenhaus,  Ger.  A  room  or  place  whence  alms  were  for- 
merly distributed  to  the  poor.  In  monastic  establishments  it 
was  generally  a  stone  building  near  the  church,  on  the  north 
side  of  the  quadrangle^  and  sometimes  had  a  priest's  hall,  and 
other  apartments,  annexed  to  it.  To  keep  beggars  from  the 
refectory  doors,  the  almonry  was,  in  some  abbeys,  removed 
to  the  gate-house.  —  IFosbroke^s  Brit,  Mon,  4to,  p.  336.] 
At  Christ  Church,  Canterbury,  certain  scholars  attached  to 
the  house  constantly  resided  in  the  almonry.  From  the 
closet  in  which  the  alms  were  kept,  it  was  frequently  called 
the  ambry,  A  place  in  Westminster,  near  the  abbey  church, 
is  still  known  by  that  name;  and  in  the  Will  of  Agnes 
Vincent,  of  Canterbury,  proved  1518,  is  a  bequest ''  to  the 
children  of  the  ambrye  of  Christ  Church  that  bring  my  body 
to  burial,  to  spend  among  them,  ivc/." — Nicolas's  Test.  Vet, 
vol.  II.  p.  566.    (See  Armarium.) 

Alms-house.  Gerontocomium  and  ptocfiotrophium,  Lat. ;  maison 
de  chariti,  Fr. ;  ailmosenhaus,  Ger.  A  building  appropriated 
for  the  reception  of  poor  aged  people,  and  endowed  with 
revenues  for  their  support.  Previous  to  the  Reformation, 
alms-houses  were  seldom  established ;  but,  after  that  event, 
it  became  a  frequent  practice  for  private  persons  to  endow 
and  bequeath  large  sums  for  that  purpose. — [Mco/as's  Test. 
Vet.  Index.^  They  were  sometimes  erected  in  church- 
yards, as  may  be  seen  in  many  English  parishes;  and, 
when  extensive,  were  provided  with  chapels  and  chaplains. 
There  are  many  alms-houses  in  and  near  London,  supported 
by  the  chartered  companies  of  the  city. 

Alnwyk  (William),  a  native  of  Alnwyck,  in  Northumberland, 
was  made  Bishop  of  Norwich  in  1426.     He  re-built  the 
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western  door-way,  and  inserted  the  window  above,  in  the 
cathedral  church  of  that  city,  as  well  as  the  principal  part 
of  the  tower  gate-house  to  the  palace.  At  Lincoln,  and  at 
Cambridge,  he  is  said  to  have  executed  other  architectural 
works. — Cath.  Antiq.  Norwich,  p.  63. 

Altar.  Ara,  Lat.;  altare.  It.  and  Sp. ;  autel,  Fr.;  altar.  Port, 
and  Ger.  An  elevated  table  of  either  stone,  marble,  or 
wood,  dedicated  to  particular  ceremonies  of  religious  wor- 
ship. The  earliest  authentic  notice  of  altars  occurs  in 
Holy  Writ,  where  it  is  said  that  "  Noah  built  an  altar  to 
the  Lord.*'  In  the  patriarchal  times  it  is  evident  that  they 
were  made  in  the  simplest  manner,  and  generally  of  single 
blocks  of  stone.  The  principal  altars,  under  the  Mosaic 
ritual,  were  those  of  intense^  burnt-offering,  and  the  table 
of  shew-bread.  The  first  was  small,  and  of  shittim-wood, 
overlaid  with  plates  of  gold ;  the  table  for  the  shew-bread 
was  of  the  same  materials,  but  of  a  more  extended  size ; 
and  that  for  the  burnt-offerings  was  a  large  coffer  of  shittim- 
wood,  covered  with  brass,  within  which,  suspended  from 
the  horns  of  the  four  comers,  was  a  grate  of  brass  whereon 
the  fire  was  made  and  sacrifices  were  laid.  After  the  Jews 
.  returned  from  captivity  in  Babylon,  the  altar  viras  differently 
constructed;  but,  in  general,  it  was  ia  pyramidal  pile  of 
stones.  That  erected  by  Joshua,  at  the  command  of  Moses, 
was  of  unhewn  stone ;  Solomon's  was  of  brass  and  unhewn 
stones ;  and  the  altar  built  by  Zerubbabel  and  the  Macca- 
bees was  of  similar  stones.  All  the  nations  of  antiquity 
considered  large,  massive,  unhewn  stones,  to  be  emblema- 
tic of  dignity  and  power. 

The  heathens  made  their  primitive  altars  of  turf: 
wood,  stone,  and  marble,  were  afterv^rds  used;  and,  at 
Delos,  the  altar  of  Apollo  was  of  horn.  Their  form,  as  well 
as  material,  varied  considerably,  being  round,  square,  trian- 
gular, &c.  They  were  commonly  placed  to  face  the  east; 
stood  lower  than  the  statues  of  the  divinities  to  whom  they 
were  consecrated ;  and  were  frequently  adorned  with  sculp- 
tured representations  of  the  gods,  or  of  their  symbols.  Ac- 
cording to  the  superior  character  of  the  divinity  were  their 
height  and  name.  Those  to  the  celestial  gods  were  placed 
on  lofty  substmctures,  whence  called  altaria,  from  aUa  and 
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ara,  **  a  high  or  elevated  altar."  Those  terrestrially  con- 
secrated were  called  am,  and  were  laid  on  the  surface 
of  the  earth ;  whilst  others,  inscribed  to  the  infernal 
deities^  were  placed  in  pits  and  excavations,  and  termed 
jSo^^oi  TsMxxM,  scrobiculu  Before  temples  were  generally  con- 
structed, altars  were  often  placed  in  groves,  and  dedicated 
to  certain  gods ;  also  by  the  sides  of  highways ;  and  on 
the  tops  of  mountains.  In  the  great  temples  of  ancient 
Rome,  there  were  ordinarily  three  altars.  The  first,  upon 
which  incense  was  burnt,  and  libations  offered,  was  raised 
in  the  sanctuary,  at  the  foot  of  the  statue  of  the  divinity ; 
the  second  stood  before  the  gate  of  the  temple,  and  on  it 
were  sacrificed  the  victims;  and  the  third,  upon  which 
were  placed  the  offerings  and  the  sacred  vessels,  was  port- 
able. In  the  Roman  houses,  small  altars  were  dedicated  to 
the  lares,  penates,  and  genii.  In  the  camps  they  were  sta- 
tioned before  the  general's  tent.  Among  the  Ghreeks  and 
Romans,  altars  were  resorted  to  as  asylums,  or  places  of 
refuge,  by  slaves  who  fled  from  the  cruelty  of  their  mas- 
ters; also  by  debtors,  and  criminals  of  every  description. — 
lAdams^s  Rom.  Antiq.  6th  edit.  p.  327.]  On  many  solemn 
occasions  it  was  customary  to  swear  by  and  upon  altars. 

In  the  Celtic,  or  Druidical  temples,  there  were  altars ; 
and  it  is  generally  agreed  that  a  flat  stone,  near  the  western 
part  of  the  interior  area  of  Stonehenge,  was  used  for  that 
purpose.  Cromlechs  are  considered  to  have  been  used  as 
altars  by  some  antiquaries. 

In  Uie  Christian  church  the  principal  altar  is  almost 
invariably  situated  at  the  eastern  end  of  the  choir,  or  pres- 
bytery. In  the  early  ages  altars  were  made  of  wood,  and 
were  mostly  small,  plain,  and  portable ;  but,  on  the  esta- 
blishment of  Christianity  under  Constantine,  stone  was 
used.  Pope  Sylvester,  in  the  early  part  of  the  fourth 
century,  decreed  that  stone  altars  should  be  generally 
adopted;  but  the  wooden  one  in  the  Lateran  church  at 
Rome  was  left  as  a  memorial  of  former  usage.  The  sixth 
canon  of  the  council  of  Hippo  forbade  the  consecration  of 
any  altar  unless  made  of  stone ;  and  the  same  prohibition 
was  repeated  by  the  Epauniensian  council,  in  the  beginning 
of  the  sixth  century.  Erasmus  mentions  a  wooden  altar 
as  remaining  in  his  time  at  Canterbury  Cathedral.— [ilrcAie. 
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vol.  XI.  p.  369;   and  Bingham's  Works,  vol.  i.  p.  302.] 
Where  wooden  altars  were  retained,  a  marble,  or  stone,  slab 
was  always  used  to  cover  them.     "  Altare  portabile  conse- 
crationem  amittit, ciim  lapis  i,l\gno  avellitur." — IDuCange.'] 
Christian  altars  are  generally  in  the  form  of  small  oblong 
tables,  but  they  are  sometimes  made  to  resemble  sarcophagi. 
The  early  Christians  were  accustomed  to  assemble  for  pub- 
lic worship  at  the  tombs  of  saints  and  martyrs;  and  they 
afterwards  raised  altars  at  the  places  where  the  bodies  of 
such  persons  had  been  interred.     Hence,  probably,  origi- 
nated   the  monumental  shape,  and  the  general  usage  of 
enclosing  holy  relics  within  them.    These  being  inserted, 
the  aperture  was   closed  up  with  a  small  stone,  termed 
sigillum   altaris,    and    with    mortar   tempered   with   holy 
water. — [Dm  Cange,  in  voce  Malta  ;  Ciampini,  Vet.  Mon. 
vol.  I.  p.  180.]    The  churches  of  the  Greek  Christians  have 
but  one  altar  to  each ;  and  it  is  generally  admitted  that  the 
Latin  churches  did  not  contain  more  before  the  sixth  cen- 
tury.   From  that  time  altars  appear  to  have  become  very 
numerous.     Bingham  remarks  that  there  are  no  fewer  than 
twenty-five,  besides  the  high  altar,  in  St.  Peter's  Church, 
at  Rome  [Works,  vol.  i.  p.  302] ;  and  Battely  enumerates 
thirty-seven  altars   in  Canterbury  Cathedral  prior  to  the 
Reformation.     Their  increase  became  so  extensive  in  the 
time  of  Charles  the  Great,  that  he   ordered  the  number 
to  be    reduced. — [Battely's  Cant.    Sac.  pt.  ii.  p.  26,  in 
which   work  is  a  dissertation  on  the  subject.]      In  some 
parish   churches,   there  were  various  altars    dedicated   to 
different  saints ;  that  of  Lambeth,  in  Surrey,  had  five,  be- 
sides the  high  altar.     The  decorations  of  Roman  Catholic 
altars  were  often  very  splendid,  being  richly  adorned  with 
carving   or    embossed    work;    they  were    also    sometimes 
studded  with  precious  stones  and  metals.    The  high  altar  in 
St.  Augustin's  Church,  at  Canterbury,  was  not  only  embel- 
lished in  a  costly  manner,  but  was  accompanied  by  eight 
shrines,  containing  relics :   of  this,  an  engraved  represen- 
tation is  given  in  Somner's  '^  Antiquities  of  Canterbury,*' 
copied  from  an   ancient  drawing  in  Trinity  Hall,   Cam- 
bridge.     On   great  festivals,  all   the  relics   of  a  church 
were  displayed  on  the  high  altar,  which  was  illumined  by 
numerous  wax  tapers. — [Owen  and  Blakeway's  Shrewsbury ^ 
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vol.  II.  p.  62.]  In  the  cathedral  chuich  of  York  there  were 
two  altars  covered  with  plates  of  gold  and  silver ;  one  of 
which,  ornamented  with  a  profusion  of  gems,  supported  a 
lofty  and  splendid  crucifix.  Above  it  were  three  ranges  of 
lamps  in  a  pharos  of  very  large  dimensions. — ILingard's 
Antiq.  Ang^  Sax.  Chur.  p.  143.]  Bequests  were  often  made 
to  provide  candlesticks,  sconces,  lamps,  and  oil,  for  the 
different  altars. — [See  Nicolas^s  Test.  Vet.  Index;  Dug^ 
dale's  Baronage:  and  Webb's  Essay  on  Gloucester  Abbey ^ 
p.  10,  in  (xUh.  Antiq.  Gloucester.^  In  some  parts  of  the 
country  a  tax,  called  hot-shot^  was  levied  to  furnish  wax 
for  the  same  purpose. — [Lingard^  ut  sup.  p.  90.]  On  the 
accession  of  Queen  Elizabeth,  injunctions  were  issued  for 
taking  down  the  altars  in  parish  churches,  and  substituting 
in  their  stead  the  plain  communion-tables. — IBumet's  Hist, 
of  the  Reform.,  vol.  in.  book  iii.]  Numerous  entries  on  this 
subject  appear  in  the  church-wardens'  books,  which  prove 
a  strict  compliance  with  the  queen's  order.  In  the  "  Ac- 
compts  of  the  Parish  of  St.  Helen's,  Abingdon,  Berks," 
[Archa.  vol.  i.  p.  11 — 23]  are  these  items:  "An.  1669. 
For  takyng  down  the  altere,  20d."— "  An.  1660.  Payde 
for  tymber  and  making  the  communion-table,  6s.  For  a 
carpet  for  the  communion-table,  2s.  8d.  For  paving  the  place 
where  the  aultere  stood,  2s.  8d."    {See  Antimensium.) 

Altare-authenticum,  Altare-capitanium,  Altare- 
CARDINALE.  Low  Lat. ;  the  high,  or  principal  altar  in  a 
Christian  church. — Du  Conge. 

Altarb-chori.  Low  Lat.    A  reading-desk. — Du  Cange. 

Altare-farum«  Low  Lat.  A  lustre,  chandelier,  or  cresset,  sus- 
pended over  an  altar. — ArcJua.  vol.  i  v.  p.  69.    (5e€  Pharos.) 

Altaria-Animarum.  Lat.  An  altar  where  masses  were  said 
for  the  dead. — Du  Cange. 

ALTAR-PiECE,is  the  sculpture,  or  painting,  ornamenting  the  wall 
behind  an  altar  in  a  Christian  church;  and  this  may  be 
said  to  occupy  the  place  of  the  statue  of  the  god  in  a  pagan 
temple  of  the  ancients.  A  curious  altar-piece,  enriched  with 
niches,  and  images  in  high  relief,  remains  in  the  church  at 
Christ  Church,  Hampshire.  It  represents  the  genealogy  of 
our  Saviour,  by  a  tree  springing  from  the  loins  of  Jesse.     In 
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the  branches  are  namerous figures  enclosed  in  rich  tabernacles. 
Vestiges  of  the  same  kind  of  altar-piece  may  be  traced  in 
Lentwardine  Church,  Herefordshire.  At  New  College  Chapel, 
Oxford,  is  one  with  niches  and  tracery.  In  the  walls  of 
churches,  over  small  altars,  in  different  parts  of  the  edifice, 
sculptured  figures,  within  niches,  or  under  canopies,  were 
often  introduced.  In  the  transept  of  Bampton  Church, 
Oxfordshire,  are  the  figures  of  our  Saviour  and  the  Apos- 
tles, each  about  eighteen  inches  high,  in  niches  which  have 
been  gilt  and  painted. — Owen  and  Blakeway^s  Shrewsbury, 
vol.  II.  p.  53. 

Altar-screen.    (See  Screen.) 

Alto-rilievo.  It.  High  relief;  a  mode  of  sculpture  repre- 
senting figures  either  entirely,  or  nearly,  detached  from  the 
back  ground. 

Alur,  or  Alure.  From  Fr.  aller,  to  go.  An  alley,  or  pas- 
sage.   {See  Alley.) 

Ambitus.  Lat.  from  ambio,  to  go  about ;  fft^/jSoXo^,  Or.  An  en- 
closure ;  particularly  applied  to  the  space  around  a  building, 
as  a  church-yard,  or  a  castle-yard;  but  both  the  Greek 
and  Latin  terms  are  restricted  to  places  of  sacred  import. 
Among  the  Romans,  the  ambitus  was  the  space  around  a 
tomb,  which  was  also  called  hculus,  or  locus. — [Fosb,  Encyc. 
ofAntiq.  vol.  i.  p.  67.]  Some  ancient  inscriptions  on  tombs 
are  maledictions  on  persons  who  violate,  or  defile,  this  sacred 
space,  In  subterranean  tombs,  the  term  meant  a  niche 
to  receive  an  urn.  In  Christian  churches  the  ambitus  was 
esteemed  holy,  and  afforded  sanctuary  for  criminals. — Bing- 
hanCs  Works,  vol.  i.  p.  289. 

Ambo,  Ambone,  Ambonos.  Low  Lat.;  ambon,  Fr. ;  tribuna, 
It.;  a/iifiw.  Or.,  a  rostrum,  from  avaffatvu,  to  ascend.  Any 
raised  platform.  In  the  earliest  Christian  churches  the 
ambo  was  an  oblong  enclosure,  ascended  by  a  double  flight 
of  steps,  in  the  centre  of  the  bema,  or  east  end  of  the 
church,  whenbe  the  readers  and  singers  ministered  in  the 
first  service,  called  missa  eatechumenorum.  The  canonical 
singers,  it  appears  by  the  fifteenth  canon  of  the  council 
of  Laodicea,  a.  o.  361,  ''  went  up  into  the  ambo  and 
sung  by  book.*' — [Bingham^s  Works,  vol.  i.  p.  118,  293.] 
The   latest  erected  ambo  is   supposed  to  be  that  in  the 
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church  of  St.  Pancras^  at  Rome^  on  which  is  the  date  1249. 
The  churches  of  St.  Clement^  and  St.  Lawrence^  without 
the  walls  of  Rome,  still  contain  ambones  {Du  Cange],  and 
a  fine  specimen  also  remains  in  the  cathedral  of  Salerno, 
where  there  are  two  pulpits  of  marble  before  the  steps  of  the 
chancel.  The  largest  is  covered  with  beautiful  mosaic, 
and  supported  by  twelve  Corinthian  columns. —  lEustace^s 
Classical  Tour  through  Italy^  vol.  in.  p.  83.  ed.  1817.]  When 
the  choral  service  became  extended,  and  a  more  numerous 
body  of  persons  was  requisite  for  the  celebration  of  the 
masses,  the  confined  ambo  gave  way  to  the  modem  choir. 
The  time  of  it^  disuse  is  considered  by  Ciampini  to  have 
been  between  1309  and  1377,  when  the  Popes  resided  at 
Avignon. — [Fe/.  Mon.  vol.  i.  p.  24.]  In  an  extended  sense, 
the  ambo  was  synonymous  with  the  chorus  canonicorum, 
which  is  thus  described  and  explained  by  Durandus,  a.d. 
1286 :  *'  In  primitive  ecclesi^  peribolum,  seu  parietem  qui 
circuit  chorum,  non  elevatum  fuisse  nisi  usque  ad  appodi- 
tionem,  idque  su&  sBtate  adhuc  in  quibusdam  ecclesiis 
observatum,  quod  ide6  fiebat,  ut  populus  videns  clerum 
psallentem  inde  sumeret  bonum  exemplum." — Gumi's  In-- 
quiry,  p.  141,  from  Rationale,  1.  i.  c.  3.  num.  35. 

Ambry.    (See  Armarium.) 

Ambulatory.  Ambulatio,  ambulacrum,  Lat.;  ambulatorium, 
low  Lat.,  from  ambulo,  to  walk ;  ambulatoire,  Fr.  A  clois- 
ter, gallery,  or  alley,  for  walking  in.  Among  the  Romans, 
the  ambulatory  was  uncovered,  and  bounded  by  trees,  or 
hedges,  which  distinguished  it  from  the  xystus. — Castelts 
Villas,  p.  83,  102.     {See  Xystus.) 

Amphiprostylos.  Amphiprostyle,  Fr.  ;  amphiprostilo.  It.  ; 
from  Gr.  a/u^sv'^ogtvXog,  columns  on  both  sides.  A  build- 
ing having  at  each  end  a  portico  ;  that  in  front  termed  the 
porticus,  and  that  in  the  rear  the  posticus.  The  amphi- 
prostyle  was,  according  to  Vitruvius,  the  third  order  of 
Roman  temples. — GwiWs  Vitruv.  p.  81,  354. 

Amphitheatre.  A/xf/^tar^ov,  Gr. ;  amphitheatrum,  Lat.;  am- 
phithi&tre,  Fr. ;  anfiteairo,  It.  and  Sp. ;  amphiteatro.  Port. ; 
amphitheater,  Ger.  A  double  theatre.  Amphitheatres  are 
said  to  have  been  invented  by,  and  were  peculiar  to, 
the  Romans  ;  they  were   mostly  of  an   elliptical  figure. 
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and  appropriated  principally  to  the  combats  of  gladiators, 
and  conflicts  of  wild  beasts.  The  lower  area,  where  the 
entertainments  were  exhibited,  was  termed  the  arena,  and 
round  this  were  dens  for  the  beasts,  called  cavea,  (a  term 
sometimes  applied  to  the  amphitheatres  themselves).  The 
Marquis  Maffei,  in  his  work  *^  On  Amphitheatres,''  says  that 
the  beasts  were  conveyed  into  the  arena  in  cages.  A  wall> 
or  a  strongly  boarded  enclosure,  surrounded  the  arena ;  and, 
in  a  projecting  box,  termed  the  podium,  were  seated  the  em- 
peror, (whose  pavilion  was  called  the  suggestum),  senators, 
and  magistrates.  It  stood  low,  and  was  secured  from  the 
animals  by  nets,  spikes,  round  and  movable  rollers  of  wood, 
and  sometimes  by  fosses  full  of  water,  termed  euripes.  The 
seats  were  arranged  like  those  of  the  Roman  theatres,  one 
above  another;  fourteen  rows  in  the  rear  of  the  podium 
being  allotted  to  the  equites,  and  the  remainder  to  the  public 
spectators.  The  vomitorii,  or  entrances,  were  numbered,  to 
shew  the  places  appropriated  to  each  district  of  inhabit- 
ants, and  led  to  passages  termed  scala,  or  scalaria,  by  which 
an  ascent  was  gained  to  the  seats.  The  amphitheatre  had 
'  no  roof;  but  in  hot  or  rainy  weather  it  was  covered  by  an 
awning,  called  the  velarium.  It  was  at  first  temporary,  and 
composed  of  two  semicircular  theatres  of  wood,  which,  the 
dramatic  diversions  being  finished,  turned  round  on  pivots 
and  hinges,  and  united ;  thus  surrounding  the  arena  in  which 
the  gladiators  fought.  Curio,  a  Roman  patrician,  invented 
the  joining  of  two  wooden  theatres  at  the  celebration  of  his 
father's  funeral.  Ceesar  erected  the  earliest  regular  amphi- 
theatre, which  was  of  wood.  According  to  Dio  and  Strabo, 
the  first  amphitheatre  of  stone  was  erected  by  Stabilius 
Taurus,  an.  725 ;  but  Tacitus  says  that  one  bad  been  pre- 
viously raised  by  Pompey.  Vestiges  of  four  considerable 
amphitheatres  are  still  remaining;  at  Pola,  in  Istria;  at 
Rome,  the  Colosseum,  begun  by  Flavius  Vespasian,  and 
finished  by  Titus,  which  would  accommodate  87,000  specta- 
tors ;  at  Verona ;  and  near  Nismes,  in  Languedoc ;  besides 
others,  at  Pozzuoli,  near  Naples;  at  Pompeii;  and  at 
Catania,  in  Sicily :  the  last  was  submerged  by  an  eruption 
of  Etna.  The  Colosseum  covered  more  than  five  acres  of 
ground.  At  its  dedication,  upwards  of  5000  wild  beasts 
according  to  Eutropius,  and  9000  according  to  Dio,  were 
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destroyed  on  its  arena.*  Whereyer  the  Romans  settled  in 
colonies  they  constructed  amphitheatres  of  turf,  termed 
castrenses.  There  is  one  at  Cirencester,  called  by  the  coun- 
try people  the  buU-ring;  and  another,  at  Silchester,  is 
engraved  in  Strutt's  Chron.  of  Eng.  voL  i,  pi.  8.  At 
Dorchester  is  also  one,  considered  the  finest  specimen 
remaining  in  England. — Stukehy^s  Itin,  Cur.  vol.  i.  p.  155. 

Amphithura.  Gr.  The  veil  or  curtain,  opening  like  folding- 
doors,  which  divided  the  chancel  from  the  rest  of  a  church. 

Anabathra.  From  am^cumy  Gr.  to  ascend.  The  steps  to  any 
elevated  situation,  as  the  anabathra  of  theatres,  pulpits,  &c. 
The  term  sometimes  denoted  a  range  of  seats  rising  above 
each  other ;  but  it  was  more  frequently  applied  to  the  stone 
blocks,  placed  in  streets  and  highways,  for  travellers  to 
mount,  and  dismount  from,  their  horses.  It  is  the  louping- 
ane-stane  of  Scottish  customs,  and  the  upping-stock,  or  horse- 
block,  of  the  west  of  England. 

Anacampteria.  Gr. ;  diversoria  and  cellular  low  Lat.  Apart- 
ments appropriated  for  the  lodgings  of  persons  who  fled  for 
sanctuary  to  privileged  religious  houses.  By  the  laws  of 
Theodosius,  they  were  constituted  as  sacred  as  the  altar 
itself. — BinghanCs  Works,  vol.  i.  p.  314. 

Anachorita.  Gr.  A  name  given  to  some  of  the  cells  of 
hermits. — Dw  Cange, 

Anagltphic-work.  From  Gr.  avayXupfn,  to  carve  or  engrave; 
anaglypha,  Lat. ;  anaglyphicum  opus,  low  Lat. ;  embossage, 
anaglyphique,  Fr. ;  anaglifico.  It.  A  species  of  sculpture 
wherein  the  figures  are  made  prominent,  or  embossed,  in 
opposition  to  diaglyphU,  where  they  are  indented. — 
Du  Cange. 

Anaimaktoi.  Gr.  From  a,  prtv.,  and  a//xaxro(,  bloody.  Altars 
whereon  fruits,  or  inanimate  things,  were  offered,  without 
fire  or  blood. 

*  Carlo  Fontana  published  a  folio  volume  io  1725,  of  plans,  elevations,  sec- 
tioDS,  and  detaib,  of  the  "  Anfiteatro  Flavio/'  Messrs.  Taylor  and  Cresy,  and  Mr. 
Wigfatwick,  architects,  have  also  given  views,  and  architectural  illustrations 
of  it,  in  their  respective  works  on  the  antiquities  of  Rome.  The  amphitheatre 
at  Ntsmes  is  illustrated  and  described  by  Compte  Alex,  de  Laborde,  in  '*  Les 
MoDumens  de  la  France,  classes  chronologiquement,"  &c.  For  that  of  Pola,  see 
AUasons  <' Antiquities  of  Pola.''  fol.  1817. 
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Analogium.  According  to  Du  Cange,  it  was  a  kind  of  tomb, 
over  the  bodies  of  saints :  analogia  is  applied  to  pulpits 
wherein  the  Gospels  and  Epistles  were  read. 

Anchor.  An  ornament  in  form  of  the  flook  of  an  anchor,  or 
arrow-head,  is  frequently  cut  in  the  ovolo  of  Tuscan  and 
Ionic  capitals,  as  well  as  in  the  bed-moulding  of  Ionic  and 
Corinthian  cornices.  It  is  usually  accompanied  by  repre- 
sentations of  an  egg;  and  thence  popularly  called  "the  egg 
and  anchor.'' 

Ancon.  Lat. ;  ayxw^  Qt.,  the  bend  of  the  arm.  An  elbow,  or 
angle,  whence  the  French  coin,  a  comer ;  also  the  English 
quoins,  or  comer-stones. 

Ancone.  a  console,  or  ornament  cut  on  the  key-stone  of  an 
arch,  or  on  the  side  of  a  door-case. — GwiWs  Rtid.  p.  179. 

Andron.  Av3^wv,  Or. ;  andron  or  andronitis,  Lat. ;  andra,  an- 
drion,  and  andronium,  low  Lat.  An  apartment,  cloister,  or 
gallery,  assigned  to  the  male  part  of  a  monastic  establish- 
ment. In  a  Greek  house  the  andronitis  was  usually  situ- 
ated on  the  ground-floor,  and  contained  the  eating-rooms 
and  other  accommodations. — lGwilt*s  Vitruv.  p.  185.]  In 
Christian  architecture  it  applies  to  that  part  of  a  church 
wherein  men  were  separated  from  the  women.  —  IBing- 
hanCs  Works,  vol.  i.  p.  294.]  It  sometimes  signified  a  place 
where  people  met  to  converse  on  business,  similar  to  modem 
exchanges ;  but  the  term  was  more  particularly  used  among 
the  Greeks  and  Romans  to  denote  a  passage  between  two 
houses,  or  the  different  apartments  of  a  house. 

Angel.  Sax.,  Sp.,  Rus. ;  0771X0;,  Gr. ;  angelus,  IaU  ;  ange^ 
Fr. ;  angelo.  It. ;  atyo.  Port. ;  engel^  Ger.  Figures  of  angels 
were  very  generally  used  as  decorations  on  sepulchral  monu- 
ments ;  particularly  on  the  raised  tombs  of  the  religious  and 
pious  laity.  In  the  agreement  with  Pietro  Torrigiano,  for 
the  construction  of  Henry  V Ilth's  tomb,  at  Westminster,  *'  4 
aungeils  of  erthe  bakid  in  an  oven  after  the  colour  of  white 
marble,"  are  specified  among  the  ornaments. — \_Arch.  Antiq. 
vol.  11.  p.  23;  Brayley's  West.  Abbey,  Hen.  VII.'s  Chap, 
p.  54.]  A  series  of  demi-angels  surrounds  the  interior  of 
Henry's  chapel.  In  St.  George's  Chapel,  Windsor,  they  form 
a  frieze,  above  the  arches  of  the  nave. — {Arch.  Antiq.yoh  11  w 
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pi.  2.]  Heads,  or  busts,  of  angels  holding  shields,  scrolls, 
paters,  &c.,  and  plajring  on  musical  instruments,  are  yery 
commonly  met  with  as  brackets  and  corbels  in  religious 
edifices.  The  vaulted  roof  of  Westminster  Hall  is  supported 
by  several.  For  examples,  see  Spec,  of  Goth.  Arch.  pi.  33, 
and  Cottingham*$  Henry  VII.*s  Chap. 

Annular  vault.  A  vaulted  roof  supported  on  circular 
walls ;  as  was  the  west  end  of  the  Temple  Church,  in  London ; 
the  temple  of  Bacchus,  and  the  church  of  the  Holy  Sepul- 
chre, at  Rome. 

Annulated  columns  are  those  clustered  together,  or  joined 
by  rings,  or  bands ;  as  in  Salisbury  Cathedral,  Westminster 
Abbey  Church,  the  Temple  Church,  and  many  other  build- 
ings belonging  to  the  early  part  of  the  thirteenth  century. 

Annulet.  From  atmulusy  Lat.  a  ring,  dimin.  o( annus^^L,  circle; 
annelet,  Fr. ;  armille,  Ital. ;  armellas,  Sp. ;  ringel-chen,  Ger. 
The  rings,  or  scorings,  about  the  lower  part  of  the  echinus, 
or  ovolo,  of  the  Grecian  Doric  capitals. 

Antjb  (plural).  Anta,  Lat.  and  Fr.  One  of  the  semi-barba- 
rous terms  used  by  Vitruvius,  and  continued  on  his  autho- 
rity. It  appears  to  be  derived  from  avrm  or  amo^,  standing 
opposite  to;  and  is  applied  to  a  pilaster,  when  facing  a 
column.  Vitruvius  calls  those  which  have  two  faces  disen- 
gaged from  the  wall,  angular  anta,  to  distinguish  them  from 
such  as  have  three  faces  shewn. 

Ante-capitulum.  Lat.  ante,  before,  and  capitulum,  a  chapter- 
house. That  part  of  the  cloister  immediately  before  the 
door  of  a  chapter  house. — Du  Cange. 

Ante,  or  Anti-chamber.  Am§a>MfMi,  Or.;  anticamera.  It. i 
antecamara,  Sp.;  antichambre,  Fr.;  vorhin  schlaf-kammer, 
Ger. ;  from  Lat.  ante,  before,  and  cameraf  a  chamber.  A  room, 
or  a  passage  to  an  inner  chamber,  for  the  accommodation  of 
servants  and  persons  in  waiting. 

ANTE-ELUsoEiuM,or  Inclusorium.  A  hermitage.— Du  Caiige. 

Ante-fix  A.  In  ancient  architecture,  the  upright  ornaments 
above  the  eaves  of  a  temple,  which  hide  the  ends  of  the 
harmi,  or  joint  tiles;  also  heads  of  lions,  &c.  for  water- 
spouts, below  the  eaves  of  temples. — GwiU^s  Rud.  p.  180. 
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Ante-muralb,  or  Ante-paries.  Lat. ;  from  ante,  before,  and 
murus,  OT  paries,  a  wall.  The  outward  wall  of  a  castle  or 
a  city ;  or  the  wall  which  parts  a  presbytery  from  a  choir, 
A  barbican,  or  tower,  before  a  castle. — Du  Cange, 

Ante-portico.  A  term  sometimes  used  to  denote  an  outer 
porch  or  yestibule,  which  is  called  the  propylaum  in  classic 
architecture.    (Sec  Antica.) 

An  TEE  IDES.  Lat.;  also  called  antes  and  erisma :  harbicane 
and  speroni.  It.  Buttresses  for  strengthening  a  wall.  {See 
Arc-bovtant  and  Buttress.) 

Ante-solarium.  Lat.;  avant  solier,  Fr.  A  balcony  facing 
the  sun. — Du  Cange. 

Ante-venna»  or  Autanna.  Low  Lat.,  from  antevenire,  to  come 
before  ;  auvent,  Fr. ;  umbramento,  It. ;  sombrajo,  Sp. ;  schat-^ 
tenhiitte,  Oer.  An  awning,  or  projecting  roof,  of  wood-work ; 
a  wooden  pent-house  before  a  shop. — Du  Cange, 

Antica,  or  Anticum.  From  Lat.  ante,  before,  and  ostium,  a 
door,  a  porch,  or  ante-portico ;  v^omtXcuov,  Gr.,  a  court-yard, 
whence  propylteum,  Lat. ;  portail,  Fr.,  a  porch,  or  gate-house ; 
a  hatch.  The  outer  gate-way  of  a  castle  is  its  anticum,  or 
propykeum :  also  the  outer  temple,  or  that  part  between  the 
cella  and  the  portico. — Du  Cange. 

Antimensium.  a  kind  of  portable  altar,  or  consecrated  table, 
used  as  a  substitute  for  a  proper  altar.  The  antimensia  of 
the  Latin  churoh  were  always  made  of  stone,  whilst  those  of 
the  Greeks  were  of  other  materials. — Du  Cange. 

Antiquarium.  Lat.    A  repository  for  antique  monuments. 

Antique.  La  belle  antique f  Fr.;  antico.  It.  A  term  used  by 
classical  and  other  writers  on  the  fine  arts  to  imply  such 
works  of  sculpture  and  architecture  as  belong  to  the  best 
times  of  the  Greeks ;  hence  it  ''  is  synonymous  with  *  beau- 
tiful,' *  most  excellent,' '  perfect,' "  &c.  It  is  contra-distin- 
guished from  old,  or  ancient,  in  being  applied  only  to  that 
period  in  which  the  best  masters  produced  their  most  emi- 
nent works,  particularly  in  architecture  and  sculpture.  The 
buildings  of  the  Egyptians,  although  of  much  higher  anti- 
.  quity  than  even  those  of  the  Greeks,  are  called  ancient,  not 
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antique.    The  French  expression  '*  la  belle  antique^'  marks 
the  sense  in  which  the  word  may  be  used. 

Antiquities.  A  term  applied  to  a  great  variety  of  objects 
of  former  ages  which  have  been  preserved,  and  are  to  be 
referred  to  at  the  present  time.  Ruins  of  old  buildings^ 
sculptured  monuments,  fragments  of  pottery,  Roman  pave» 
ments,  military,  civil,  and  ecclesiastical  instruments,  alike 
come  under  the  appellation  of  antiquities.  Those  of  the 
Babylonians,  Egyptians,  Greeks,  Romans,  and  even  of  later 
nations,  are  usually  ranked  in  this  class.  The  learned  and 
much  respected  Bishop  of  Salisbury,  Dr.  Burgess,  pub- 
lished '*  An  Essay  on  the  Study  of  Antiquities,'*  a  second 
edition  of  which  appeared  in  1782.  Many  other  authors^ 
both  foreign  and  English,  have  written  on  general,  or  parti- 
cular antiquities ;  to  enumerate  the  titles  of  whose  works 
would  occupy  much  space.  ''The  Society  of  Antiquaries 
of  London,"  was  founded  in  1572,  and  incorporated  by 
royal  charter  in  1729,  for  the  express  purpose  of  preserving 
records  of,  and  instituting  inquiries  respecting,  objects  of 
antiquity.  In  the  introduction  to  the  first  volume  of  their 
''  Archseologia,''  published  in  1770,  it  is  said,  "  Perhaps 
the  very  name  of  antiqiiary  was  first  used  in  England ;  if 
it  be  true  that  Henry  VIII.  conferred  it  in  an  especial 
manner  on  Leland,  who  eminently  deserved  it.''  For  a 
copious  list  of  publications  on  antiquity,  the  reader  is  re- 
ferred to  Waits*s  Bib.  Brit.  vol.  in.    1824.     {See  ARCHiB- 

OLOGIA.) 

The  words  antique,  and  antiquity,  are  not  clearly  de- 
fined, or  applied  with  precision.  Mr.  Woods  remarks, 
''  How  terms  change  their  signification  in  different  places ! 
Four  hundred  years  gives  a  monument  a  full  claim  to  anti- 
quity in  England ;  but  in  Italy  leaves  it  quite  modem." — 
Letters  of  an  Architect,  8cc.  vol.  i.  p.  299. 

^'  Antiquitief  are  the 

Registers,  the  dironides  of  the  age 

They  were  made  in,  and  speak  the  tmth  of  history 

Better  than  a  hundred  of  yopr  printed 

Commentaries.^' 

Marxton's  Antiquarif. 

Antistitium.  Lat .    A  word  used  by  some  of  the  old  historians 
for  a  monastery. — Jacobus  Law  Diet. 
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Antre.    (See  Antrum.) 

Antrellum.  Dimin.  of  antrum,  Lat.  A  small  cave  or  grotto ; 
also  a  small  temple. — Du  Cange. 

Antrum.  Lat.  A  temple.  ''  Corcium  civitas  fuit  piratarum^ 
ubi  famosissimum  est  antrum,  id  est  templum." — [Z>u  CangeJ] 
The  early  Christians,  being  obliged  to  perform  their  devo- 
tions in  caves,  or  antra,  gave  that  name  to  their  first  temples^ 

Antrum-tumbale.    a  sepulchral  cave,  or  grotto. — Du  Cange. 

Apex.  Lat.  The  top,  or  highest  point,  of  a  cone,  pyramid, 
pediment,  spire,  roof,  &c. 

Aperture.  Any  opening  in  a  wall,  as  a  door-way,  window,  &c. 

Apodyterium.  Avo6urfi^iO¥,  Or.  A  dressing-room,  or  ante- 
room to  a  bath,  in  Roman  villas,  contiguous  to  the  lacom- 
cum,  or  assa.  One  of  these  was  noticed  in  the  Roman  villa 
at  Woordchester,  in  Gloucestershire,  by  Mr.  Lysons.  — 
Ly8ons*s  Woodchester,  p.  16. 

Apophyoe.  Avofvyfi,  Or.,  from  arcptuyu,  to  fly  off;  conge  or 
apophyge,  Fr.  That  part  of  a  column  between  the  upper 
fillet  of  the  base  and  the  cylindrical  shaft,  which  is  ususdly 
curved  into  it  by  a  concave  sweep  or  inverted  cavetto. — 
G wilt's  Rud.  p.  180. 

Apostolaeum,  or  Apostolium.  A  church  dedicated  to  an 
Apostle,  and  called  by  his  name,  as  the  apostolaeum  of  St. 
Peter,  at  Rome. 

Apotheca,  and  Opficina.  Lat.;  boutique,  Fr.;  bottega.  It.  A 
shop,  cabinet,  store-house,  ware-house,  cellar,  8cc.  Hypotheca 
is  sometimes  incorrectly  used  in  the  same  sense. — Du  Cange. 

Apothesis.  Low  Lat.  A  recess  on  the  south  side  of  the  chancel 
of  a  church,  fitted  up  with  shelves  for  books,  vestments,  &c. 

Appareille.  The  slope,  or  ascent  to  the  platform  of  a  bastion. 

Appoditium-pilarium.  Low  Lat.  A  term  synonymous  with 
arc-boutant;  which  see. — Du  Cange. 

Apron.  Aprun,  Ir. ;  from  Celtic  a  or  ag,  and  bron,  the  breast. 
The  sill,  or  lower  part  of  a  window. — [Murphys  Batalha, 
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Introd.  p.  20.]    A  platform^  or  flooring  of  plank^  raised  at 
the  entrance  of  a  dock,  is  called  an  apron. 

Apsis  or  Absis.  Or. ;  fornix,  Lat. ;  volta.  It. ;  absidcy  Fr. ; 
boveda,  Sp.  A  name  generally  applied  to  the  east  end,  or 
chancel,  of  a  church,  having  a  curved  termination  and  a 
distinct  arch,  or  vault,  the  shell-like  form  of  which  caused  it 
to  be  sometimes  denominated  the  concha  bematis. — iBing- 
hanCs  Works,  vol.  i.  p.  299.]  From  Du  Cange  we  learn 
that  the  term  absis,  or  apsis,  sometimes  denoted  that  canopy 
over  the  altar  which  the  Italians  call  baldacMno,  and  the 
French  baldaquin.  It  likewise  signified  a  shrine  in  which 
relics  of  saints  were  preserved ;  but  it  may  with  propriety  be 
applied  to  that  part  of  any  building  which  has  a  semicircular 
termination  and  vaulted  roof.  Churches  with  such  east 
ends  are  generally  considered  to  be  of  early  date ;  and  we 
find  that  most  of  the  oldest  sacred  edifices  in  Normandy  are 
finished  in  this  form. — [See  Arch.  Anliq,  of  Normandy  J] 
Bingham  {Works,  vol.  i.  p.  291]  says  the  word  apsis  was 
also  used  to  denote  the  Arcus,  which  see. 

Apsis-GRADATA.  The  bishop's  throne  in  cathedral  churches 
was  so  called  from  being  raised  by  steps  {gradus)  above 
the  stalls  of  the  other  clergy.  The  apsis-gradata  has  also 
been  termed  the  exedra,  and,  in  later  times,  the  tribune. — 
Du  Cange. 

Apyroi.  Gr.,  from  a,  priv.,  and  4ru^,fire,  without  fire.  A  name 
given  to  altars  on  which  sacrifices  were  offered  without  fire. 

Aquamanile,  Aquamale.  From  aqua,  water,  and  manus,  the 
hand,  Lat.  A  lavatory,  or  holy  water  basin.  '^  Aquama- 
nile,  hoc  est,  vas  manuale,  quo  scilicejt  manus  lavantur.'* — 
Dti  Cange. 

Aqueduct.  Fr. ;  aquedotto,  It.;  wasserUitung,  Ger. ;  aqua- 
ductus,  Lat.,  from  aqua,  water,  and  ductus,  a  pipe  or 
canal.  An  artificial  channel  for  conveying  water  from 
one  place  to  another,  either  under  or  above  ground.  It 
is  said  to  have  been  unknown  to  the  Greeks ;  but  among 
the  ancient  remains  of  Rome  aqueducts  abound.  Vitru- 
vius,  [Gwilt,  Vitruv.  p.  252]  describes  the  method  adopted 
by  the  Romans  in  their  construction.  Some  conveyed 
water  from  a  distance  of  more  than  sixty  miles.      Gwilt 
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[Rud.  p.  167 — 170]  enomerates  the  principal  aqueducts 
at  Rome,  and  gives  their  dates,  altitude,  and  extent.  The 
first,  or  Aqua  Appia,  was  built  as  early  as  the  year  441 
of  the  Roman  city,  by  Appius  Claudius ;  and  the  last,  or 
Anio  Novus,  begun  by  Caligula,  was  completed  by  Clau- 
dius. They  were  supplied  from  wells,  and  accompanied  by 
numerous  reservoirs  for  preserving  the  water  from  impuri- 
ties. Besides  the  stupendous  aqueducts  near  the  capital, 
the  Romans  raised  others  of  magnitude  in  most  of  their 
provinces,  particularly  in  Ghiul.  The  most  remarkable  is 
that  at  Nismes,  erected  by  Agrippa,  who  was  governor  of 
a  colony  there  in  the  time  of  Augustus.  In  the  Middle 
Ages,  we  find  that  Wibert,  prior  of  Canterbury,  who 
died  in  1167,  made  an  aqueduct  to,  and  conveyed  water 
through  all  the  offices  of  his  monastery.  **  Aqiueductum 
cum  stagnis,  et  lavatoriis,  et  piscinis  suis;  quam  aquam 
fer^  milliario  ab  urbe  intra  curiam,  et  sic  per  omnes  ipsius 
curiae  officinas,  mirabiliter  transduxit,"  8lc. — AngL  Sacr. 
vol.  I.  p.  138. 

Aqvemola,  or  Aquimola.  Lat. ;  aquaria  mohif  and  aqua- 
molina,  low  Lat.;  moulin  d  Feau,  Fr.;  mulino  ad  acqua, 
It. ;  wassermiihle,  Oer.    A  water-mill. — Du  Cange. 

Aquila.  Lat.  A  reading-desk;  so  called  from  its  shape, 
which  is  that  of  an  eagle  with  extended  wings,  supported 
by  a  pedestal. — [Du  Cange,']  There  are  several  remaining 
in  the  cathedral  and  parish-churches  of  England. 

Aba.    (See  Altab.) 

Arabesque.  Arabesques^  Fr. ;  arabesco.  It.;  arabische  zierrathy 
Ger.  A  term  applied  to  the  ornaments  of  friezes,  pilasters,  8cc. 
which  are  mostly  composed  of  foliage,  &c.  The  Arabs  and 
Moors  introduced  this  sort  of  ornament,  because  their  religion 
forbade  all  representations  of  men  and  animals. — [Le  Virloys' 
Arch.  Diet.  vol.  i.  p.  82.]  According  to  Dr.  Clarke  [Traveb^ 
vol.  v.  p.  183],  it  was  brought  from  Egypt,  adopted  by  the 
Greeks,  and  introduced  among  the  Romans  in  the  time  of 
Augustus.  Vitruvius  calls  it  "  audacia  iBgyptorum  in  pic- 
tura.'*    (See  Gbotesque  and  Moresque.) 

Arabo-tedesca.  It.  A  term  applied  to  the  Moorish  style  of 
buildings  in  Spain  and  in  Sicily. 
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Ara-dignitatis.  Lat.  An  altar  at  which  none  but  ecclesias- 
tics of  high  rank,  or  priests  specially  appointed,  were  allowed 
to  perform  religious  rites.  Pope  Leo  IX.  ordained  that 
no  one  except  the  Archbishop  of  Rheims,  the  abbot,  and 
seven  presbyters,  chosen  by  the  abbot,  should  officiate  at 
the  great  altar  in  the  church  of  St.  Remigius,  at  Rheims. — 
Du  Cange. 

Arjeostylos.  Areostyk,  Fn;  areostilo.  It.;  from  Gr.  eL^ouog, 
rare  or  few,  and  ^ruXog,  a  column.  Buildings  in  which 
the  columns  are  distant  four,  and  sometimes  five,  diameters 
from  each  other. — Gwilt*s  Rud^  p.  180. 

Araoststylos.  Areosystykf  Fr. ;  areomtilo,  It.  That  style 
of  building  in  which  four  columns  are  used  in  the  space  of 
eight  diameters  and  a  half;  the  central  intercolumniation 
being  three  diameters  and  a  half,  and  the  others,  on  each 
side,  being  only  half  a  diameter,  an  arrangement  by  which 
coupled  columns  are  introduced. — [Gmlt*s  Rud»  p.  180.] 
This  intercolumniation  was  invented  by  Perrault,  and  used 
by  him  in  the  front  of  the  Louvre  at  Paris. 

Arahum,  or  Harahum.  Low  Lat.  A  place  consecrated,  or 
set  apart,  for  religious  purposes. —  Spelman*s  Gloss.  ;  Du 
Cange. 

Arbalestina,  or  Arbalisteria.  Low  Lat.,  from  arbalista,  a 
cross-bow.  Loop-holes  in  castle  walls,  having  transverse 
apertures  through  which  arrows  were  discharged.  —  Du 
Cange. 

Arbores.  From  Lat.  arbor,  a  tree.  Brass  branches  for 
lights,  suspended  from  ceilings. — [Owen  and  Blakeway's 
Shrewsbury,  vol.  ii.  p.  53.]  According  to  Du  Cange,  they 
rose  from  the  ground. 

Arc  A.  Lat.  and  It.  Du  Cange  employs  the  word  area  to  signify 
a  prison,  or  any  place  of  confinement  under  an  arch ;  but 
it  properly  denotes  a  chest  placed  in  a  crypt  or  cemetery,  to 
contain  the  bones  of  the  dead. — [Cough's  Sepulch.  Mon. 
Introd.  vol.  ii.  p.  cxciv.  cci.]  The  Italians  use  the  word  to 
designate  a  sepulchral  vault.  Some  ancient  stone  coffins, 
with  lids,  found  near  York,  and  supposed  to  be  Roman, 
are  preserved  in  the  cathedral  of  that  city. — [See  Cath. 
Antiq,  York,  p.  66,  pi.  xxix.]     ''  The  word  area  is  used 
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to  signify  a  beam  of  wood  which  has  a  groove,  or  channel, 
hollowed  in  it  from  one  end  to  the  other." —  Wilkins^s  Civ. 
Arc.  of  Vitruv.  p.  264, 

Arcade.  Eng.  and  Fr. ;  arcada,  Sp. ;  bogengang,  Ger.  A 
series  of  arches,  either  open  and  supported  on  columns  or 
piers,  or  closed  with  masonry,  and  forming  a  sort  of  orna- 
mental dressing  to  a  wall.  In  the  latter  sense  it  is  more 
generally  applied  in  describing  the  ecclesiastical  buildings 
of  the  Middle  Ages.  By  drawings  in  Saxon  manuscripts, 
and  engravings  on  seals,  it  appears  to  have  prevailed  in 
the  Anglo-Saxon  works.  In  many  parts  of  Italy,  France, 
Germany,  Normandy,  as  well  as  in  all  parts  of  Great  Britain, 
this  species  of  decoration  is  seen  both  on  the  exterior  and 
interior  walls  of  churches,  towers,  castles,  and  mansions. 
The  form  of  the  arch,  and  the  style  of  its  mouldings,  as  well 
as  the  shapes  of  the  column,  capitals,  &c.  were  varied  at 
different  ages  ;  and  these,  with  the  other  architectural 
members  of  a  building,  serve  to  indicate  the  time  of  its 
erection.  The  accompanying  three  plates  of  arcades  will 
serve  to  exemplify  most,  though  not  all,  of  the  varieties 
which  prevail  in  this  class  of  decoration. 

Plate  1.,  Arcades,  displays  thirteen  varieties,  pro- 
gressing from  the  examples  already  noticed,  and  continuing 
up  to  the  regular  pointed  style. 

No.  1,  from  the  west  end,  externally,  of  the  Priory 
Church  of  Castle  Acre,  Norfolk,  [miscalled  Rising  on  the 
plate],  in  which  the  soffit  of  the  arch-moulding  is  cut  into 
zigzag,  as  well  as. the  face  of  the  same,  (ft).  The  cable 
string-course  (a)  is  strongly  marked,  as  are  the  capitals. — 
Vide  pi.  3  of  Arcades,  No.  5. 

No.  2  is  part  of  an  arcade  in  the  exterior  wall ,  of  the 
clerestory  of  the  parish  church  o(St.  Peter,  at  Northampton, 
with  its  corbel-table  of  grotesque  heads.  Sec,  erected  in  the 
time  of  King  William  I.,  probably  by  Simon  de  St.  Liz, 
earl  of  Northampton.  Here  the  face  of  the  arch  is  flat 
and  plain,  and  die  capitals,  bases,  and  shafts,  regular  and 
nearly  uniform.  Five  small,  circular-headed  windows  are 
formed  in  so  many  panels  of  this  arcade,  on  each  side  of 
the  church.  This  building  may  be  referred  to  as  exhibiting 
some  very  interesting  examples  of  capitals,  columns,  arches. 
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and  other  ornaments^  of  the  Anglo-Nonnan  times. — See  Arch. 
Antiqt,,  vol.  ii.>  where  a  plan,  views,  details,  and  description 
of  this  building  are  given. 

Nos.  3,  4,  and  10,  are  three  specimens  from  the  exterior 
of  St>  Anselm*s  Tower,  Canterbury  Cathedral,  which  is  said 
to  have  been  erected  by  Priors  Emulph  and  Conrad,  in  the 
beginning  of  the  twelfth  century.  The  first  two  exhibit 
specimens  of  the  zigzag  archivolt  moulding,  springing  from 
very  bold  imposts :  the  arches  are  of  small  span,  whilst  the 
wall  is  adorned  with  varied  ornaments.  No.  10  shews  the 
intersecting  moulding,  with  a  Inllet  ornament ;  also  a  semi- 
circular arch  of  three  faces  within  the  lancet  arch.  Three 
examples  of  the  string-course  are  also  shewn ;  the  zigzag, 
the  indented,  or  saw-tooth  (Jh),  and  the  quatrefoil,  within 
circles  (g). 

No.  6,  from  the  open  gallery  in  the  interior  of  the  tower 
of  Norwich  Cathedral,  is  part  of  the  work  of  Bishop  Herbert 
de  Losinga,  in  the  reign  of  King  William  I.  The  clustered 
column,  or  pier  with  semi-columns,  is  here  seen.  No.  7, 
from  the  clerestory  of  the  east  side  of  the  north  transept  of 
the  same  church,  has  a  singular  column,  the  shaft  of  which 
is  cut  to  imitate  the  scales  of  fish ;  the  archivolt  has  a  range 
of  billets  in  a  deep  cavetto  moulding. 

No.  6,  from  Castle  Acre  Priory  Church,  Norfolk,  [mis- 
called Ris'*  on  the  plate],  shews  the  zig-zag  on  the  abacus. 

Nos.  8  and  12  are  from  Canterbury  Cathedral:  the  former 
from  the  south,  and  the  latter  from  the  north-east  transept : 
they  exhibit  the  mixture  of  the  semicircular  and  the  pointed 
styles. 

No.  9,  firom  St.  Peter's  Churchy  Oxford,  is  anotlier  spe- 
cimen of  the  intersecting  arcade,  with  a  curious  foliated 
column. — See  Arch.  Antiq.  vol.  iv. 

No.  11,  from  the  font  of  Connington  Church,  Hunting- 
donshire, is  one  of  the  simplest  specimens,  though  a  bad 
one,  of  the  intersected  pointed  arch. 

No.  13,  from  the  Chapter-house  of  Lincoln  Cathedral, 
in  which  the  capital  is  adorned  with  the  trefoil  leaf:  the 
archivolt  mouldings  are  bold  and  numerous,  and  a  string- 
course is  continued  between  the  capitals. — See  Specimens 
of  Gothic  Arch,  for  an  account  of  this  building,  by 
E.  J.  Willson. 
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Plate  2,  Arcades^  exhibits  nine  specimens  of  the 
varieties  of  the  pointed  style,  in  most  of  which  the  inner 
archivolt  mouldings  are  disposed  in  trefoil  Und  cinquefoil 
forms^  whilst  the  capitals  and  bases  are  greatly  diversified. 

No.  1,  is  one  of  a  series  of  arcades  on  the  tomb  (^Arch- 
bishop Theobald,  in  Trinity  Chapel,  Canterbury  Cathedral, 
erected  soon  after  his  death  in  1161.  The  columns  are 
slender,  with  clumsy^  disproportioned  bases ;  and  the  span- 
drils  are  filled  with  **  trefoils  slipped."  No.  6,  a  specimen 
of  the  early  use  of  the  pointed  trefoil-headed  arcade,  is 
from  the  interior  of  the  Chapter-house,  Canterbury,  built 
between  1250  and  1280.  The  spandrils  are  occupied  by 
reticulated  work.  A  series  of  these  arcades,  forming  seats, 
extend  along  both  sides  of  the  chapter -house. —  See 
Cath.  Antiq,  Canterbury,  for  plan,  view,  and  details  of 
this  room. 

Nos.  2, 6,  and  7,  are  from  Salisbury  Cathedral,  which  was 
begun  by  Richard  Poore,  bishop  of  Sarum,  about  1218,  and 
completed  by  Bishop  Giles  de  Bridport,  1258.  No.  2  is  from 
the  triforium  of  the  choir ;  No.  6  from  that  of  the  nave ;  and 
No.  7  is  one  of  the  arched  recesses,  or  seats,  in  the  in- 
terior of  the  chapter-house.  The  arches  here  exhibit  a 
number  of  mouldings,  the  inner  one  of  which  is  turned  in 
cinquefoil  and  trefoil,  and  springs  from  columns  with  foliated 
capitals  and  wide  bases.  No.  6  is  a  specimen  of  the  open 
arcade,  wherein  four  small  arches  are  embraced  by  a  sweeping 
archivolt  moulding,  with  the  spandrils  pierced  by  a  quatre- 
foil  and  a  cinquefoil.  No.  7  is  remarkable  for  a  display  of 
elaborate  sculpture  on  the  wall  above  the  arcade,  and  for  a 
series  of  busts,  or  bracket-heads,  which ''  are  curious  for  their 
diversity  of  forms,  characters,  and  expression.''  Of  the  fine 
apartment  whence  this  specimen  is  taken,  probably  the 
design  of  Bishop  Bridport,  there  are  views,  a  plan,  and  an 
account,  in  Antiq,  Salisbury  Cath. 

Nos.  3, 8,  and  9,  are  from  Beverley  Minster,  Yorkshire, 
erected  shortly  after  the  destruction  of  the  old  church  by  fire 
in  1188.  No.  3,  a  very  acute  arch,  springing  from  slender 
columns,  with  capitals  of  numerous  mouldings,  and  the  inner 
archivolt  decorated  with  the  bulb,  is  from  the  clerestory  of  the 
nave.  No.  8  is  a  trefoil-headed  arcade,  composed  of  a  number 
of  plain  mouldings,  having  sculptured  busts  at  the  junction 
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of  the  label  mouldings.  No.  9  is  from  the  triforium  of  tho 
nave,  and  is  similar  in  form  to  No.  8,  but  with  this  remark- 
able variety,  that  each  trefoil*headed  arch  has  under  and 
behind  it  a  dwarf  column  whence  the  halves  of  two  pointed 
arches  spring. — See  Arch,  Antiq.  vol.  v.  p.  228,  et  seq. 

No.  4,  from  the  triforium  [error  on  plate]  of  the  nave  of 
Lincoln  Cathedral,  affords  an  example  of  the  triplicated 
arcade,  of  two  smaller  arches  under  a  larger ;  the  tympanum 
of  the  former  is  pierced  by  a  quatrefoil.  .  In  that  cathedral 
are  many  varieties  of  the  open  and  paneled  arcades,  of  sin- 
gular beauty  and  interest. — See  Arch.  Antiqs,  vol.  v.  Index. 

Plate  3,  of  Arcades  of  interlaced  mouldings,  shews 
fourteen  different  specimens,  each  varying  from  the  others, 
and  each  manifesting  much  fancy  and  invention  of  the 
respective  architects. 

No.  1,  from  the  west  front  of  the  Priory  Church  of  St. 
Botolph,  at  Colchester,  Essex,  is  formed  in  a  plain,  rude 
manner,  with  thin  bricks,  apparently  of  Roman  manufacture, 
the  wall  behind  which  consists  of  brick  and  rubble.  Here 
is  neither  column  nor  moulding. — Vide  Arch.  Antiqs.  vol.  i. 
for  illustrations  and  an  account  of  this  very  interesting  and 
unique  fragment  of  a  church. 

No.  2,  from  the  church  of  Malmsbury  Abbey,  Wiltshire, 
adorns  the  west  end,  beneath  the  windows  on  the  south 
side,  and  other  parts  of  the  walls.  Contemporary  with 
this  decoration  was  a  series  of />02/i^e(/arcAe5,  which  separated 
the  nave  from  the  ailes  of  the  church.  Similar  pointed  arches 
are  seen  under  the  tower  of  iS^  John's  Church,  Devizes, 
in  the  same  county,  the  belfry  walls  of  which  are  deco- 
rated with  the  interlaced,  arcade  mouldings  delineated 
No.  4.  In  this  example  we  perceive  that  one  semicircular 
moulding  intersects  four  others,  and  thereby  forms  three 
lancet  arches.  These  two  buildings  are  presumed  to  have 
been  erected  during  the  reign  of  King  Stephen. 

No.  3,  from  the  wall  behind  the  altar  of  Norwich  Cathe- 
dral Church,  in  which  fine  edifice  there  are  many  interesting 
and  genuine  members  of  Anglo-Norman  architecture,  illus- 
trating the  style  and  forms  that  were  employed  at  the  end 
of  the  eleventh  century,  when  a  large  part  of  the  building 
was  erected  by  Herbert  de  Losinga,  bishop  of  the  see.     Its 
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tower>  semi-ctrcular  chapels  near  the  east  end,  and  apais  of 
the  choir,  are  00  many  evidaices  of  Norman  design. — See 
Cathedral  Antiq.  Norwich. 

No.  5,  from  the  western  front  of  Caitle  Acre  Priory 
Church,  Norfolk,  which  was  founded  about  1086  by  the 
first  Earl  Warren  and  Surrey,  is  rather  an  uncommoh 
example :  the  moulding  of  the  arch  mitres  and  joins  the 
upright  mullion,  which  is  ofcorrespondingform.~^[See  jlrcA* 
Antiq.  vol.  iii.  for  plan,  illustrations,  history,  and  descrip- 
tion, of  this  ruinous  priory.]  The  ground-plan  shews  the 
forms  and  situations  of  sereval  of  the  monastic  apartments. 

No.  6.  Interlaced  arcade  from  the  Chapter  House,  Bristol 
Cathedral,  erected  by  Robert  Fitzharding,  about  1142,  in 
which  the  cable  moulding  as  well  as  cable  column  prevail. 
A  bead  ornament  is  also  inserted  in  a  caretto  moulding,  both 
in  the  arch  and  in  the  ribs  of  the  vaulting.  Perhaps  there 
is  not  a  more  interesting  example  of  an  Anglo-Norman 
chapter-room  than  that  at  Bristol,  and  as  such  it  demands 
preservation  and  restoration  from  its  guardians.  It  is  illus- 
trated and  described  in  Cath.  Antiq.  Bristol, 

No.  7.  Interlaced  mouldings,  forming  an  arcade  of  sin- 
gular character,  on  the  north  side  of  the  chapter-room  of 
Wenlock  Priory,  Shropshire,  built  by  Roger  de  Montgomery, 
who  was  Earl  of  Shrewsbury  in  1080.  In  this  building  we 
find  the  architect  giving  latitude  to  his  fancy,  in  distributing 
various  mouldings,  as  well  as  several  capitals  and  orna- 
ments, over  the  surface  of  his  wall.  The  chapter-ro<»n,  like 
that  at  Bristol,  was  of  parallelogramic  form.  A  histoiy, 
and  descriptive  account  by  the  learned  historians  of  Shrews- 
bury, are  given  of  it  in  Arch.  Antiqs.  vol.  iw 

No.  8.  Croyland  Abbey,  Lincolnshire.  In  a  fragment 
of  the  west  front  of  the  church,  probably  a  part  of  the  work 
of  Prior  Odo,  in  1114,  there  are  four  varieties  of  arcades,  in 
which,  as  in  No.  6,  the  mouldings  are  very  large  in  com- 
parison to  those  at  Malmsbury  and  Devizes. — Arch.  Antiq. 
vol.  IV. 

Nos.  9,  10,  11.  Three  varieties  from  the  fragment  of  St. 
Ethelberfs  Tower,  Canterbury,  in  which  the  triangular 
moulding,  the  semicircular,  plain,  and  also  enriched,  together 
with  the  decorated  wall,  constitute  so  many  examples  of  true 
Norman  architecture.     That  tower,  now  destroyed,  was  a 
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rery  interesting  specimen  of  the  luxuriant  adornment  which 
the  architects  employed,  even  on  the  exterior  of  their  build- 
ings, at  the  end  of  the  eleventh  century. — See  Carter's 
Ancient  Arch,,  vol.  i.  pi.  xxx.,  where  the  tower  is  illus- 
trated :  it  is  described  in  p.  25.  That  eccentric  artist  says 
it  was  erected  in  606. 

No.  12,  from  the  west  end  of  the  church  at  Castle  Rising, 
Norfolk,  built  by  Odo,  bishop  of  Bayeux,  in  the  time  of 
King  William  II.  It  shews  the  intersecting  moulding, 
with  a  diamond  ornament,  and  a  semicircular  moulding 
within  the  lancet  arch.  The  columns  are  clustered,  and 
some  of  the  capitals  are  formed  of  busts  of  human  heads. 
— [See  Arch.  Ants.,  vol.  v.,  for  illustrations  of  the  front 
of  that  edifice,  and  p.  205  for  an  account  of  it.]  This 
church,  with  that  of  Iffley,  Oxfordshire;  Stewkley,  Buck- 
inghamshire; and  Barfreston  in  Kent,  are  so  truly  Nor- 
man in  their  general  features  and  details,  that  they  may 
be  safely  attributed  to  Norman  architects.  The  Bishop  of 
Bayeux  was  lord  of  Castle  Rising,  and  of  Barfreston. 

No.  13  is  a  singular,  perhaps  unique,  example  of  the 
union  of  the  semicircular  Bnd  pointed  intersecting  mouldings, 
in  which  three  varieties  of  the  arch  are  displayed.  It  is 
in  the  western  wall  of  St.  James's  Church,  Bristol,  where 
there  is  a  small  circular  window  of  unusual  character. 

No.  14.  Part  of  an  arcade  from  the  exterior  of  the 
northern  side  of  the  Chapel  of  St.  Joseph,  at  Glastonbury, 
Somersetshire,  probably  erected  by  Abbot  Herlewin,  about 
1104.  Not  only  the  arcades  of  this  chapel,  but  its  two 
door-ways,  staircase-turrets,  windows,  buttresses.  Sec.  are 
entitled  to  the  especial  study  of  the  architect  and  anti- 
quary.— See  Arch.  Antiqs.,  vol.  iv. ;  and  Vet.  Mon.  vol.  iv. 

Arch.  From  the  Latin  arcus,  a  bow ;  arche,  Fr. ;  arco,  Sp. 
and  It. ;  bogen,  Ger.  There  being  no  word  in  the  Greek 
language  strictly  meaning  an  arch,  it  is  inferred  that  both 
the  term  and  the  object  were  unknown  to  that  refined 
people.  Dutens  [Recherches  sur  le  terns  le  plus  recule  de 
Fusage  des  voutes  chez  ks  andens']  adduces  the  Greek  words 
a^iq^  ->l/aXi(,  xafiM^a,  doXo;,  as  synonymous  with  the  Latin 
terms  apsis,  fornix,  concameratio,  tholus;  and  also  with  the 
English  words  vault,  arch,  and  dome.    A  learned  writer  in 
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the  Edinburgh  Review,  1826  (the  Earl  of  Aberdeen),  objects 
'  to  this  inference.   The  Rev.  Geo.  W.  Lemon  [English  Etymo- 
logical Dictionary']  gives  the  Greek  word  xt^xog  as  corre- 
sponding with  the  Latin  arciis,  a  vaulted  roof.    The  tholos 
mentioned  by  Homer  and  other  Greek  authors,  and  which  is 
usually  translated  a  dome,  is  shewn  by  Lord  Aberdeen  to 
mean   merely  a  building  on  a  circular  plan.     Waving  a 
point  on  which  etymological  critics  may  descant  to  a  great 
extent  without  coming  to  any  useful  or  satisfactory  result,  it 
will  be  more  accordant  to  the  object  of  the  present  work  to 
seek  for  facts  and  demonstrations  rather  than  theories.     An 
arch  in  architecture  is  a  curvilinear  arrangement  of  bricks  or 
stones,  generally  turned  on  a  temporary  mould,  called  its 
centerings  and  intended  to  form  an  open  space  or  aperture 
below,  and  a  solid  above.    The  stones  or  bricks  thus  em- 
ployed are  either  formed  in  the  shape  of  wedges,  or,  when 
square,  are  disposed  with  wider  joints,  filled  with  mortar,  at 
the  upper  edges ;  by  which  means  any  superincumbent  weight 
presses  and  holds  them  together.     Dr.  Johnson  defines  the 
arch  to  be  ''  a  building  in  form  of  a  segment  of  a  circle." 
Arch  is  often  applied  to  a  concave  ceiling,  or  inner  roof 
of  any  building,  whether  it  extends  directly  and  is  parallel 
from  wall  to  wgill,  or  formed  by  intersecting  curved  lines,  the 
junctions  of  which  are  called  ribs,   (See  Vaulting.)    Sir 
Henry  Wotton  describes  an  arch  as  a  narrow,  contracted 
vault,  and  a  vault  as  a  broad  or  dilated  arch.    The  scientific 
construction  of  the  arch  may  be  regarded  as  one  of  the  most 
'  ingenious  and  most  important  operations  in  building.     By 
its  aid  and  combination  an  architect  is  enabled  to  impart 
endless  variety,  and  almost  magical  effects  to  his  works. 
Whilst  it  gives  the  appearance  of  lightness  and  apparent 
buoyancy  to  solid  and  heavy  materials,  it  is  strong,  and  of 
incalculable  durability.     Before  the  arch  was  invented,  all 
apertures  in  walls  must  have  been  made  with  horizontal  lintels 
of  stone  or  timber,  either  in  a  single  block,  or  by  several  pieces 
projecting  over  and  beyond  each  other,  until, the  two  upper- 
most met.     Such  is  the  case  in  some  Egyptian  and  Grecian 
works.     Since  its  first  adoption,  it  has  been  employed  in 
every  species  and  variety  of  building ;   and  its  diversity  of 
form  and  extent,  its  manifold  uses  and  beauties,  shew  at  once 
its  utilities  and  powers.     Its  chief  application  is  to  cover 
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open  spaces  between  columniationsy  in  bridges,  colonnades, 
temples,  and  churches ;  also  in  the  vaulting  of  crypts  and 
churcheSy  and  in  other  large  buildings ;  in  triumphal  and 
other  entrance  gatehouses ;  in  doors  and  windows.  In  some 
of  the  bridges  and  aqueducts  of  antiquity,  we  see  the  utility 
and  durability  of  the  arch  exemplified  ;  but  to  shew  the  extent 
to  which  it  may  be  carried  and  employed  has  been  reserved 
for  modem  times.  Some  of  the  bridges  of  France,  America, 
and  Great  Britain,  are  evidences  of  the  profound  skill  of  their 
respective  engineers,  and  also  of  the  capabilities  of  this  mode 
of  construction.  The  centre  arch  of  the  new  London  Bridge, 
by  Messrs.  Rennie,  measures  150  feet  span,  with  a  rise  of  40 
feet.  An  arch  now  building  across  the  river  Dee,  at  Chester, 
from  the  designs  of  Mr.  Harrison,  will  be  200  feet  in  span, 
and  64  feet  in  height,  from  low  water  mark.  In  the  iron 
bridges  of  the  present  time  are  exhibited  arches  of  support 
and  arches  of  siispension,  of  amazing  span  and  of  singular 
contrivance.  That  over  the  Mena'i,  in  North  Wales,  is  a 
prodigious  work. 

The  component  parts  and  members  of  an  arch. — Its  supports 
are  called  abutments,  butments,  piers,  and  columns,  according 
to  their  shape  and  position.  The  upper  member  of  these  is 
the  impost^  or  platband,  immediately  above  which  are  the 
springers.  All  the  stones  in  the  curvature  are  named  arch- 
stones  ;  in  French  voussures.  The  under  surface  of  the  arch 
is  the  intrados  or  soffit ;  and  the  outer,  or  upper  line,  is  the 
extrados.  The  walls  between  the  crown  of  the  arch  and  a 
perpendicular  line  from  its  springing,  are  the  haunches,Jlanks, 
or  spandrils.  The  central  piece,  or  wedge,  at  the  intrados,  is 
the  key,  or  key-stone,  and  is  the  last  inserted  in  the  con- 
struction of  the  arch.  A  horizontal  imaginary  line  extend- 
ing between  the  springing  on.  each  side  is  named  the  chord, 
or  span ;  and  another  imaginary  line  rising  perpendicularly 
from  the  middle  of  the  span  to  the  centre  of  the  intrados,  is 
the  height  of  the  arch. 

The  origin,  or  antiquity  of  the  Arch  has  been  a  theme  of 
much  controversy,  and  it  is  one  of  those  facts  which  is  not 
likely  to  be  decided.  Mr.  Gwilt  properly  remarks,  that  its 
invention  has  proved  one  of  the  most  important  events  in 
the  annals  of  architecture. — [Treat.  Civ.  Arch.  vol.  i.  p.  61.] 
Whatever  may  be  the  theories  of  antiquaries  and  other 
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writers  on  this  point,  it  may  be  safely  said,  that  a  genuine 
architectural  arch  was  not  known  much  before  the  Christian 
era.  Many  ancient  and  modem  authors  either  assert  or 
imply  that  arches  were  understood  and  employed  in  very 
remote  ages ;  but  they  fail  iu  proving  that  they  were  ever  used 
either  by  the  ancient  Egyptiaiis,  Persians,  Jews,  Babylon- 
iansy  Indians,  or  (xreeks.  Mr.  Ounn,  in  his  Inquiry,  has 
displayed  much  research  and  learning  cm  this  subject. 

Egyptians.  —  The  quarries  of  Upper  Egypt  produced 
stones  sufficiently  large  to  cover  in  the  dwellings  of  the 
inhabitants ;  and  thus  precluded  the  necessity  of  substitut- 
ing the  arch  for  the  straight  lintel.  The  gallery  in  the  large 
pyramid  of  Ghiza,  though  it  has  somewhat  the  appearance 
of  arched  vaulting,  cannot  be  properly  called  an  arch,  for  it 
consists  of  a  series  of  stones  placed  horizontally  on  each 
other,  and  projecting  till  they  nearly  meet  at  the  top,  where 
a  single  stone  crowns  the  whole. — IPococke^s  Descr.  of  the 
East fYol.  I.  p.  41 ;  Greaves*s Pyramidographia,  vol.  i.  p.  123.] 
A  nearer  approach  to  the  form  of  the  arch  is  seen  in  one  of 
the  tombs  among  the  remains  of  Egypt ;  but  this  is  cut  out  of 
the  soUd  rock.  As  to  the  arches  of  Upper  Egypt,  mentioned 
by  Lucas,  Pococke,  and  Norden,  they  must  be  regarded  as 
of  Roman  or  Saracenic,  rather  than  of  Egyptian  construc- 
tion. Pococke  [Travels,  vol.  i.  p.  220]  says  that  the  few 
specimens  he  saw  were  executed  subsequently  to  the  esta- 
blishment of  the  Greeks  in  Egypt ;  and  Norden  [Travels, 
vol.  I.  p.  92]  informs  us  that  he  discovered  Saracenic  cha- 
racters on  the  bridges  near  the  pyramids  of  Memphis.  Mr. 
Gunn,  however,  says  **  he  has  ventured  to  assert,  that  the 
ancient  Egyptians  were  too  well  versed  in  geometry  to  be 
]gnoi*ant  of  the  power  and  properties  of  the  arch,  scientifi- 
cally formed." — Inquiry,  p.  186. 

Babylonians, — ^There  is  not  sufficient  evidence  to  induce 
us  to  suppose  that  the  arch  was  known  to  this  celebrated 
people.  Speaking  of  the  bridge  over  the  Euphrates,  Hero- 
dotus expressly  says  that  it  was  first  built  of  stone  piers  bound 
together  with  lead  and  iron,  upon  which  were  laid  squared 
beams ;  being  wooden  framing  on  stone  piers.  The  tunnels 
of  Babylon,  mentioned  by  Diodorus  Siculus,  [lib.  ii.  cap.  1] 
were  probably  covered  in  the  same  way.  Herodotus  mentions 
a  subterranean  canal,  or  tunnel,  which  was  covered  with  hori- 
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zontal  pieces  of  stone,  six  or  seven  feet,  long  by  three  ¥ride. 
— Major  RmneVs  Geographical  System,  p.  369. 

Greeks^ — ^The  ruins  of  Athens  are  destitute  of  the  slight- 
est trace  of  an  arch  earlier  than  the  time  already  assigned  to 
its  introduction.  The  roof  of  the  Choragic  Monument  of  Ly- 
sicrates,  called  the  Lantern  of  Demosthenes,  is  formed  by  a 
single  block  of  marble.  The  bridge  over  the  Ilissus,  as  well 
as  the  building  improperly  called  the  Theatre  of  Bacchus, 
were  erected  by  Herodes  Atticus.  The  specimens  remaining 
in  Ionia  bear  decided  marks  of  Roman  workmanship ;  and, 
though  arches  have  been  found  at  Nola  in  Etruria,  their 
date  has  not  been  fixed ;  and  we  know  that  Nola  was  occu-* 
pied  by  the  Romans  as  well  as  by  the  Greeks*  The  same  may 
be  said  of  Agrigentum,  Tauromenium,  Catania,  and  Syracusa. 
The  gate  in  the  ancient  wall  of  P«stum  was  most  likely  erected 
subsequently  to  the  building  with  which  it  is  connected. 
Mr.  Hamilton  \^Archa»  vol.  xv.  p.  323]  says,  '' Arches  were 
unknown  to  the  Greeks ;"  but  adds,  ''  the  only  specimen  of 
an  arch  I  have  seen  in  the  Grecian  buildings  is  the  doorway 
of  a  small  detached  fort  on  a  rock  above  Ephesus,  where  it 
seems  to  have  been  hewn  out  of  the  solid  wall  in  the  form 
of  a  Gothic  arch."  Visconti,  on  the  authority  of  Plutarch, 
assigns  the  invention  of  the  arch  to  Alexander  himself. 

Let  us  profit  by  the  remarks  of  a  well-informed  practical 
architect :  '^  Till  within  a  very  few  years»  the  ruins  of  Greece 
were  unexplored ;  and  even  when  scientifically  illustrated  by 
the  genius  of  Stuart  and  Revett,  the  examples  of  the  arch 
given  by  them  could  not  be  attributed  to  a  period  prior  to 
the  time  of  the  Romans.  In  vain  have  ancient  authors  been 
consulted  to  afibrd  some  clue  to  unravel  this  interesting 
question ;  but  from  them  we  derive  no  assistance ;  for  the 
architectural  terms  are  so  obscure,  and  the  meaning  so 
dubious,  as  to  leave  us  in  as  great  ignorance  as  before." — 
IStuart't  Aniiq.  ofAthent,  vol.  iv.  Essay  by  T.  L.  Donald-^ 
sonJ]  The  discovery  of  a  sort  of  domical  roof  in  a  subter- 
raneous chamber  at  MycensB  led  to  these  remarks,  to  which 
some  writers  refer  as  an  example  of  the  arch  in  Grecian 
architecture  :  Mr.  Donaldson,  however,  properly  observes, 
that  although  the  form  of  the  inner  roof  **  resembled  the 
shape  of  the  arch,  the  true  principle  and  peculiar  property 
of  tike  concentric  construction  of  Uie  vertical  arch,  deficient 
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in  this  example,  was  thonght  to  render  the  subterraneous 
chamber .  inadmissible  as  a  proof  of  its  very  early  introduc- 
tion in  the  construction  of  the  Greeks ;  nor  does  it  appear 
probable,  that  the  arch,  in  its  perfect  principle  of  application^ 
was  adopted  in  Greece  before  the  time  of  Alexander  or  his 
successors,  and  thence  communicated  to  the  Romans."  King 
[in  Mun,  Ant.  vol.  iv.  p.  268,  and  in  the  SuppL  to  the  same.] 
comments  on  the  statements  and  authorities  adduced  by  dif- 
ferent writers  who  contend  for  the  early  adoption  of  the 

.  .arch  by  the  Grecians,  and  asserts,  that  **  Sicily  was  the 
country  where  this  noble  kind  of  ornament  in  architecture 
first  appeared,  and  that,  indeed,  Archimedes  was  the  first 
inventor  of  it." 

The  Romans. — ''  In  Italy  we  find  the  earliest  traces  of 
arches,  and,  whoever  was  the  inventor,  the  Romans  have 
certainly  the  merit  of  bringing  them  into  general  use,  and  of 
employing  them  for  the  most  important  purposes.  If  not 
the  first  example,  at  least  one  of  the  earliest  is  the  conduit 
at  Tusculum,  near  Rome,  which  is  a  subterraneous  channel 
carried  under  a  mountain." — [See  Stuarfs  Athens,  Supple- 
ment,  as  before.]  Other  early  examples  are  found  in  part  of 
the  ancient  walls  of  Rome,  built  by  Tullius ;  and  in  the  Cloaca 
Maxima,  supposed  to  have  been  formed  by  Tarquin  the  elder. 
That  arched  sewer j  16  feet  wide  by  30  feet  in  height, — large 
enough  to  admit  a  carriage  laden  with  hay, — is  now  nearly 
closed  up.  The  Theatre  of  Marcellus,  in  the  same  city, 
built  in  the  time  of  Julius  Geesar,  contains  a  series  of  arches 
supposed  to  be  next  in  point  of  time. 

The  Romans  having  once  perceived  the  importance  jand 
elegant  effects  produced  by  arches,  introduced  them  into 
the  whole  of  their  public  works,  and  not  only  imparted  the 
curvilinear  form  to  the  apertures  of  walls,  but  adopted  it  in 
their  decorated  triumphal  gates,  &c.  In  the  architecture  of 
the  Romans  the  arch  was  almost  invariably  of  a  semicircular 
shape ;  but  the  Moors,  Christians,  and  some  other  nations, 
not  only  invented  and  introduced  great  variety  in  its  curva- 
ture, but  decorated  it  with  numerous  ornamental  mouldings 
and  sculptured  enrichments.  In  the  ecclesiastical  edifices 
of  the  Christian  architects,  between  the  tenth  and  sixteenth 
centuries,  we  find  numerous  variations  of  curvilinear  forms. 

•   Geometricians  and  mathematicians   have  endeavoured   to 
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characterise  and  define  these  varieties  by  terms  borrowed 
from  their  own  sciences.  By  the  accompanying  engravings, 
and  the  following  brief  notices  of  the  different  names  given 
to  archesj  according  to  their  varied  forms,  it  is  intended  to 
furnish  an  account  of  the  shapes  of  nearly  every  arch  that 
may  be  found  in  the  buildings  of  the  Middle  Ages. 

1.  The  Semicircular  Arch  has  its  centre  in  the  middle 
of  the  span,  and  is  called,  by  way  of  eminence,  **  the  per- 
fect arch," — the  fornix  integer  o{  the  Romans,  and  the  arche 
en  plein  centre  of  the  French.  It  is  synonymous  with  '*  the 
arch  of  equilibrium/'  or  that  curve  which  is  so  perfectly 
balanced  in  all  its  parts  as  to  have  no  tendency  within  itself 
to  alter  its  own  figure,  or  to  give  way  in  any  one  place  more 
than  another.  It  is,  therefore,  considered  the  strongest  and 
most  secure  of  any  form,  the  materials  and  all  other  circum- 
stances being  alike.  This  kind  of  arch  continued  in .  very 
general  use  until  the  middle  of  the  twelfth  century,  when  it 
was  gradually  superseded  by  the  pointed  arch,  a  variation 
creating  a  new  and  important  era  in  Christian  architecture. 
For  examples,  see  the  accompanying  prints, — pi.  1.  fig.  1, 
and  pi.  2,  figs.  1, 3,  7, — all  of  which  arches  will  be  further 
noticed  in  the  sequel. 

2.  The  Horse-shoe  Arch,  described  from  a  centre  placed 
above  the  springing  line,  contains  somewhat  more  than  a 
semicircle,  and  is  so  called  from  a  seeming  resemblance  to 
the  iron  shoe  of  a  horse.  Arches  of  this  shape  are  found  in 
mosques  of  the  East,  and  in  the  early  buildings  of  the  Anglo- 
Norman  era.    (PI.  1.  figs.  3,  4,  9;  and  pi.  2.  fig.  9.) 

3.  The  Semicircular  Arch,  springing  from  a  line  above 
the  imposts,  had  its  origin  in  the  necessity  of  ranging  with 
other  arches  of  wider  span.  Hence  we  find  that  the  north 
arch  in  the  central  tower  of  Malmsbury  Abbey  Church,  being 
narrower  than  that  on  the  western  side,  was  constructed  in 
the  form  here  alluded  to.     (PI.  1.  fig.  4;  and  pi.  2.  fig.  9.) 

4.  Elliptical  Arches  are  usually  formed  by  semi-ellipses, 
and  are  therefore  struck  from  three  centres.  They  were  called 
by  the  Romans  ybr/iices  compositi;  were  formerly  much  used 
in  the  interiors  of  houses  and  public  buildings ;  and,  from 
their  bold  and  beautiful  appearance,  as  well  as  strength  and 
convenience,  are  particularly  calculated  for,  and  in  the  pre- 
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sent  time  generally  employed  in,  bridges.  Arches  of  this 
form  are  found  in  the  crypts  of  some  Norman  cathedrals  and 
large  churches,  in  union  with  the  semicircular :  they  are  not 
unfrequent  over  doors  and  windows  as  late  as  the  fifteenth 
century.  The  entrance-tower  to  the  deanery  of  Lincoln  has 
an  arched  gateway  of  this  form ;  and  other  instances  might 
be  adduced.  (PL  1.  figs.  5,  14, 16 ;  pi.  2.  fig.  8;  and  pi.  3. 
figs.  11,  12.) 

6.  The  Inverted  Arch,  as  its  name  implies,  is  directly 
the  reverse  of  the  usual  form,  having  all  its  members  below, 
instead  of  above,  the  horizontal  chord.  It  is  usually  em- 
ployed in  substructures,  but  it  is  occasionally  found  in 
superstructures.  This  arch  is  of  great  utiUty  in  works 
where  the  piers,  by  their  own,  or  superincumbent,  weight, 
tend  to  crush  the  foundation  immediately  under  them,  for  it 
discharges  the  otherwise  concentrated  pressure  from  a  parti- 
cular part,  and  diffuses  it  more  generally  over  the  foundations. 
A  few  instances  of  it  occur  in  Christian  edifices,  as  in  Wells 
and  Salisbury  Cathedrals :  the  first  under  the  great  central 
tower,  and  the  second  in  the  line  of  the  choir  clerestory, 
forming  an  arch  buttress  to  the  tower.    (PI.  1.  fig.  7.) 

6.  The  Catenarian  Arch,  not  common,  is  one  whose 
intrados  takes  a  curve  similar,  but  reversed,  to  that  formed 
by  a  chain,  or  cord,  hanging  freely  between  two  points  of 
suspension,  whether  these  points  be  in  the  same  line  or  not. 
— Murphy*s  Bat.  pi.  1.  fig.  14. 

7.  The  Imperfect  Arch  contains  less  than  a  semicircle, 
and  is  consequently  flatter.  It  is  likewise  called  the  skene, 
scheme,  and  diminished  arch ;  and  by  the  French  arche  en 
portion  de  cerck.  The  arch  of  the  Rialto  at  Venice  is  an 
example  of  this  form.  (See  pi.  3.  fig.  2  ;  also  Murphy*s 
Bat.  pi.  1.  figs.  4, 5,  6.) 

8, 9, 10.  The  Cycloidal,  Hyperbolic,  and  Parabolic  Arches, 
are  so  called  from  having  their  intrados  in  the  forms  severally 
of  a  cycloid,  hyperbola,  and  parabola. — Murphy* s  Bat.  pi.  1. 
figs.  10,  11,  13. 

11.  The  Moorish  Arch  may  be  classed  with  that  of  the 
Horse-shoe  shape,  firom  which  it  only  differs  in  having  a 
tendency  to  be  pointed  at  the  crown  in  some  examples* 
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THE    POINTED    ARCH, 

which  may  be  considered  as  one  of  the  third  or  fourth  point, 
and  is  called  by  the  Italians  di  terzo  e  quarto  acuta,  con- 
sists of  two  eccentric  arcs  meeting  in  an  angle  at  the  top  :  it 
is  dravm  by  dividing  the  chord  into  three,  four,  or  more  por- 
tions. The  origin  and  first  application  of  the  pointed  arch, 
like  the  invention  of  the  arch  itself,  has  occasioned  much 
controversy  among  antiquaries  and  architects.  It  would 
occupy  too  much  space  to  notice  all  the  theories  and  opin- 
ions that  have  been  published  on  the  subject;  and  many  of 
them  are  too  frivolous  to  deserve  literary  comment.  The 
invention  has  been  ascribed  to  the  Goths,  the  Saracens,  the 
Romans  or  Italians,  the  French,  the  Germans,  and  the 
English.  The  claims  of  each  nation  have  been  advocated  by 
its  respective  authors,  who,  to  substantiate  their  own  opinions, 
have  thought  it  necessary  to  impugn  those  of  other  writers* 
This  has  been  called  '*  learned  trifling"  by  the  historian  of 
architecture  in  the  Encyclopedia  MetrapoUtana,  vol.  v.  p.  354, 
who  justly  remarks :  "  The  impossibility  of  supporting  any 
one  opinion  by  an  appeal  to  historical  evidence,  renders  it 
unnecessary  to  lose  time  in  the  effort  to  determine  a  question 
which  most  persons  are  now  disposed  to  consider  as  involved 
in  impenetrable  obscurity."  One  system  is,  that  the  pointed 
arch,  called  cusped  by  the  writer  above  referred  to,  originated 
with  the  Egyptians,  in  placing  two  large  stones  in  an  oblique 
position,  resting  on  jambs,  or  walls,  at  their  lower  edges, 
and  with  their  other  ends  united  at  top,  in  the  manner  of 
children's  card-houses.  This  sort  of  covering  to  a  walled  pas- 
sage is  found  in  some  Egyptian  works  as  well  as  in  Grecian ; 
and  also  in  cairns,  barrows,  &c.  supposed  to  be  of  Celtic 
origin .  Other  authors  ascribe  its  invention  to  the  intersection 
of  two  semicircular  mouldings  on  the  face  of  a  wall,  which 
forms  the  pointed  arch  in  the  shape  of  an  equilateral  trian- 
gle, with  the  sides  curved.  This  opinion  was  maintained  by 
Bentham,  Milner,  and  others.  Warburton  contends  that 
the  Goths  invented  it,  in  imitation  of  the  interweaving  and 
sweeping  lines  of  branches  of  trees,  as  they  appear  in  an 
avenue.  This  system,  more  fanciful  than  rational  or  pro- 
bable, is  partly  supported  by  Sir  James  Hall,  in  a  large  and 
handsome  quarto  volume  abounding  with  engravings,  in 
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which  he  deduces  the  origin  of  all  buildings  from  trees : 
columns,  arches,  doors,  windows,  and  the  rib  tracery  of 
roofs,  are  also  said  to  be  imitative  of  and  analogous  to  the 
boughs  and  branches  of  avenues.  Forbearing  to  dilate  further 
on  the  subject  in  this  place,  I  must  refer  to  Arch.  Antiq, 
vol.  V.  for  an  analysis  and  review  of  the  theories  and  opinions 
of  nearly  fifty  different  authors  on  the  origin  of  the  pointed 
arch,  *^  Gothic  Architecture,"  &c. 

12.  The  Lancet,  or  Lance-headed  Arch  appears  to  have 
been  adopted  first  of  the  pointed  series.  It  is  struck 
from  two  centres  at  the  outside  of  the  imposts.  Arches  of 
this  shape  were  in  general  use  at  the  beginning  of  the  thir- 
teenth century;  and  the  cathedrals  of  Salisbury,  Lincoln, 
Wells,  and  the  minste,r  at  Beverley,  afford  various  examples. 
(See  pi.  1.  figs.  8,  10,  11,  13 ;  and  pi.  3.  figs.  5,  7,  and  12.) 

13.  The  Equilateral  Arch  consists  of  segments  of  a  circle 
whose  diameter  is  equal  to  the  span  of  the  arch,  and  admits 
of  an  equilateral  triangle  being  inscribed  within  the  space 
between  the  crown  and  the  reins  of  the  arch.  This  kind  of 
arch  being  more  obtuse  than  that  of  the  lancet,  the  opening 
it  formed  was  wider  in  proportion  to  its  height.  (See  pi.  1. 
fig.  2 ;  and  pi.  3.  fig.  6.) 

14.  The  Elliptical  Pointed  Arch  has  its  sides  of  the  regu- 
lar pointed  form,  but  is  terminated  with  a  flattened  instead 
of  an  acute  angle.     It  is  not  common. 

15.  Three-centered  and  Four-centered  Pointed  Arches  and 
Three-centered  Elliptical  Arches  were  much  used  at  the  end  of 
the  fifteenth  and  beginning  of  the  sixteenth  centuries,  and 
are  often  called  mixed  arches.  (See  pi.  1.  figs.  14,  15, 
16,  20.) 

16.  The  Drop  Arch.is  formed  by  portions  of  circles  whose 
radius  is  shorter  than  the  span  of  the  arch,  and  is  described 
about  an  obtuse-angled  triangle^  {Rickman^s  Attempt,  pi.  5.) 

17.  Four^centered  Pointed  Arches  afford  great  variety  for 
decoration  in  the  tracery  of  windows.  They  were  divided 
and  subdivided  into  as  many  openings  as  the  space  would 
allow,  or  the  fancy  of  the  architect  might  prompt.  Exeter 
Cathedral  abounds  with  these  arches. 

18.  The  Tudor  Arch  is  also  described  from  four  centres 
struck  from  the  same  diagonaUine :  it  is  produced  by  dividing 
the  chord  of  the  arch  into  more  or  fewer  parts,  according  to 
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the  fixed  height  of  the  arch.  Arches  of  this  shape  are  chiefly 
found  in  buildings  erected  under  the  reigns  of  the  Tudor 
monarchs  Henrys  VII.  and  VIII. ;  but  its  form  was  known 
and  applied  at  least  fifty  years  before  the  accession  of  the 
former  king.     (PU  1.  fig.  14 ;  and  pi.  3.  figs.  11  and  12.) 

19.  The  Ogee,  or  Contrasted  Arch,  from  four  centres, 
two  in  or  near  the  springing,  and  two  others  aboye  it,  reversed. 
It  was  generally  used  oyer  doors,  niches,  tombs,  and  windows ; 
its  inflected  curves  weakening  it  too  much  to  allow  of  its 
application  for  the  support  of  great  weight.  It  is  usually 
much  decorated  with  crockets,  an  inner  moulding  cusped, 
&c.,  and  a  finial.  The  earliest  specimen  I  know  is  in  a 
monument  of  the  north  aile,  Salisbury  Cathedral^  about 
A.  D.  1246.     (PI.  1.  fig.  18;  and  pi.  3.  fig.  9). 

20.  A  Rampant  Arch  is  that  where  the  springing  wall 
rises  higher  on  one  side  than  on  the  other,  and  is  mostly  used 
in  roofs  and  pediments.     (See  pi.  1.  figs.  20,  21.) 

21.  The  Extra-dosed  Arch  is  that  where  the  upper  line 
is  parallel  to  the  under  side. 

22.  The  Straight  Arch  has  its  intrados  and  extrados  of 
parallel  straight  lines,  instead  of  curves,  with  the  joints  and 
sections  of  their  wedges  tending  to  one  centre.  It  is  genemlly 
used  over  doors  and  windows,  where  openings  are  not  very 
wide.  There  are  scarcely  any  specimens  of  this  form  in  our 
old  churches ;  but  the  nearest  approach  may  be  said  to  be  the 
extraordinary  stone  beam  between  the  western  towers  in 
Lincoln  Cathedral.  A  remarkable  specimen  of  this  arch  is 
delineated  in  pi.  1,  fig.  22,  being  a  representation  of  a  mantle- 
piece,  over  a  fire-place,  in  Fountain's  Abbey,  Yorkshire.  There 
is  an  arch  constructed  in  a  similar  manner,  but  not  quite  so 
flat,  over  a  door-way,  on  the  north  side  of  the  conventual 
church,  at  Ely,  apparently  about  the  date  of  1150.  (See 
pi.  1,  fig.  6 ;  and  pi.  2,  fig.  8,  A;.) 

REFERENCES    TO    THE  ANNEXED    PLATES. 

Plate  1,  Arches,  displays  twenty-two  varieties  of 
forms,  dispositions,  and  combinations  of  this  important  fea- 
ture of  Christian  architecture.  The  ingenuity  as  well  as 
eccentricity  displayed  in  this  series,  coming  before  the  eye  at 
once,  cannot  fail  of  exciting  the  attention  and  inquiry  of  the 
scientific  architect   and   antiquary.     No.   I  is  a  singular 
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fipedmeii  of  construction  in  English  buildings,  although  com- 
mon in  the  Roman  edifices  of  the  capital  and  proyinces  of 
Italy :  it  is  from  the  Church  of  Brixtoorth,  Northampton- 
shire, the  walls  of  which,  and  also  other  similar  arches^  are  of 
the  same  material  and  manner  of  workmanship.  An  account, 
and  illustrations  of  this  church,  are  given  in  Arch.  Antiq. 
ToL  y. ;  and  there  is  a  description  of  it  in  Rickman's  Attempt, 
As  shewn  in  the  engraving,  the  arch  is  formed  by  two  rows 
of  bricks  placed  perpendicular  to  the  centre,  and  two  other 
rows  disposed  at  right  angles  with  the  former.  Arches  of 
similar  construction  and  material  are  found  in  the  Jewry 
Wall,  Leicester,  and  in  the  ruined  church  and  pharos  within 
the  outer  vallum  of  Dover  Castle. 

No.  2,  and  Plate  2,  No.  2,  are  two  arches  from  the  nave  of 
Nartoich  Cathedral,  the  work  of  Bishop  Herbert.de  Losings, 
in  the  beginning  of  the  twelfth  century.  The  archivolt  is 
composed  of  several  tori  and  cavetto  mouldings,  with  the 
l)illet  ornament  on  the  label  moulding.  Nearly  the  whole  of 
Norwich  Cathedral  is  of  the  same  style  and  date. — See 
Cath.  Antiqs.  Norwich. 

No.  3.  An  arch  of  the  horse^shoe  form,  from  the  crypt  of 
Canterbury  Cathedral ;  which  crypt  is  certainly  the  largest 
and  finest  substructure  of  this  class  in  England.  (See  Crypt.) 
It  is  described  and  illustrated  by  plans  and  views  in  Caih. 
Antiqs.  Canterbury.  In  pL  2,  figs.  2,  4,  6,  6,  are  varieties 
of  arches  from  the  same  crypt,  one  of  which.  No.  6,  shews 
the  pointed  arch,  of  the  same  construction  and  style  as  the 
circular  arch,  and  all  evidently  of  as  early  date  as  1184, 
when  the  Trinity  Chapel  was  erected.  The  form  of  this 
arch  was  regulated  by  the  intercolumniation  and  height 
required  to  make  it  range  with  the  others :  it  is  struck  from 
two  centres  above  the  impost.  The  next  arch  (f)  is  slightly 
pointed,  whilst  (e)  is  semicircular,  and  of  wider  span. 

No.  4.  Semicircular,  springing  from  a  chord  above  the 
impost,  from  the  south  transept  of  Winchester  Cathedral, 
where  there  are  other  arches  of  the  same  form. 

No.  5,  from  the  crypt  of  Gloucester  Cathedral,  erected 
in  the  time  of  King  William  I.,  is  a  fine  specimen  of  the 
true  elliptical  arch,  which  is  now  so  generally  adopted  in 
bridges,  and  which  is  supposed  to  be  of  modem  invention. 

Nos.  6 — 10,  from  the  Church  at  Romsey,  Hampshire,  a 
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fine  and  interesting  specimen  of  Anglo-Norman  architecture. 
Its  arches  and  arcades  are  namerous  and  various,  including 
the  semicircular,  the  horse-shoe,  the  lancet,  the  obtuse 
pointed,  the  flattened,  &c.  Several  of  these  are  shewn  in 
Arch*  Antiqs.  vol.  v.  No.  6,  from  the  clerestory  of  the 
nave,  displays  some  eccentric  combinations  of  arches  spring- 
ing from  columns*  The  intrados  and  extrados  of  one  series 
are  insulated,  and  form  arch-buttresses.  No.  10,  the  arch- 
mouldings  of  a  door-way  on  the  north  side  of  the  nave, 
where  the  two  sides  of  the  arch  are  almost  straight,  and 
meet  in  an  obtuse  point.  The  capitals  are  foliated,  and  the 
cavetto  mouldings  are  filled  with  an  ornament  which  was 
very  generally  employed  about  1200,  when  this  door-way 
was  probably  made. 

Nos.  7  and  13,  from  the  Cathedral  Church  of  Bristol: 
f  the  first  marking  the  style  of  the  vestibule  to  the  chapter- 
house, erected  soon  after  1174,  when  the  abbey  was  founded. 
It  unites  the  semicircular  and  the  first  pointed,  as  shewn  in 
this  delineation.  The  columns  consist  of  a  cluster  of  four 
half  cylinders,  and  the  archivolt  mouldings  correspond  in 
form  and  arrangement  with  the  shafts.  Fig.  13  is  one  of 
the  tall  arches  of  the  choir,  springing  from  jambs  without 
capitals  or  imposts.  (See  Cath.  Antiqs*  Bristol,  for  a  history 
and  illustrations  of  this  church.) 

No.  8,  a  door-way  in  the  south  transept  of  Beverley 
Minster,  Yorkshire,  a  church  replete  with  interesting  speci- 
mens of  the  last  circular  and  the  first  pointed  styles,  in  union. 
This  door-way  exhibits  two  pointed  arches,  enclosed  by  a 
semicircular  archivolt  of  several  mouldings,  mitering  with 
the  mouldings  of  lateral  arcades,  of  the  acute  lancet  shape. 

No.  9  shews  a  similar  arrangement  from  the  church  of 
L*Abbaye  aux  Hommes,  at  Caen.  This  building,  raised  by 
William,  Duke  of  Normandy,  about  1060,  displays,  in  de- 
sign, arrangement,  and  the  greater  part  of  its  varied  details, 
an  important  series  of  examples  of  the  architecture  which 
may  be  truly  called  Norman.  The  part  here  depicted  is 
from  the  clerestory  of  the  choir,  which  we  must  not  assign 
to  the  Conqueror's  time,  as  the  pointed  style  of  the  first 
class  prevails  in  its  arches,  buttresses,  windows,  and  mould- 
ings; although  the  semicircular  form  is  adopted  in  the 
archivolt  of  the  triforium. 
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[Ulastrations,  and  an  account  of  this  church,  are  given 
in  Arch.  Antiqs.  'Normandy,  by  Pugin,>&c.] 

No8.  11  and  17,  from  the  Cathedral  of  WelU :  the  first 
from  the  nave,  and  the  second  beneath  the  central  tower. 
The  naye  is  of  the  age  of  Henry  III.,  when  Bishop  Joceline 
erected  a  great  part  of  this  magnificent  edifice.  The  arch 
embraces  the  equilateral  triangle,  and  consists  of  several 
mouldings :  it  springs  from  piers  surrounded  by  several 
shafts  of  purbeck  marble.  No.  17  is  a  singular  example  of 
the  arch-buttress,  or  arc-boutant,  formed  by  a  mass  of 
masonry  dispo9ed  as  two  arches,  one  above  the  ot^er,  and 
the  points  of  the  two  mitering  into  each  other.  The  span- 
drels are  formed  by  several  mouldings,  with  circular  aper- 
tures. This  unique  design  was  apparently  adopted  by  the 
architect  to  support  the  weight  of  the  lofty  and  heavy  tower 
on  the  four  tall  arches  which  separate  the  nave,  choir,  and 
transepts  of  the  building. 

[A  view,  section,  and  account  of  this  tower,  and  of  the 
church,  are  given  in  Cath.  Antiqs.  WelU.'] 

No.  12.  Nave  of  the  Church  of  St.  Ouen,  at  Rouen, 
Normandy,  a  magnificent  specimen  of  the  Christian  archi- 
tecture of  the  early  part  of  the  fourteenth  century.  lArch. 
Antiqs.  of  Normandy,  by  Pugin,  &c.] 

No.  14.  Arch  to  gateway  in  the  Chancellor's  House, 
Lincoln,  a  specimen  of  the  Tudor  era. 

Nos.  16  and  18,  from  the  splendid  Chapel  of  St.  George, 
at  Windsor :  the  first  in  the  nave,  and  the  latter  covering 
an  ornamental  niche  raised  by  Bishop  Beauchamp.  The 
curve  of  the  latter  is  struck  from  six  centres,  as  indicated 
in  the  engraving,  but,  in  all  probability,  it  was  originally 
formed  by  the  hand ;  and  No.  16  is  struck  from  four.  The 
nave  is  part  of  Edward  the  Third's  work,  between  1330 
and  1370;  and  the  ogee  arch  is  about  one  hundred  years 
later,  as  Beauchamp  was  made  "  master  and  surveyor  of 
the  works"  in  1470* 

No.  16,  from  the  Chapel  of  Henry  VII.,  Westminster, 
is  a  flattened  Tudor  arch,  drawn  from  four  centres.  Almost 
every  part  of  this  splendid  building  is  covered  with  orna- 
mental sculpture,  among  which  is  a  profusion  of  statues 
of  saints,  clergy,  kings,  8ic. 

[The  history  of  this  edifice  will    be  found  in   Arch. 
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AfUiqs.  voL  ii. ;  Neale  and  Brayley^s  Westminster  Ahhey^ 
Tol.  I.;  and  Cottingham's  Henry  the  Seventh's  ChapeL"] 

Nob.  19  and  21  are  diagrams,  shewing  the  mode  of 
drawing  the  arch  by  hand.  No.  20,  the  timber  roof  of 
Crosby  Hall,  London ;  an  interesting  specimen  of  the 
carved  work,  with  pendants  and  fine  corbels,  which  adorned 
the  baronial  halls  of  our  ancient  mansions. 

No.  22.  A  straight,  or  flat  arch,  being  the  mantel-piece 
of  a  fire-place  in  Fountains  Abbey,  Yorkshire. 

Plate  2.  Arches:  Semicircular,  horse-shoe,  pointed, 
twelve  varieties,  shewing  the  progress  from  the  plain  semi- 
circular Norman,  or  Romanesque,  to  the  regular  pointed 
form,  struck  from  the  springing  line. 

No.  1,  from  the  transept  of  the  Abbey  Church  at  St. 
Albans,  is  strictly  Roman  in  form  and  construction. 

No6.  2, 4,  6,  6,  from  the  crypt  of  Canterbury  Cathedral, 
already  noticed  in  Pl.  1,  Fig.  3,  page  48. 

No.  3.  Doorway,  north  side  of  Malmsbury  Abbey  Church, 
Wiltshire,  now  walled  up.  The  ornaments  resemble  some 
of  Greek  design.  In  PI.  3,  Arches,  No.  2,  is  a  pointed 
arch  from  the  same  church. 

No.  7.  Doorway,  Fairford  Church,  Berkshire,  adorned 
with  the  Roman  or  heraldic  embattled  fret,  and  with  the 
columns  and  capitals  fancifully  ornamented. 

No.  8.  Double  arch  over  the  western  doorway.  Castle 
Acre  Priory  Church,  Norfolk,  founded  in  1086,  resembles 
many  doorways  in  the  churches  of  Normandy.  (See  Ar- 
cades, PL  1,  No.  1,  p.  32;  and  Arch.  Antiqs.  toI.  ii.,  for 
account  and  prints  of  this  church.) 

No.  9.  Horse-shoe  arch,  Peterborough  Cathedral,  date 
about  1180.  This  and  the  other  arches,  with  the  walls,  &c. 
of  the  church,  are  peculiarly  solid  and  substantial. 

No.  10,  from  the  church  of  Creully,  in  Normandy,  with 
*2ig-zag  and  dove-tailed  embattled  mouldings.  A  similar 
arch  remains  in  the  conventual  church  at  Ely. 

No.  11  has  been  noticed  under  Pl.  1,  No.  2,  p.  48. 

No.  12.  Pointed  arch  with  numerous  zig-zag  mouldings, 
in  the  porch  of  St.  Mary's  Church,  Devizes,  Wiltshire. 

Plate  3.  Arches  :  Twelve  pointed,  displaying  various 
curves,  mouldings,  and  ornaments. 
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No.  I.  Church  of  Waboken,  Norfolk.  Though  pointed 
in  form,  this  arch^  as  well  as  the  old  parts  of  the  church, 
are  of  the  Norman  or  circular  class.  The  inner  archiyolt  is 
unusually  and  fancifully  adorned  with  a  sort  of  cusped 
engrailed  moulding.  (See  Cotm9Ln's  Arch»  Antiqs,  of  Nor- 
folk,  pis.  62,  63,  54.) 

No.  2,  already  noticed,  Pl.  2  of  Arches,  Fig.  3,  p^  61. 

No.  3.  Choir  of  Canterbury  Cathedral,  which  was  in 
progress  in  1180,  under  the  direction  of  WUliam  of  Sens, 
as  recorded  by  Gervase  of  Canterbury.  (See  Ctith,  Antiqs. 
Canterbury.)  The  apsis  of  L'Abbaye  aux  Hommes,  at  Caen, 
is  very  similar  in  columns,  arches,  &c.  [Arch.  Antiqs. 
of  Normandy.'} 

No.  4.  From  the  transept  of  Canterbury  Cathedral. 

No.  6.  From  the  nave  of  Salisbury  Cathedral  Church  ; 
the  most  uniform,  regular,  and  systematic  Christian  edifice 
of  the  lai^er  kind,  in  England.  It  was  raised  by  Richard 
Poore,  Bishop  of  Salisbury,  between  1218  and  1268.  An 
air  of  loftiness  and  lightness  pervades  the  nave;  its  columns 
are  high  slender  shafts,  clustered;  the  arches  nearly  ap- 
proach the  graceful  lancet  shape ;  and  the  mouldings,  which 
are  numerous,  consist  of  deep  inflections  and  bold  rotund 
masses. 

No.  6.  From  the  nave  of  Lincoln  Cathedral,  rebuilt 
about  the  same  time  as  the  nave  of  Salisbury  Cathedral. 
The  capitals  of  the  columns  are  foliated ;  the  mouldings 
are  not  so  numerous,  nor  is  the  height  of  the  arch  so  great, 
as  at  Salisbury.     (Arch.  Antiqs.  vol.  v.  p.  233.) 

No.  7.  From  the.  nave  of  York  Cathedral,  which  was 
commenced  in  1291  and  completed  in  1330.  The  arches 
are  highly  pointed,  but  the  mouldings  are  low  and  flat  in 
comparison  with  the  two  preceding  examples. 

No.  8.  A  flattened  arch  from  .the  choir  of  Chichetter 
Cathedral,  erected  about  1230,  by  Bishop  Neville. 

No.  9,  from  the  cloisters  of  the  Abbey  Church  of  West- 
minster,  is  another  variety  of  the  ogee  arch,  with  its  pedi- 
ment, &c.    (See  Pl.  1  of  Arches,  No.  18,  and  p.  60.) 

No.  10.  From  the  nave  of  Canterbury  Cathedral,  erected 
about  1400,  by  Archbishop  Arundel.  The  spandrels  are 
adorned  with  tracery. 

No.  11.  Arch  over  a  gate-way  to  one  of  the  quadrangles. 


arc]  architectural  dictionary.  53 

King^s  College,  Cambridge,  built  in  the  time  of  Henry  VL 
(See  Spec,  of  Gothic  Arch.  vol.  ii.  pi.  20.) 

No.  12.  Elliptical  arch  in  Crosby  Hall,  London.  This 
very  fine  apartment,  with  its  appendant  mansion,  was  built 
by  Sir  John  Crosby,  about  1470.  It  is  fully  illustrated  and 
described  in  Spec,  of  Gothic  Arch.  vol.  i.,  and  in  Arch. 
Autiqs*  vol.  IV. 

Plate  4.  Two  depressed  Arches. 

No.  1.  The  chancel  of  Elkstone  CAurcA/Gloucestershire, 
in  which  the  columns  and  pilasters  supporting  the  arches 
lean  outwards,  and  the  rudest  sculpture  appears  on  the 
mouldings. — Lysons's  G/buc.  Antiqs.  p.  47. 

No.  2  is  from  the  chancel  of  Avingdon  Church,  Berk- 
shire ;  **  remarkable,  being  formed  of  the  segments  of  two 
circles,  having  different  centres.  It  is  richly  ornamented 
with  zig-zag  mouldings,  and  a  great  variety  of  grotesque 
heads,  springing  from  two  enriched  piers,  which  lean 
outwards.^  ILysons's  Mag.  Brit.  Berkshire,  p.  204.] 
Murphy  IBatalha,  Introd.  p.  8],  alluding  to  the  arch  at 
Elkstone,  says,  ''I  shall  call  it  the  Ulnar  arch.  It  is 
generated  by  the  arms  of  a  man  extended  at  full  length, 
with  his  breast  placed  against  a  smooth  wall,  and  marking, 
with  a  piece  of  chalk  held  in  each  hand,  the  revolution  of 
the  arms,  moving  inflexibly  upwards  till  the  hands  meet  in 
a  point  vertical  with  the  crown  of  the  head.'' 

Arch,  Triumphal.  A  building  of  which  an  arch  is  the 
principal  feature,  to  commemorate  the  achievements  of 
eminent  or  illustrious  persons  in  the  state.  Triumphal 
arches  were  often  raised  as  monuments  of  gratitude  or 
adulation,  —  as  those  of  Galienus  at  Rome,  of  Trajan  at 
Ancona  and  Beneventum,  and  of  Hadrian  at  Athens.  They 
were  often  adorned  with  sculptures  in  low  relief,  representing 
the  spoils  of  an  enemy,  symbols  of  conquered  cities,  tri- 
umphal processions,  sacrificial  groups,  &c.  Triumphal 
arches  had  one,  two,  or  three  passages.  Of  the  first  are 
those  of  Trajan  at  Ancona,  Titus  at  Rome,  and  Augustus 
at  Rimini.  The  arches  of  Septimius  Severus,  and  of  Con- 
stantine,  at  Rome,  have  each  one  large  and  two  smaller 
passages.    The  most  considerable  triumphal  arch,  in  point 
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of  magnitude,  is  that  of  Constantino  at  Rome,  which  was 
erected  A.D.  312,  and  for  the  materials  of  which  the  arch 
of  Trajan  was  despoiled  of  its  chief  ornaments. 

Archeology,  or  Archaiology,  from  the  Greek  a^aiog, 
ancient,  and  ^070^,  a  discourse,  or  treatise.  It  embraces  a 
number  of  subjects  connected  with  the  manners,  customs, 
laws,  arts,  sciences,  &c.  of  ancient  nations.  All  writings 
relating  to  the  remains  of  former  ages  may  be  regarded  as 
archaeological.  It  is  therefore  a  science  of  extensiye  appli- 
cation, and  of  unquestionable  importance.  Under  the  title 
of  Arc/uEologia,  the  Society  of  Antiquaries  of  London  has 
published  many  quarto  volumes  of  miscellaneous  essays, 
illustrated  by  numerous  engravings.  They  relate  to  the 
history  and  antiquities  of  different  nations,  but  are  more 
particularly  allusive  to  those  of  Great  Britain. 

Arch-buttress.  Arc  boutant,  Fr.,  from  arc,  and  abotUir,  to 
abut.  A  piece  of  insulated  masonry,  usually  called  a  flying 
buttress.  It  generally  extends  from  the  clerestory  of  a 
church,  and  over  the  roof  of  its  aile,  where  it  rests  on 
the  buttress  of  the  outer  wall.  In  some  instances  it  is 
solid  and  plain;  and  in  others  oniamented  with  crockets, 
and  perforated  with  quatrefoils,  &c.  {Arch.  Antiqs,  vol.  11 1. 
p.  55.]    See  Buttress. 

Archeion.  Greek.  A  secret  recess  in  a  Grecian  temple,  for 
treasures  appertaining  to  the  deity  to  whom  each  temple  was 
respectively  dedicated.  The  term  was  also  applied  to  a 
palace,  to  a  seat  of  justice,  or  to  places  where  government 
archives  and  valuables  were  deposited. 

Archeria.  Low  Lat.  A  long  narrow  aperture  in  the  walls 
.  of  castles,  &c.,  through  which  arrows  were  discharged.  It 
differed  from  the  arbaUstina,  in  being  perpendicular  without 
any  transverse  opening.  [Meyrick's  Anc.  Armour,  vol.  11 1. 
Gloss.] — "  Turci,  qui  ipevfenestriculas  longas  et  strictas,  quas 
archerias  vocant,  nostros  lanceis  et  si^ttis  infestabant.'' — 
Du  Cange. 

Archetus.  Low  Lat.  A  saw  for  cutting  stones.  Muratori 
used  the  word  to  signify  a  crane  or  pulley  for  raising  heavy 
stones  to  the  upper  parts  of  buildings. 
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Archia.  Low  Lat.  Arches.  '^  Unam  de  arcAm  pontis  Pon- 
tisarae/'  &c.  occurs  in  a  charter,  anno  1228. —  Du  Cange* 

Archibancus.  Low  Lat.   A  coffer,  an  armory. — Du  Cange. 

Abchitbct,  from  the  Greek  a^fty  the  be^nning,  origin,  or 
cause,  and  rtux^,  ^  contrive,  construct,  build  :  an  originator, 
a  contriver  of  structures,  a  chief  and  presiding  builder ;  one 
who  designs  and  executes  works  of  architecture :  in  which 
latter  sense  it  is  most  generally  applied.  A.^x'^tx^uv,  Gr., 
Architeetar,  arcMtectus,  adificator,  and  constructor,  Lat.; 
architeete,  Fr.;  architetto,  Ital.;  el  maestro  de  obsa  parva- 
edissear,  Sp. ;  ban^meister,  Ger. 

The  term  architect  is  generally  applied  to  a  person 
who  is  not  only  skilled  in  the  science  of  architecture,  but 
who  is  well  versed  in  making  plans  and  designs  for  build- 
ings,— who  can  estimate  the  value  and  quality  of  materials 
to  be  employed, — superintend  and  direct  the  execution  of 
all  the  processes  of  construction,  —  and  adapt  the  whole, 
with  judgment  and  taste,  to  its  destined  purpose.  From 
the  renowned  remains  of  buildings  in  Egypt,  Greece,  Italy, 
and  the  civilised  parts  of  modem  Europe,  we  may  infer 
that  the  architects  of  those  edifices  were  well,  if  not  pro- 
foundly, acquainted  with  all  the  sciences  of  the  times. 
The  durability  of  their  respective  works  manifests  both 
their  integrity  and  their  judgment;  whilst  the  variety, 
beauty,  and  grandeur  of  the  designs,  are  evidences  of  the 
fancy,  taste,  and  talent  of  the  architects.  Vitruvius  spe- 
cifies twelve  qualifications  essential  to  the  formation  of 
an  accomplished  architect,  in  his  time;  but  more  might 
be  enumerated,  as  required  in  the  present  age.  Whatever 
may  be  said  of  the  talents  of  the  ancient  Greeks  and 
Romans,  it  is  now  generally  admitted  that  the  architects  of 
the  middle  ages  were  more  skilful  in  the  science  of  con- 
struction, and  certainly  displayed  more  originality  in  their 
designs.  Of  these  men,  their  education  and  habits,  we 
have  no  memoirs,  and  scarcely  any  contemporaneous  evi- 
dence* In  the  monkish  annals  alone  we  find  a  few  scanty 
notices  and  allusions  to  them.  Gervase  of  Canterbury, 
William  of  Malmesbury,  Matthew  Paris,  and  some  other 
chroniclers,  have  transmitted  a  few  facts  respecting  these 
men  and  their  works:  a  Chronological  Table  is  given  of 
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many  of  them  in  the  fifth  vol.  of  the  Arch.  Antigs. ;  and 
further  accounts  will  be  related  as  their  names  occur  in  this 
Dictionary. 

Architecture.  From  A^trtxrevtaj  Gr. ;  architectural  architec- 
tomce,  Lat.  ;  architettura,  Ital^  ;  arte  de  edificar,  Sp. ;  baun 
hunstfGer.  The  art  of  designing  and  science  of  constructing 
buildings.  Architecture  is  divided  into  two  general  classes, 
viz.  civil  and  military ;  the  first  is  again  divided  into  do^ 
mestic,  municipal,  sacred,  and  monumentaL  Domestic  archi- 
tecture comprehends  buildings  adapted  to  the  personal  com- 
forts and  conveniences  of  man,  from  the  cottage  of  the  peasant 
to  the  palace  of  the  monarch.  Municipal  architecture  em- 
braces the  buildings  within  the  walls  of  towns,  or  cities  ^ 
whilst  sacred  architecture,  as  its  name  implies,  is  confined  to 
religious  buildings, — as  chapels  and  churches.  Monu- 
mental architecture  is  designed  to  commemorate  the  dead, 
or  record  events  and  perpetuate  deeds  of  the  living,  by 
tombs,  obelisks,  pyramids,  triumphal  arches,  &c.  Military 
architecture  is  employed  in  the  erection  of  walls,  gates,  and 
castlesy  and,  indeed,  all  kinds  of  fortresses  for  offensive  and 
defensive  purposes. 

The  essentials  of  architecture  are  utility,  strength,  and 
beauty.  Utility  is  evinced  in  the  proper  distribution  of  parts, 
so  that  their  purposes  be  duly  answered,  and  that  each 
has  its  correct  situation ;  strength  arises  from  a  sound  and 
proper  foundation,  and  the  judicious  choice  and  arrangement 
of  materials ;  beauty  is  produced  by  the  pleasing  appearance 
and  good  taste  of  the  whole,  and  by  the  proportions  of  all  the 
parts  harmonising  and  agreeing  with  each  Other.  It  results 
from  analogous  ornament,  symmetry,  and  propriety.  The 
scientific  part  may  be  regarded  as  mechanical,  and  is  to  be 
attained  by  study  and  practice  ;  but  the  inventive,  or 
creative,  part,  which  ranks  among  the  fine  arts,  is  only 
possessed  by  men  of  genius  and  talent :  it  is  this,  indeed, 
that  separates  and  contradistinguishes  the  architect  from  the 
"  builder. — GwUCs  Vitruv.  p.  16. 

Architecture  originated  in  the  necessities  of  human 
nature.  Where  wood  abounded,  men  would  build  their 
houses  in  the  form  of  a  cone,  resembling  the  wigwam  of 
the  American  Indians,  at  the  present  day.    Such  was  the 
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hut  of  the  nomadic  tribes  and  the  aboriginal  Britons. 
Grecian  architecture  exhibits  traces  of  this  simple  origin ; 
as  the  early  Egyptian  and  Indian  buildings  display  an 
imitation  of  natural  caverns.  Chinese  architecture  indicates 
its  descent  from  the  tent.  In  fortifications^  the  first  step 
would  be  a  continued  embankment  and  a  ditch ;  the  raised 
wall  and  guarded  gates  would  next  follow^  and  in  quick  suc- 
cession the  towers  and  barbicans^  for  offence  and  defence. 
{See  Castle.) 

History, — Respecting  the  history  of  scientific  architec- 
ture, authors  are  divided  in  opinion ;  some  commencing  with 
the  Egyptian,  and  others  with  the  Indian.  On  a  subject 
so  remote,  and  where  evidence  is  wanting,  we  must  leave 
this  controverted  point  to  those  who  prefer  speculation  to 
proof,  and  theory  to  demonstration.  We  may  briefly  allude 
to  the  architecture  of  different  nations. 

Egyptian, — The  architectural  works  of  the  Egyptians 
are  remarkable  for  solidity,  boldness,  and  originality;  and 
of  these  the  temples  are  the  most  important,  except  in  mag- 
nitude, in  which  they  are  surpassed  by  the  vast  pyramids. 
To  the  temples  are  attached  pylones  of  singular  form  and 
peculiar  composition ;  which  are  constructed  with  walls  of 
singular  thickness,  but  the  temples  themselves  consist  of 
numerous  massive  columns,  of  varied  proportions,  having 
capitals  greatly  diversified  in  ornament.  The  roofs  were 
formed  by  large  blocks  of  stone,  extending  from  wall  to 
wall,  or  from  column  to  column.  "  Walls  engraven  with 
hieroglyphics,  not  inelegantly  arranged ;  stupendous  blocks 
of  granite  and  porphyry,  highly  polished ;  tall  obelisks  and 
colossal  sitting  statues,  each  carved  out  of  single  pieces  of 
stone;  and  pyramids  of  tremendous  dimensions,  give  the 
works  of  the  Egyptians  a  more  than  human  appearance, 
to  which  sentiment  the  perfect  state  in  which  they  remain 
after  a  lapse  of  forty  centuries  not  a  little  contributes." — 
\_Gwili*s  Rud.,  164.]  Herodotus  states  that,  in  the  con- 
struction of  the  greatest  pyramid  of  Memphis,  the  Egyptians 
employed  one  hundred  thousand  workmen  at  the  same  time, 
who  were  relieved  by  a  similar  number  every  three  months. 
Ten  years  were  occupied  in  hewing  and  conveying  the  stone, 
and  twenty  more  in  finishing  that  vast  tomb. 

Indian. — The  buildings  of  the  Hindus  exhibit  some 
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similarity  in  style  to  those  of  the  Egyptians,  and  indi- 
cate a  date  equally,  if  not  more,  remote,  particulariy  in 
the  subterranean  temples,  and  in  the  pyramids.  Of  the 
.  immense  and  spacious  caverns  and  excavated  temples,  the 
most  remarkable  are  those  at  Salsette  and  Elephanta,  near 
Bombay ;  and  at  EUora,  in  the  Deccan  of  Hindostan. — 
ArckmoLyn*  251 — ^289;  Seeley^s  Wonders  ofEUora;  Col. 
Tod^a  Annab  of  RajasVhan ;  and  DanielFs  Oriental  Scenery, 
The  Jews,  Persians,  and  many  other  nations  of  the  east, 
employed  a  mixture  of  stone  and  wood  in  their  buildings ; 
the  first  as  a  column,  or  pier -like  support  for  the  hori- 
zontal beams  of  the  latter.  Such  was  Solomon's  temple 
among  the  Jews;  and  another  at  Persepolis,  where  the 
marble  columns  bear  marks  of  having  been  connected  by 
cross-beams  of  wood,  supporting  a  roof  of  the  same  light 
material. 

Grecian. — The  first  stone  buildings  of  the  Greeks  are 
presumed  to  be  the  walls  and  gates  of  Mycenee  and  Tirynthus, 
the  fabled  works  of  the  Cyclops.  They  consist  of  ponderous 
masses  of  rock  heaped  one  upon  another,  with  little  aid 
from  the  chisel  or  saw.  Grecian  art  may  be  classed  under 
three  epochs ;  the  first  commencing  with  Rhsecus  of  Samos, 
and  Theodoras,  about  seven  hundred  years  B.C.,  and  ter- 
minating with  the  introduction  of  Pericles  into  power,  who 
raised  the  temple  of  Jupiter  at  Olympia;  in  which  stone 
was  used  in  the  constraction  and  marble  in  the  deco- 
ration. The  rains  of  the  temple  of  Jupiter  Olympius,  at 
Agrigentum,  will  afibrd  some  idea  of  the  grand  style  of 
that  period :  each  flute  of  the  column  would  contain  the 
body  of  a  man.  The  second  epoch  extends  from  Pericles 
to  Alexander  the  Great,  a  period  of  about  1 13  years.  Archi- 
tecture attained  such  excellence  under  Pericles,  that,  accord- 
ing to  Sir  William  Jones,  "  we  can  only  imitate  it  at  a 
servile  distance  ;  but  are  unable  to  make  one  addition  to  it 
without  destroying  its  graceful  simplicity."  The  Parthenon, 
at  Athens,  the  work  of  Phidias,  Ictinus,  and  Callicrates^  is 
said,  by  Lord  Aberdeen,  to  be  a  building,  which,  *'  for 
majestic  simplicity  of  the  general  design,  the  grandeur  of  its 
proportions,  and  the  exquisite  taste  and  skill  displayed  in  its 
ornamental  parts,  is  undoubtedly  the  most  perfect,  as  well  as 
deservedly  the  most  celebrated,  production  of  Grecian  art." 
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It  is  stated,  that  a  few  years  previoas  to  the  death  of  Alex- 
ander the  Great,  the  Choragic  Monument  of  Lysicrates  was 
raised  at  Athens.  It  is  one  of  the  most  exquisite  and  per- 
fect gems  of  architectural  taste,  and  the  only  pure  specimen 
of  the  Grecian  Corinthian  order  remaining.  The  third  epoch 
extends  from  the  death  of  Alexander  to  that  of  Augustus, 
when  Alexandria  was  the  principal  school  of  the  architects. 
{See  Doric,  Ionic,  Corinthian,  Caryatides.) 

Jiontan.-^The  earliest  buildings  of  the  Romans,  like 
those  of  the  Greeks,  are  said  to  ha^e  been  of  wood.  In  the 
re<f^\  and  consular  times,  stone  and  wood  were  used  together. 
Under  Hadrian,  many  fine  edifices  of  the  Corinthian 
order  were  raised,  both  in  Rome,  and  in  Athens,  by  the 
Romans.  The  Pantheon,  the  Colosseum,  the  Baths  of 
Diocletian,  with  numerous  palaces,  temples,  porticoes,  tri- 
umphal arches,  commemorative  pillars,  basilicee  or  halls  of 
justice,  fora,  bridges,  aqueducts,  &c.  are  so  many  evi- 
dences of  the  architectural  grandeur  of  the  Romans. 

Angh'Roman. — The  buildings  erected  by  the  Romans 
in  England  do  not  appear  to  have  been  distinguished  for 
grandeur  of  form  or  size,  or  for  elegance  of  architectural 
decoration.  Their  villas,  of  which  there  are  many  remains, 
had  all  the  apartments  and  offices  on  the  ground  floor :  that 
at  Woodchester,  in  Gloucestershire,  the  most  magnificent 
yet  discovered  in  Britain,  was  probably  of  wood,  stone,  and 
brick.  The  principal  features  in  the  remains  of  these  villas 
are  the  tessellated  pavements,  and  the  flues  by  which  the 
apartments  and  baths  were  heated.  Among  the  remains  of 
Roman  architectu^  in  Britain  are  the  ruined  Pharos  and 
Church  in  Dover  Castle ;  a  gateway  at  Lincoln ;  Hadrian's 
wall,  from  Newcastle  to  Carlisle ;  the  Jewry  wall  at  Lei- 
cester ;  part  of  the  walls  at  York,  St.  Albans,  Richborough, 
Silchester,  8cc.,  and  Brixworth  church,  Northamptonshire. 
These  exhibit  evidences  of  the  manner  of  constructing,  and 
the  materials  used  in  their  durable  edifices. 

The  Anglo-Saxon  was  a  corruption  or  deterioration  of  the 
Roman  architecture.  Bede,  Alcuin,  Gildas,  and  other  old 
writers,  mention  buildings  of  the  Anglo-Saxon  age ;  but 
they  are  not  sufficiently  explicit  in  terms  to  convey  very 
satisfactory  information.  With  their  domestic  architecture 
we  are  wholly   unacquainted.      In  the  seventh   century, 
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according  to  Eddius,  Bishop  Wilfrid  built  a  church  at 
.  Hexham,  Northumberland,  ^'  superior  to  any  edifice  on  this 
side  of  the  Alps/'  Richard,  prior  of  Hexham,  about  1189, 
notices  the  church  as  consisting  of  three  stories,  one  of 
which  must  have  been  similar  to  our  triforiums. — [See 
.  Cath.  Antiqs,  York.']  In  the  time  of  Edward  Uie  Confessor, 
material  improvements  were  made  in  Christian  architecture, 
and  it  is  beliered  that  some  arches  of  his  church  at  West- 
minster are  remaining. — See  Arch.  Antigs.  vol.  v.;  and 
Neale  and  Brayley^a  West.  Abb. 

AnghhNorman  Architecture  may  be  known  by  the  nu- 
merous specimens  of  this  workmanship  remaining  in  the 
cathedrals  of  Winchester,  Canterbury,  Rochester,  Durham, 
Norwich,  £cc.  It  has  been  described  by  contemporary 
chroniclers,  William  of  Malmesbury,  Gervase  of  Canterbury, 
and  other  monastic  chroniclers. — Arch*  Antiqs.  vol.  v*  See 
also  Arck,  Antiqs.  of  Normandy » 

Pointed  Architecture  includes  a  peculiar  and  very  nu- 
merous class  of  buildings,  which  branches  into  many  varie- 
ties, both  in  its  general  form  and  extent,  and  in  its  diversified 
adornment.  Commencing  about  the  middle  of  the  twelfth 
century,  it  continued  to  prevail  in  almost  every  nation  of 
Europe  till  the  beginning  of  the  eighteenth  century,  when 
the  neglected  Roman  orders  were  revived  and  adopted. 
The  term  Pointed  Architecture  applies  to  a  great  variety  of 
.  buildings,  and  several  names  have  been  given  to  each 
variety,  as  already  noticed  under  the  word  Arch,  to  which, 
and  to  the  accompanying  engravings,  the  reader  is  referred 
for  the  appellations  peculiar  to  each  form  and  distinct  class. 
The  earliest  specimens  of  the  Pointed  style  occur,  inter- 
mixed with  the  semicircular,  in  the  Anglo-Norman  church 
of  Barfreston,  Kent;  in  the  church  of  Buildwas  Abbey, 
Shropshire,  founded  in  1135;  at  St.  Cross,  near  Winches- 
ter, in  progress  at  the  same  period  ;  and  in  the  west  front 
of  the  priory  church  of  Dunstable,  Bedfordshire.  A  rapid 
advance  in  this  style  took  place  in  the  reign  of  Henry  II*, 
as  exemplified  in  the  pointed  arch  and  vaulting  of  the  choir 
of  Trinity  chapel,  and  of  Becket's  crown  in  Canterbury  Cathe- 
dral, erected  between  1175  and  1184.  Other  specimens  of 
the  same  period  are  observable  in  the  Inner  Temple  Church, 
London  ;  and  in  Lincoln  and  Durham  Cathedrals,  than  the 
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latter  of  which  no  edifice  is  better  calculated  to  display  the 
transition  from  the  Anglo-Norman  to  the  Pointed  style. 
In  the  reign  of  Henry  III.  this  style  attained  its  high- 
est perfection  in  the  cathedral  of  Salisbury,  and  in  the 
eastern  part  of  the  Abbey  Churchy  at  Westminster.    The 
former  is  remarkable  for  uniformity  and  symmetry  of  pro- 
portion, and  arrangement  of  parts,  and  is  the  only  laige 
church  completed  from  one  design  in  this  country.    West- 
minster Abbey  Church,  from  its  eastern  extremity  to  the 
entrance  of  the  nave,  was  entirely  rebuilt  by  Kings  Henry  ITL 
and  Edward  I.,  and  exhibits  the  pointed  style  more  graceful 
in  its  proportions,  more  ornamental  in  its  details,  more 
scientific  in  its  principles,  and  lighter  and  more  impressive 
in  its  effects,  than  at  any  former  period.     From  the  begin- 
ning of  the  reign  of  Edward  I.  to  that  of  the  long  reign  of 
Edward  III.,  pointed   architecture  attained  its  climax  of 
excellence.      During  that  period  it  abounds  with  grace, 
beauty,  and  almost  endless  variety.    Richness  of  decoration, 
without  exuberance,  is  its  character,  whilst  science  and  skill 
are  manifested  in  every  part  of  a  construction.    The  form  of 
the  arch  then  principally  used  admitted  of  an  equilateral 
triangle  being  inscribed  between  the  crowning  point  of  the 
arch  and  its  points  of  springing.    Examples  of  this  class 
may  be  found  in  the  chapel  of  the  Virgin  built  between  1308 
and  1326  at  St.  Albans ;  at  Exeter,  commenced  in  1280,  and 
completed  1369 ;  at  Ely,  in  the  priory  chapel,  erected  between 
1321  and  1340;  and  at  St.  Stephen's  Chapel,  Westminster, 
constructed  by  Edward  IIL,  between  1330  and  1348.     In 
the  reigns  of  Edward  I.  and  II.  a  great  advance,  both  in 
intricacy  and  elegance  of  design,  is  evident,  particularly  in 
the  richly-sculptured  corbels,  in  the  diversity  of  subjects 
ornamenting  the  key-stones  or  bosses,  and  in  the  variety 
of  patterns  in  the  tracery  of  the  windows  :  those  in  Exeter 
Cathedral  are  peculiarly  diversified.     Within  this  period, 
the  spire  was  very  generally  adopted.     (See  Spike.)    Of 
corresponding  time  and  class  are  the  beautiful  nionumental 
crosses  in  honour  of  Queen  Eleanor,  at  Geddington,  North- 
ampton, and  Waltham  cross.    (See  Cross.)    The  Sepulchral 
memorials  of  the  same  era  exhibit  many  fine  examples  of 
the  richness  which  distinguished  the  pointed  style.    (See 
Monument.)    Another  period  (advancing  in  decoration). 
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carries  as  to  the  beginning  of  the  reign  of  Henry  VIIL,  and 
exhibits  a  complete  alteration  both  in  the  prominent  features 
and  in  the  ornamental  fonns  of  this  style :  it  is  generally  called 
the  Tudor  style,  and,  by  Mr.  Rickman,  the  perpendicular. 
Striking  plirts  in  the  buildings  of  this  era  are  the  horizontal 
lines  of  the  door-ways,  the  embattled  transoms  of  the  win- 
dows, and  the  vast  pendants  **  hanging  in  the  air,"  which, 
fibm  their  immense  weight,  seem  calculated  rather  to  draw 
down  than  to  support  the  vaults  they  ornament.    One  of 
the  first  examples  is  the  north  front  of  Westminster  Hall, 
erected  between  1396  wad  1399;  and  the  next  is  King's 
College  Chapel,  Cambridge,    commenced  by  Henry  VI. 
about  1443,   '*  one  of  the  most  magnificent  triumphs   of 
architectural  science  in  the  kingdom.''  The  collegiate  chapel 
of  St.  George,  at  Windsor,  completed  about  the  tenth  year 
of  Henry  VIII.,  and  Henry  Vllth's  chapel  at  Westminster, 
then  follow,  and  exhibit  a  profuse  increase  of  masonic  and 
sculptural  decoration.    The  latter  chapel  is  styled  by  Leland 
the  ^*  mirack  of  the  world  ;**  and  however  extravagant  that 
eulogium  may  appear,  there  is  probably  no  other  edifice  on 
the  globe  in  which  such  profound  geometrical  skill  has  been 
displayed,  mingled  with  such  luxuriancy  of  ornament.    **  It 
would  seem,  indeed,  as  though  the  architect  had  intended 
to  give  to  stone  the  character  of  embroidery,  and  enclose  his 
walls  in  the  meshes  of  lace-work,"  so  profuse  and  delicate 
is  the  tracery  throughout  the  exterior  and  interior  of  this 
royal  chapel  and  mausoleum. 

After  this  period  pointed  archite<*ture  declined  :  of  which 
Bath  Abbey  Church  is,  though. not  wholly  a  departure  from 
the  character  and  forms  of  preceding  buildings,  an  evidence. 
To  investigate  the  peculiarities  of  Christian  architecture  below 
this  period  would  be  foreign  to  the  present  work ;  but  all  its 
beauties  were  superseded  by  the  heterogeneous  forms  of  a 
debased  Italian  or  Roman  style,  which  prevailed  in  the  time 
of.  Queen  Elizabeth. 

Architholus.  From  a^ii,  Or.,  the  chief,  or  principal,  and 
tfoXo;, '  a  round  chamber.  The  sudatorium  of  a  Roman 
bath. 

Architrave.  From  a^x^i*  ^^->  chief,  and  the  Italian  irave, 
from  Lat.  trabs^  a  beam ;  unterbalken.  Germ.     In  columnar 
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architectare  the  architrave  is  the  lowest  snember  of  the  en- 
tablatorey  and  rests  immediately  on  the  abacas  of  the  capital. 
[Gwilt*$  Rud.  of  Arch.  pp.  181—187.]  The  form  of  an 
architraTCy  as  well  as  the  number  of  mouldings,  faces,  and 
members  of  which  it  is  composed,  vary  in  different  orders* 
In  Christian  architecture  there  is  no  architrave,  properly 
so  called ;  but  the  term  is  applied  by  some  writers  to  dis- 
tinguish the  mouldings  of  an  arch. — ArchaoL  xi.  366; 
Rkkman's  Attempt,  pp.  60,  76,  120. 

Architrave-Cornice.  An  entablature,  consisting  of  an 
architrave  crowned  with  a  cornice,  without  the  intervention 
of  a  frieze. 

Archivault,  or  Archivolt.  From  arcus  voluius,  Lat. ; 
archivolte,  Fr. ;  modeno,  or  archivolto.  It. ;  and  schurbbagen, 
Ger.  A  collection  of  members  on  the  face  of  an  arch, 
concentric  with  the  intrados,  and  supported  by  imposts. 

Archive.  Archivtun,  archivium,  archarium,  creeps,  low  Lat.; 
archives,  Fr. ;  and  archivio,  Ital. — Du  Cange.  (See  Ar- 
CHEioN.)  A  chamber  or  apartment  wherein  records  and  other 
evidences  of  a  state,  or  of  a  public  establishment,  are  pre- 
served. In  the  ordinary  acceptation  of  the  term,  archives 
are  the  records  themselves. 

Arcula.  Lat.  A  small  coffer,  or  box.  —  See  Arcella  and 
Ark. 

Arcus.  Low  Lat.  The  avenue  or  area  usually  in  front  of  ancient 
basiUcse.  \^Du  Cange.']  In  this  sense  it  is  the  same  as 
Atrium ;  but  Bingham  {^Works,  vol.  i.  p.  291]  says  it  was 
a  porch,  or  gateway  to  a  church,  and  so  called  from  its 
arched  construction.  (See  Atrium.)  It  was  also  called 
Apsis.    (See  Apsis.) 

Arcus  Ecclesia,  or  Arcus  Triumphalis,  Lat.,  is  some- 
times applied  to  the  arch  between  the  nave  of  a  church  and 
the  choir,  or  chancel.  Arcus  choralis  has  the  same  signi- 
fication, according  to  Du  Cange. 

Arcus  Presbyterii.  Low  Lat.  The  arch  of  the  apsis  of  a 
church. 

Ardesia.  Low  Lat.  and  I^. ;  ardoise,  Fr.  Slate  used  for 
covering  roofs.  —  Du  Cange, 
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Abba.  Lat. ;  aire,  Fr.;  era,  Sp.;  suoh.  It.;  art,  Oer.  The 
superficiaf  contents  of  any  enclosed  space ;  a  coart ;  an 
excavation  before  the  basement  story  of  a  building :  also,  a 
cemetery,  or  enclosed  burying-ground. — Du  Conge. 

Arena.  Lat.,  It.,  and  Sp. ;  arine,  Fr. ;  kampfplatZj  Oer.  The 
grand  area  or  floor  of  an  amphitheatre,  on  which  combats 
and  shews  took  place:  it  is  thus  named  from  the  sand 
strewed  on  it  to  prevent  the  gladiators  from  slipping,  and  to 
absorb  and  hide  the  blood  of  combatants.  The  term  was 
sometimes  applied  to  the  amphitheatre  itself :  also,  to  the 
body  of  a  church.  —  Du  Conge, 

Arenarium.  Lat.  An  amphitheatre,  cemetery,  crypt,  or 
sepulchre. — Du  Conge. 

Arerde.  Old  Eng.  for  reared,  t.  e,  built,  or  raised  up.  —  Rob. 
Glouc.  Chron.,  ed.  Heme,  vol.  ii.  p.  479. 

Ark.  ArcOf  Lat.,  It.,  Sp.,  and  Port. ;  6pc,  Sax.  A  large 
chest,  or  coffer.  (See  Arca.)  Hunter  IHallanuhire  Glass. 
5.]  says  it  is  ''  the  large  chest  in  farm  houses,  used  for 
keeping  meal  or  flour.  The  arks  are  usually  made  of  strong 
oaken  planks,  which  are  sometimes  elaborately  carved ;  they 
resemble  the  chests  found  in  churches,  which  are  never,  as 
iar  as  I  know,  called  arks.  Many  of  the  arks  are  of  high 
antiquity;  the  making  of  them  must  have  constituted  a 
distinct  trade,  as  we  have  the  surname  of  Ark-wright.  The 
strong  boxes  in  which  the  Jews  kept  their  valuables  were 
anciently  called  their  arks,  archas,  a  word  which  occurs  in 
the  royal  warrant  in  the  Fcedera,  45  Hen.  III.,  to  search  all 
the  Jews'  arks  throughout  the  kingdom.  As  the  Welsh 
have  arkh  in  the  sense  of  coffin,  it  is  not  impossible  that 
ark  may  be  a  relic  of  the  Celtic."  The  press  or  cupboard  in 
a  vestry,  where  the  clergy  hung  their  vestments,  was  also 
called  an  ark.     Nichols*  Hist,  of  Leic.  vol.  i.  p.  303. 

Armarium.  Lat.;  almarium,  low  hat. ;  armoire  and  aumuire» 
N.  Fr. ;  almery,  ambre,  or  ambry,  A  niche  or  cupboard  at 
the  side  of  an  altar,  in  which  the  sacred  utensils  and  robes 
were  deposited^  Davis  {^History  of  Durham  Abbey^  says 
"  there  were,  at  the  end  of  the  altar,  four  grand  almeries,  to 
preserve  the  chalices  and  silver  criiets,  with  two  or  three 
vestments  belonging  to  the  said  altar.''     In  Smith's  History 
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of  Westminater,  p.  204,  Almariol  implies  a  closet,  or  cup- 
boardy  in  the  vesiry  of  St.  Stephen's  chapel,  in  which  the 
ecclesiastical  habits  were  kept.  In  Johnson's  Diet,  by  Todd, 
ambrey  is  supposed  to  mean  a  little  purse,  to  contain  money 
for  the  poor.  It  meant  also  a  hutch,  or  close  place  to  keep 
meat.  In  the  old  language  of  the  Irish,  arnri  signifies  a 
cupboard ;  and  Phillips,  in  his  Dictionary,  says  it  is  a  north 
country  word  for  a  safe,  or  cupboard  for  keeping  of  cold  and' 
broken  victuals,  properly  such  as  are  to  be  distributed  to 
the  poor.  The  room  or  library  of  a  religious  house,  in  which 
the  archives  were  deposited,  was  sometimes  denominated  the 
almarium,  or  armarium,  **  Omnia  ecclesisB  almaria  con- 
fregit,  chartas  et  privilegia  queedam  igne  cremavit:" — he 
broke  open  the  almaria,  and  burnt  the  charters  and  privi- 
leges.— Jacob's  Law  Diet. 

Armour,  iifug^  Gr. ;  armus,  Lat.  Defensive  clothing  of 
steel,  or  other  metal :  also,  warlike  weapons. 

Armoury.  Armoire,  Fr. ;  armamentario.  It.  A  store-house, 
or  room  in  which  armour  of  every  description  is  pr^erved. 

Arnulf,  or  Ernulph,  an  ecclesiastical  architect,  was  bom  at 
Beauvais,  in  France,  about  1040,  came  to  England  with 
Archbishop  Lanfranc,  and  was  successively  Prior  of  Canter- 
bury, Abbot  of  Peterborough,  and  Bishop  of  Rochester.  At 
Canterbury  he  superintended  the  building  of  the  choir  of 
the  cathedral,  which  was  finished  by  his  successor,  Conrad ; 
and  at  Rochester  he  built  a  dormitory,  a  chapter-house, 
and  a  refectory.  He  was  author  of  a  work  entitled  *'  Textus 
Roffensis,"  and  died  in  1124. — Cath.  Antiqs,  Canterbury ^ 
p.  33 ;  Thorpe's  Custumak  Roffense,  p.  161. 

Arris.  *^  The  line  of  concourse,  edge,  or  meeting  of  two 
surfaces."  {Gwilt's  Rud.  p.  181.]  The  term  generally 
signifies  the  angle  of  stone,  distinct  from  the  edge. 

Arsenal.  Arsena,  armarium,  armamentarium,  Lat.;  ar^ 
senalf  Fr. ;  arsenate.  It. ;  arzenal,  Sp. ;  zeughauss,  Ger.  A 
public  building  or  magazine  for  the  conservation  of  ammu- 
nition, arms,  and  other  implements  of  warfare.  A  naval 
arsenal  is  destined  to  hold  marine  stores,  arms,  and  other 
necessaries  for  the  equipment  of  shipping. 
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Artificium  Bisanteum  occurs  in  Acta  SS.  Benedict,  stsc.  6, 
pt.  ii.,  p.  606.  *^  Et  lapideiB  pavimentis  Bisantei  artificii 
stravit/'  according  to  Du  Cange,  means  mosaic  work. 

Arula.  Low  Lat.  A  small  altar;  the  upper  member,  or  tabu- 
lar part  of  an  altar. — Du  Cange. 

Arx.  Lat.  A  forty  castle,  tower,  or  place  of  defence,  because 
generally  erected  on  mountains  or  eminences.  From  ax^a. 
Or.,  the  top,  or  citadeL  The  place  set  apart  in  Rome  for 
the  operations  of  the  augurs  was  called  arx. 

Arxicula.   Dimin.  of  arr,  a  little  tower. 

AscELLA.  Low  Lat.  A  term  used  by  Gregory  of  Tours  to 
signify  an  aile.— Dii  Cange. 

Asc^NsoRiUM.  Low  Lat.  From  ascendo,  Lat.,  to  ascend.  A 
staircase.  **  Ascensorium,  fbao^en,  id  est,  gradus,  scala ; 
k  fti^an,  scandere." — Du  Cange. 

AscETERiuM.  Low  Lat.  A  place  where  the  athletes  performed 
their  exercises ;  also  a  monastery. — Du  Cange. 

AsHELBY  (Hector),  an  architect  in  the  reign  of  Henry  VIIL 
From  an  office  book  referred  to  by  Lord  Orford  lAnecdotes, 
voL  I.  p.  220,  ed.  1826],  it  appears,  that  in  the  space  of 
three  years,  above  1900/.  were  paid  to  Asheley,  on  account 
of  buildings  at  Hunsdon  House,  '*  but  whether  as  architect, 
or  only  as  supervisor  of  the  works,  is  not  clear.'' 

Ashlar,  or  Achelor.  Hewn  stone,  used  for  the  facings  of 
walls.  In  an  account  of  the  expense  for  repairing  Louth 
Steeple,  ''  100  foot  of  achlere*'  is  mentioned  [^Arch.  Antiqs. 
vol.  III.].  A  contract  for  building  Burnley  Church,  county 
of  York,  temp.  Hen.  VIII.  specifies  ''a  course  o(  achelors.** 
IWhitaker's  History  of  Whalley,  1806,  p.  298.]  William 
Benet,  of  Canterbury,  *^  willed "  that  his  executors  should 
buy  *^  300  feet  of  ashler,  of  Folkstone,  to  make  a  wharf 
about  the  king's  melle.''  [Nicolas*s  Test.  Vet.  vol.  i.  p.  426.] 
In  the  contracts  for  building  Fotheringhay  Church,  printed 
in  the  Monasticon,  '' clene  hewen  ashler'*  is  repeatedly 
mentioned,  as  distinguished  from  '*  rough  stone.''  When 
the  work  is  smoothed,  or  rubbed  so  as  to  take  out  the  marks 
of  the  tools  by  which  the  stones  were  cut,  it  is  called 
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**  plane  ashler."  Tooled  ashler^  is  stone  having  its 
surface  wrought  in  a  regular  manner,  like  parallel  fliites, 
and  placed  perpendicularly  in  the  building ;  but  when  the 
surfaces  are  cut  with  a  broad  tool,  without  care  or  regularity, 
the  work  is  said  to  be  random  tooled:  when  wrought  with  a 
narrow  tool  it  is  said  to  be  chiseled,  or  boasted  ;  and  when 
the  surfaces  of  the  stones  are  cut  with  very  narrow  tools, 
the  ashler  is  said  to  be  pointed.  When  the  joints  are  sunk 
by  cutting  the  arrises  off  the  stones,  or  are  chiselled  into 
rectangular  grooves,  the  work  is  said  to  be  rusticated^  or 
composed  of  rustic  ashlar. 

Aston  (Richard),  Abbot  of  Peterborough,  commenced  the  east 
end  of  the  coifventual  church,  at  the  close  of  the  sixteenth 
century. —  Cath.  Antiqs.  Peterborough. 

Astragal.  From  a^^ayaXog^  Or.,  a  vertebral  joint;  astragalus, 
Lat. ;  astragale,  Fr. ;  astragalo.  It. ;  staebgen,  Ger.  The 
French  talon,  and  the  Italian  tondino,  are  nearly  the  same 
as  astragal,  which  means  a  small  semicircular  moulding 
encircling  a  column,  and  is  the  same  as  torus.  It  is  often 
cut  into  beads  and  berries,  and  is  used  in  ornamented  en- 
tablatures to  separate'  the  faces  of  the  architrave.  —  GwiWs 
Rud.  p.  181. 

Astrb.  N.  Fr.  A  hall.  lKelham*s  Nor.  Fr.  Die/.] — See  Aitre. 

Asylum.    See  Sanctuary. 

Atlas,  pi.  Atlantes.  This  term  was  applied  by  the  ancients 
to  statues,  either  in  architectural  compositions  or  singly, 
supporting  an  entablature,  or  other  great  weight.  The 
monkish  chroniclers  employed  it  to  signify  columns.  It 
usually  means  an  Herculean  statue  supporting  a  globe,  or 
the  world,  on  its  shoulders. — Carpentier,  Glos*  Nov. 

Atrium.  Lat.  A  hall  of  entrance  to  a  Greek  or  Roman  house; 
also  the  fore-court  or  vestibulum.  A  court  or  cloister,  at  the 
western  end  of  a  church  was  sometimes  called  the  atrium, 
and  was  nearly  synonymous  with  the  narthex,  or  ante-temple 
of  the  Greek  rituals.  —  Bingham's  Works,  vol.  i.  p.  289. 

Attegia.  Lat.  From  the  Lat.  ad  and  tego.  A  small  house, 
hut^  tent,  or  cottage.  In  Ethelwerd's  Hist,  of  England, 
lib.  4,  c.  III.  it  occurs,  "  Attegias  figunt  in  oppido.*' — Jacob's 
Law  Diet. 
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Attic  Order,  A  range  of  low  pilasters,  or  square  pillars, 
generally  placed  over  columns  or  pilasters,  to  decorate  the 
*  upper  part  of  a  building.  [Mr.  Wm.  Hosking  has  given  a 
novel  view  of  the  etymology  and  original  application  of  this 
term,  in  the  Archttologia,  vol.  xxiii.  p.  412.]  The  low 
story,  or  range  of  chambers  in,  or  immediately  under  the 
roof  of  a  common  domestic  house,  is  called  the  attic,  and 
the  rooms  are  called  attics, 

Attic  Story.    The  upper  floor  or  story  of  a  house. 

Auditorium.  Lat.  From  atieltOy  to  hear ;  auditoire^Vf.  The 
place  where  the  Roman  orators  and  poets  recited  their  lite- 
rary compositions;  a  portion  of  the  nave  of  a  church,  where 
the  audientes  or  catechumens  stood ;  or  where  the  congre- 
gation (who  were  not  permitted  to  enter  the  choir)  remained 
during  the  performance  of  religious  ceremonies:  hence  the 
term  is  sometimes  applied  to  the  whole  nave.  {^Bingham's 
Works,  vol.  I.  p.  291.]  The  auditorium  was  also  an  apart- 
ment in  monasteries,  for  the  reception  of  strangers.  In 
this  sense  it  was  called  the  salutatorium :  and  in  ^Ifric's 
Sax,  Gloss,  it  is  denominated  the  sprac^hus,  parlour,  or 
house  of  conference.  In  monasteries  it  signified  the  place 
where  schools  were  held.  —  Du  Cange. 

AuDLEY  (Edmund),  Bishop  of  Hereford  and  Salisbury,  died  in 
1524,  after  having  built  monumental,  or  chantry,  chapels, 
for  himself,  in  both  of  those  cathedrals. —  Cath.  Antiqs. 
Salisbury  and  Hereford. 

Aula.  Lat.  From  auXf},Gr.,  an  area,  or  open  place.  In  Greek 
and  Latin  writings  the  term  is  indiscriminately  applied  to  a 
court,  a  hall,  a  vestibule,  or  to  an  open  place ;  to  a  house ; 
and  to  a  royal  palace.  Ecclesiastical  writers  use  it  to  denote 
the  whole  of  a  church,  but  sometimes  limit  it  to  the  nave 
only.  In  Domesday  Book  this  word  generally  implies  a  hall- 
house,  or  mansion  belonging  to  a  manor.  [Kelham's  Dom. 
Book  III.,  p.  160  ;  Reports  from  Com.  Pub.  Records, 
1800—1819,  vol.  I.  p.  441.]  Hunter,  in  Hist.  ofHallam^ 
shire,  p.  17,  says,  '^  few  aulee  are  mentioned  in  Domesday  Book ; 
and  when  they  do  appear,  they  are  commonly  found  in  the 
manors  possessed  by  the  prime  Saxon  nobility.  They  were 
the  courts  and  places  of  residence  of  the  persons  to  whom 
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they  belonged,  and  doubtiess  were  as  much  superior  to  any 
ordinary  manor- house,  as  is  the  mansion  of  any  modem 
nobleman  to  the  edifices  which  now  bear  that  name.  They 
were  to  the  prime  nobility  what  the  aula  regia  of  writers  of 
a  somewhat  later  period  was  to  the  king.''  Aula,  in  some 
casesy  signified  an  area*  and  in  others  a  forum,  or  market- 
place ;  in  the  latter  sense  it  is  synonymous  with  the  French 
halle. — See  Curia. 

AuLBOLUM.  Low  Lat.  From  aula,  a  little  church,  or  chapel. 
—  Du  Cange. 

AuRiFiciNA.  Low  Lat.  From  aurum,  gold,  and  facto,  to 
make;  a  place  for  melting  and  refining  gold,  file. — Du 
Cange. 

AuTEL,  AuTBRy  AuLTRE.  See  AhTAR.  —  KelhanCs  Nor.  Fr. 
Die. ;  Arch.  Antiqs.  ii.  18.;  Rot.  Pari.  vol.  ii.  p.  205. 

AuTENTus.    See  Anteven  n a. 

Avenue,  Fr.;  ad  venire,  Lat.  A  passage  from  one  part  of  a 
building  to  another. 

AviTus  (St.),  Bishop  of  Clermont,  in  Auvergne,  lived  in  the 
sixth  century,  and  built  the  churches  of  Notre  Dame,  Du 
Port,  and  St.  Genes  de  Their,  and  repaired  the  church  of 
St.  Anatolian. '^JPe/t6i>n,  Vies  des  Arch.  lib.  iii.  p.  147. 

AvoLTA.  Voute,  Fr.  A  place  vaulted  or  arched  over. — Matt. 
Paris,  in  Vitis  Abbatum  S.  Albani,  ap.  Du  Cange. 

AwKer.  An  altar.  "  Arise  up  and  go  to  Betell,  and  make 
there  an  aumer  to  the  Lorde." — Gold.  Leg.  fol.  ix.  6th  ed. 

AwNDiERNs.  Iron  bars,  with  legs  to  support  logs  of  wood  in 
fire-places ;  so  called  in  an  inventory  of  household  goods  at 
Aston,  near  Birmingham,  temp.  Hen.  VIIL 

AzoN.  A  monk,  who  was  engaged  in  building  the  cathedral 
church  of  Seez,  or  Sens,  in  Normandy,  in  1060.  —  Felibien, 
Vies  des  Arch.  lib.  iv.  p.  194. 

B 

Bacca.  Low  Lat.  Bake,  N.  Fr.  A  light-hoiise,  watch-tower, 
or  beacon.  In  the  latter  sense,  Gualterus  in  Vita  S.  Caroli, 
Com.  Flandr.  n.  20,  says,  ''  Sigua  quoque,  quibus  in  sub- 
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lime  levatis  ....  bacchas  lingu^  ill&  Tocare  Bolebant."  — 
Du  Cange. 

Baeth-hus  and  Baeth-stede.   Ang.-Sax.    A  bath-house. 

Bagnio.  Bagno,  It.;  bain,  Fr.  A  bath.  In  Turkey  and 
France  the  term  signifies  a  prison,  baths  being  usually 
attached  to  such  buildings.  In  Newgate  Street,  London, 
there  is  a  bath,  called  a  bagnio.  In  old  writers,  the  word 
bagnio  is  applied  to  brothels. 

Baguette,  Fr.;  bacchetta.  It.;  bagueta,  Sp.;  from  the  Lat. 
bacillum,  a  wand,  or  little  stick;  stecklein,  Ger.  A  small 
moulding,  like  the  astragal :  when  enriched  with  foliage,  it 
is  called  a  chaplet;  when  plain,  a  bead. 

Bailey.  Ballium,  low  Lat.;  bailie,  Fr.  An  area  of  ground, 
or  court  within  the  walls  of  a  fortress.  Some  castles  had 
two  ballia,  the  outer  and  the  inner,  and  others  a  third, 
separated  from  each  other  by  embattled  walls.  In  the  inner 
ballium  were  the  barracks,  chapel,  stables,  hospital,  8ic.; 
and  at  one  comer,  generally  surrounded  by  a  moat,  was  the 
donjon,  or  keep.  [See  Grose's  Military  Antiq.  vol.  ii.  p.  3.] 
Of  the  double  ballium,  or  bailey,  the  remains  of  Oxford 
Castle  and  the  Tower  of  London  exhibit  remarkable  instances. 
—  Memoirs  of  the  Tower;  King's  Vestiges  of  Oxford  Castle, 
fol.  1796. 

Bake-house.  An  apartment  with  an  oven  to  bake  bread.. 
For  a  description  of  the  ceremonies  used  in  preparing  the 
host,  see  Fosb.  Brit.  Mon.  4to,  p.  373.  On  taking  down 
some  part  of  the  church  at  Crickhowell,  county  of  Brecon, 
a  few  years  ago,  a  small  room  with  an  oven  in  it  was  dis- 
covered, which  had  been  long  shut  up.  [Jones's  Breconshire, 
vol.  II.  part  2.  p.  432.]  In  Theodulfs  Capitula,  supposed  to 
have  been  translated  by  Elfric,  Archbishop  of  Canterbury, 
about  the  year  994,  the  following  express  charge  is  given  to 
the  clergy :  — ''  And  we  charge  you  that  the  oblation  (t.  e.  the 
bread  in  the  eucharist)  which  ye  offer  to  God  in  that  h6ly 
mystery,  be  either  baked  by  yourselves,  or  your  servants  in 
your  presence"  In  old  times,  tenants  were  compelled  to 
bake  at  the  lord's  oven,  as  they  were  to  grind  their  com  at 
his  mill.  This  custom  of  baking  still  continues  at  Daventry, 
Northamptonshire. — Baker's  Northamptonshire^  vol.  i.  p. 303. 
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BalAon,  or  Balloon.  Ballon,  Fr.;  from  the  Italian |Ni//oit«, 
a  great  ball.  A  globe  placed  on  the  top  of  a  pillar,  or  pedi- 
ment, as  an  acroter  or  crowning,  is  called  balloon. 

Balcony.  Balcon,  Fr.  and  Sp. ;  ahan,  Ger.  An  open  gallery 
attached  to  the  front  of  a  building.  The  low  Lat.  terms 
bakkiot  balco,  and  balconum,  are  mentioned  by  Dn  Cange 
as  having  the  same  signification ;  thus :  —  '^  Erant  positi  ad 
balchiones,  et  eum  videbant  gloriosnm  corpus  cum  proces- 
sione,  sanabantur." — Acta  S.  Julii,  tom.  iii.  p.  271. 

Baldachin.  Eng.  and  Ger.;  baldaquin,  Fr.;  baldacchino.  It. ; 
umbractflum,  Lat.  A  canopy,  usually  supported  by  columns, 
and  raised  over  altars,  tombs,  8cc.,  but  more  particularly  used 
where  the  altars  were  insulated,  as  was  customary  in  the 
early  churches.  [Whittingtan's  Hist.  Surv.^  See  Apsis. 
The  term  is  probably  derived  from  the  old  German 
baudekyn,  a  rich  cloth,  of  which  canopies,  altar-cloths, 
ecclesiastical  vestments,  8ic.  were  frequently  made.  The 
Earl  of  Warwick's  monument  in  the  Beauchamp  Chapel 
had  formerly  a  covering  of  velvet.  —  Arch.  Antiqs.  vol.  i  v, 

Balisteria,  or  Balistraria.  Low  Lat.  A  room  in  fortified 
buildings,  wherein  the  balista,  or  cross-bows,  were  deposited. 
[Dtf  Cange.}  Balistraria,  according  to  Dr.  Meyrick,  were 
cruciform  apertures  in  the  walls  of  a  fortress,  through  which 
cross-bowmen  discharged  their  arrows.  ICriiical  Inquiry, 
Sec.  vol.  III.  Gloss.]  —  See  Arbalistbria. 

Ballium.    See  Bailey. 

Balteum,  or  Balteus.    Lat.    A  band,  or  girdle.    According 
to  Vitnivius,  this  word  is  used  to  denote  the  moulding  on 
'   the  bolsters  or  sides  of  the  Ionic  capital. 

Baluster,  corruptly  banister,  firom  the  Ital.  balaustro;  colur 
mella,  Lat.;  ballustre,  Fr.;  baUi'^ustes,  Sp.;  decke-zum, 
gelander,  Ger.  A  small  column,  or  pillar,  used  in  a  balus- 
trade. The  lateral  part  of  the  volute  of  the  Ionic  capital, 
termed  by  Vitmvius  pulvinata,  is  denominated  a  bolster. 

Balustrade,  Fr.,  from  the  It.  balaustrata;  columellarum 
septum,  Lat..;  varanda,  Sp. ;  gelander,  Ger.  A  range  of 
small  columns  supporting  a  coping,  or  cornice,  and  forming 
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a  parapet  on  bridges,  or  the  upper  parts  of  buildings,  also  the 
front  of  terraces  and  balconies,  to  enclose  altars,  &c. 

Band.  Fascia,  Lat. ;  bande,  Fr. ;  benda,  It.  and  Sp. ;  bende, 
Dut. ;  leiste,  Ger.  A  term  sometimes  applied  to  the  face,  or 
fascia,  of  an  architrave,  and  commonly  called  the  plat-band, 
but  properly  signifying  a  narrow  square  member  or  mould- 
ing, smaller  than  a  fascia,  and  wider  than  a  fillet. 

Bandlet,  or  Bandelet,  dim.  of  the  preceding  term.  Tania, 
Lat. ;  bandektte,  Fr. ;  fasctuokij  It. ;  kleine  leiste,  Ger.  A 
small  fillet,  or  flat  moulding,  applied  to  the  vertical  bands, 
or  annulets,  on  the  ovola  of  a  Roman  Doric  capital. — See 

AlfNULET. 

Banister.    See  Baluster.  - 

Baptatbrium,  Baptitorium,  Bastitorium,  and  Batan- 
DERiuM.  A  bark-mill,  or  fulling-mill.  For  various  in- 
stances of  the  indiscriminate  use  of  these  terms  by  the 
writers  of  the  middle  ages,  see  Du  Cange, 

Baptistery.  Ba«r/r)if/ov,  Gr. ;  piscina  and  baptisterium,  Lat.  A 
basin,  pool,  or  place  for  bathing.  In  ecclesiastical  writings 
it  signifies  the  building  in  which  baptism  was  and  is  per- 
formed by  immersion.  These  edifices  are  generally  circular 
or  polygonal  in  plan,  and  placed  near  churches.  In  Venan- 
tins  Fortunatus,  a  baptistery  is  called  aula  baptismatis,  the 
hall  of  baptism.  The  name  is  occasionally  applied  to  a 
chapel  within  a  church ;  also,  by  Du  Cange,  to  a  baptismal 
or  parochial  church. — See  Robinson* s  History  of  Baptism, 
4to,  1790;  also  a  learned  essay  by  Christie,  in  his  Disquisitions 
upon  the  Painted  Greek  Vases,  4to,  1825 ;  GentJ^s  Mag,  vol. 
xLvi.  pp.  290,  406;  Archaologia,  Index  to  fifteen  volumes. 

Bar,  from  the  old  French  barri  and  barrium ;  barra,  low  Lat. 
The  gate-house,  or  barrier,  to  a  city  or  fortified  town.  Hence 
Temple-&ar  and  Holbom-ftar,  in  London ;  and  also  the  forti- 
fied gates  in  York,  which  are  called  bars. — See  Picturesque 
Antiqs.  of  English  Cities. 

Barbican,  or  Barracan.  Barbacana,  low  Lat.  and  Sp.; 
barbacane,  Fr.  and  It.;  lock-in-einer-maver,  Ger.;  derived 
from  the  Sax.  buph  and  kenn,  a  place  to  view  or  ken 
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from  ; ''  commonly  called  barbican,  or  burhkenning,  for  that 
the  same  being  placed  on  a  high  ground,  and  also  builded 
of  some  good  height,  was  in  old  time  used  as  a  watch- 
tower  for  the  citie,  from  whence  a  man  might  behold  and 
view  the  whole  citie/'  IStow^s  Surv,  of  LondJ]  An  ad- 
vanced work  before  the  gate  of  a  castle  or  town,  some- 
times consisting  of  a  plain  wall,  with  a  portal  and  draw- 
bridge, but  more  frequently  constructed  like  a  fortified  gate- 
way with  the  same  appendages,  flanked  by  towers ;  from 
which,  in  case  of  siege,  the  approach  to  the  fortress  might 
be  defended,  or  the  movements  of  an  enemy  overlooked. 
[ArchaoL  iv.  308,  and  Grose^s  Mil.  Ant.  vol.  ii.  p.  2.]  Here 
a  porter  was  stationed  to  keep  watch  and  ward,  to  announce 
all  state  arrivals,  and  to  detain  strangers  until  their  business 
was  made  known. to  the  governor,  and  orders  received  for 
their  admission.  {^Bayley's  Hist,  of  the  Tower  ofLond.  4to, 
vol.  I.  p.  106.]  In  the  above  sense,  this  term  is  used  in  a 
passage  quoted  by  Du  Cange  from  Gulielmus  Armoricus  de 
Gestis  Philippi,  ann.  1203: — ''Cepit  per  vim  fortericiam, 
quam  vulgus  Aarfiani-canam  vocat,  quae  erat  firmata  in  capite 
pontis." — ^This  part,  of  a  fortress  was  also  denominated  the 
ante-murale,  pro-murale,  and  murus-ezterior ;  and  in  a 
charter,  anno  Domini  1232,  we  find  '*  Antemurali  qui  dicitur 
barbacana,  qui  est  mums  brevis  ante  murum  nostri  orti.'' 
Of  the  first  sort  of  barbican,  the  gates  or  bars  of  York 
exhibit  fine  specimens. —  See  Pic.  Antiq.  ofEng.  Cities,  p.  7, 
et  seq.  and  the  engravings. 

Barcella.  Low  Lat.  A  vessel  for  containing  incense :  thus, 
in  a  charter  quoted  by  Du  Cange,  ''  Barcellam  unam  seneam 
et  super  auratam  pro  incenso  immittendo." 

Barge-course.  A  part  of  the  tiling  or  thatching  of  a  roof, 
projecting  over  the  gable,  and  filled  up  with  boards, 
mortar,  &c. 

Barge-board.  The  front  or  facing  of  the  former,  to  conceal 
the  barge-couples,  laths,  tiles,  thatch,  &c.  —  Hunt's  Tudor 
Arch.  4to,  1830,  p.  73. 

Barkary,  Bercaria,  or  Berqu aria.  Low  Lat. ;  bergerie,  or 
bercherie,  N.  Fr.  A  tanhouse ;  also,  a  sheepcote.  —  Du 
Cange. 
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Barmkyn^  Bbrmkyn.  Sc.  The  rampart,  or  outer  fortifica- 
tion of  a  castle.  If  not  a  corruption  of  barbican,  it  may  be 
derived  from  the  tent,  barm,  bearm,  or  berm,  a  mound  or 
rampart,  and  kin. — Janueson^s  Etym.  Die. 

Barra.  Low  Lat.  Either  a  bridge,  a  bar,  or  a  tower  at  one 
end  of  a  bridge. — *'  Usque  ad  Barram  Burdini,  hodie  Pont 
Bourdin:"  also  the  septum  curUs  in  an  ancient  court  of 
justice.  Hence  the  term  bar:  ''  Coram  quibus  vocatus  est 
Abbas,  et  coram  eis  stans  ante  Barras** —  WilL  Thorn,  ap. 
Du  Cange. 

Barrack.  Baroque,  Ft. ;  barracca,  It. ;  barraka,  Sp. ;  barake, 
Oer. ;  casula,  Lat.  From  the  low  Latin  and  Italian  barri" 
coding.  Signified  an  assemblage  of  small  temporary  huts, 
-  constructed  of  turf,  wattles,  8cc.,  in  which  an  army  lived 
during  the  winter.  It  is  now  generally  applied  to  a  large 
permanent  building,  appropriated  to  the  reception  and  resi- 
dence of  sddiers. 

Barrier,  Barium,  Barrum,  Barra,  or  Barica.  Low  Lat. 
Barriire,  Fr. ;  barriera,  It. ;  barrera,  Sp. ;  schranken,  Ger. 
In  a  charter,  dated  1140,  quoted  by  Du  Cange,  the  term 
appears  to  signify  those  houses  without  the  walls  of  a  town 
which  compose  the  suburbs.  Thus :  ''  Et  domus  vobis  ilium 
Barrium  ante  ilia  porta.  •  •  .ut  populetis  ilium."  Other  au- 
thorities, quoted  by  the  same  author,  render  it  the  outer 
walls  of  a  fortress.  Gates,  or  entrances,  to  fortified  towns, 
where  customs  or  tolls  are  paid,  are  also  called  barriers,  as 
in  the  following  passage : — "  Super  pontem  quemdam  soccum 
et  quamdam  Barram  posuerunt,  in  quo  denarii,  qui  ezacti 
erant  k  prsetereuntibus,  reponerentur."  Frontier  towns  with 
castles  are  also  thus  denominated : — ''  In  confinio  Lotharingise 
et  Campaniffi  castrum  extruxit,  quod  barrum,  quasi  Barram, 
nominavit'' — Chron.  S,  Michaelis  Virdun.  ap.  Du  Cange. 

Bartizan,  or  Bartizene.  From  the  old  Fr.  bretesche,  a 
wooden  tower.  A  turret,  or  small  tower,  on  the  top  of  a 
house,  castle,  or  church  tower.  *'  That  the  mom  afternoon 
the  town's  colours  be  put  upon  the  bertUene  of  the  steeple, 
&c." — Jamieson's  Etym.  Diet. 

Barton,  or  Bertona.    Low  Lat.     From  the  Sax.  bepe,  a 
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barn,  and  ton,  a  town.  A  hamlet,  farm-house,  or  grange. 
The  term  is  still  used  in  the  west  of  England  for  a  manor- 
house,  and  in  some  places  for  out-bouses,  fold-yards,  &c. 
In  Northamptonshire  and  Lincolnshire  it  implies  a  manor, 
village,  or  parish ;  as  Earl's-Barton,  and  Barton-on- 
Humber. 

Base.  Ba^ig,  Or.;  basis,  Lat. ;  base,  Fr.;  baso.  It.;  basa,  Sp. ; 
.  unterheil,  Ger.  The  lower  part  of  a  pillar  or  wall ;  also  the 
block  on  which  a  statue  is  placed.  In  decorative  archi- 
tecture the  term  is  chiefly  applied  to  the  member  of  a 
column  on  which  the  shaft  stands.  The  Grecian  Doric 
columns  were  without  bases,  resting  immediately  on  the 
floor,  or  pavement ;  the  Tuscan  base  has  only  a  single  torus, 
or  round  member,  on  the  plinth ;  the  Roman  Doric  has  a 
torus  and  an  astragal;  the  Roman  Ionic  has  a  single  large 
torus  placed  over  two  scotisB,  separated  by  two  astragak ;  the 
Corinthian  base  has  two  tori,  two  scotise,  and  two  astragals; 
the  Composite  base  is  similar  to  that  of  the  Corinthian 
order.  There  is  also  another,  denominated  the  attic  base, 
which  has  two  tori  and  a  scotia. —  Gwilt's  Rudim.  pi.  ii. 
p.  183. 

The  accompanying  engravings  of  Bases  display  several 
varieties,  which  by  their  forms  and  mouldings  indicate  the 
ages  and  peculiar  styles  of  columns  and  buildings  to  which 
they  respectively  belong. 

Plate  I.  shews  nineteen  varieties,  mostly  belonging  to 
the  first  pointed  class,  and  found  in  edifices  raised  in  the 
twelfth  century,  except  Nos.  16,  16,  and  17,  from  Canter- 
bury cathedral,  of  later  date. 

Plate  II.  contains  representations  of  eight  different 
bases ;  six  of  these  are  from  the  cathedral  of  Wells,  the 
greater  part  of  which  church  was  built  at  the  beginning  of  the 
thirteenth  century.  Nos.  1  and  2  exhibit  unusual  designs, 
whilst  Nos.  3,  5,  and  7,  from  the  chaptei^house,  nav6,  and 
crypt,  are  more  analogous  to  the  first  pointed  style.  The 
central  clustered  column  of  the  chapter-room  is  a  rich  com- 
position of  small  shafts,  with  bases  and  capitals.  The  bases, 
as  well  as  the  shafts,  capitals,  &c.  of  the  architecture  of  the 
middle  ages,  exhibit  a  great  variety  of  forms. 
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BASE-Cou|tT.  Basse-^our,  Fr.  The  outer  or  lower  yard  of  a 
castle,  appropriated  to  stables,  offices^  &c.  Leland,  and 
other  writers,  in  describing  castles  and  old  mansions,  usually 
distinguish  the  base-court  from  the  court  of  lodgings;  the 
latter  being  surrounded  by  the  best  chambers,  and,  in  many 
instances,  divided  from  the  base-court  by  the  great  halL 

Basement.  Stereobata  and  stylobata,  Lat. ;  soubassement  and 
embasementf  Fr.  The  lower  story  or  floor  of  a  building.  In 
modem  architecture,  the  story  of  a  house  which  is  below  the 
level  of  the  ground  is  called  the  basement  story. 

Basilica.  Lat.,  It.,  and  Sp.;  jSatf/X/xij,  Gr. ;  basilique,  Fr.; 
alte-kirchet  Ger.  The  basilicee  of  the  Romans  were  public 
balls,  or  courts  of  judicature,  where  princes  or  magistrates 
sat  to  bear  and  determine  causes.  The  term  was  also  applied 
to  other  buildings  of  royal  foundation,  such  as  state-houses, 
and  exchanges  for  merchants ;  also  to  places  of  general  assem- 
blies. lBingham*8  Works,  vol.  i.  p.  274.]  After  the  con- 
version of  the  Emperor  Constantine  to  Christianity,  many 
of  these  edifices  were  converted  into  Christian  churches, 
still  retaining  their  appellation.  [Durand's  Rationale,  lib.  i. 
c.  1.]  Hence  the  passage  in  Ausonius :  "  Unde  illud,  basilica 
olim  negotiis  plena,  nunc  votis.''  The  Roman  basilica  was 
divided  by  two  colonnades  into  three  longitudinal  parts,  like 
the  nave  and  ailes  of  a  church.  Sepulchral  chapels,  raised 
over  the  graves  of  saints,  were  sometimes  denominated  ba- 
silicse.  Thus  we  learn  from  Higden  [GaWs  ed.  p.  273], 
that  King  Canute,  in  1030,  erected  a  basilica  at  Bury,  over 
the  body  of  St.  Edmund :  "  Basilicam  super  corpus  con- 
struxit."  In  an  old  law,  quoted  by  Du  Cange,  the  term 
apparently  signifies  a  shrine,  or  tomb  of  peculiar  magni- 
ficence ;  for  it  is  siud, — *'  qui  tumbam  aut  porticulum  super 
hominem  mortuum  ezpoliaverit .  .  •  solidos  5.  Si  quis  vero 
Basilicafn,  super  hominem  mortuum  ezpoliaverit,  30s.  cul- 
pabilis  jttdicatur."  In  another  instance  it  is  applied  to  an 
altar :  thus,  "  Unum  cereum  ardens  die  noctuque  continuo 
coram  altari  seu  Basilica  ipsius  S.  Anthonii  apponatur.'' 
Charter,  dated  1370.  [Carpentier,  Glos.  Nov.]  "  The  first 
basilica  in  Rome  dates  between  the  years  533  and  564, 
A.  u.  c.  Victor  enumerates  nineteen,  many  of  which  became 
places  of  Christian  worship." — Gunn*s  Inquiry,  p.  81. 
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Basilicula.  Low  Lai.,  dim.  o(  basilica.  A  shrine^  oratory,  or 
cenotaph.  The  term  is  used  in  the  latter  sense  by  St. 
Paulinas,  in  his  12th  Epistle  to  Severus.  —  Gunn^s  Inquity, 
p.  129 ;  Ciampinij  Vet.  Mon.  torn.  i.  c.  xiz.  p.  183. 

Basso-rilibvo  in  sculpture  denotes  those  figures  that  are 
represented  to  project  less  than  half  their  proper  proportion 
from  the  back-ground  ;  when  full  half  it  is  called  mezzo- 
relievo:  the  French  term,  commonly  used  by  the  English,  is 
bas-relief.  Alto-relievo  is  high,  or  bold  relief,  where  the 
figures  are  nearly  detached  from  the  back-ground. 

Bastida.  Low  Lat.  ;  bastide,  Fr.  In  a  charter  dated  a.d. 
1204,  ap(  Du  Cange,  the  term  signifies  a  fortress,  or  place  of 
defence:  thus,'' — possitis  novas  Bastidas  sive  munitiones 
sedificare ;"  but  in  a  more  modem  sense  it  denotes  a  yilla,  or 
farm-house.  —  Le  Virloy*s  Arc.  Diet, 

Bastile.  Bastille,  Fr. ;  btRstillus,  or  bastilla,  low  Lat. ;  castello. 
It.  A  castle,  tower,  fortress,  or  any  place  of  defence,  principally 
used  for  securing  prisoners.  Knighton  states  that  bastiles 
were  sometimes  mere  temporary  wooden  fortresses  :  thus, — 
'^  Dux  BrittaniaB  fecerat  unum  bastile  de  mereemio ;"  but, 
according  to  Le  Virloy,  the  term  properly  denotes,  **  a  castle 
having  many  towers  near  each  other."  In  a  compendium  of 
the  privileges  of  the  University  of  Paris,  quoted  by  Du 
Cange,  is  mentioned  the  '*  —  castrum  quod  Bastilla  nuncu- 
patur,"  a  name  which  the  state  prison  of  that  city  retained 
until  its  demolition,  during  the  French  revolution ;  and  in 
Heame's  ed.  of  Elmham  occurs,  "  municiones  queedam 
quas  bastillos  appellant."  **  The  last  vestige  of  feudal  anti- 
quity," observes  Sir  John  Sinclair,  in  his  Statistical  Account 
of  Scotland,  Berwick,  vol.  xi  v.  p.  35,  '^  was  that  of  the  bastiles. 
The  Norman  name  of  those  prisons  denotes  their  introduc- 
tion, or  their  more  frequent  erection,  by  William  the  Con- 
queror. They  were  more  numerous  on  the  marches  of  the 
borders  than  elsewhere ;  and  not  only  served  the  purposes  of 
prisons,  but,  taken  together  with  the  castles  or  tower- 
houses  of  the  chieftains  near  which  they  stood,  they  consti- 
tuted a  chain  of  fortresses  running  from  almost  one  end  of 
the  county  to  the  other."  i 

Bastion.  From  bastione,  Ital.    A  rampart,  bulwark,  or  earthen 
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mound.  In  a  passage  quoted  by  Du  Cange,  *'  Et  fecerant 
circumcirca  ipsum  exercitum  unam  Bastiam,  ne  aliquis  posset 
ezire  de  ipso  castro,  qui  ipsum  exercitum  offendere  posset." 

Batellino.    a  battlement. 

"  And  oft  with  tfaare  lycht  hand  grip  the  bataUing  wadd/* 
'^  Skaxsementy  reprise,  corbell,  and  batelUngeiy 

JamiaofCt  Etym.  Bid* 

Bath.  Baeth,  or  Ba%,  Sax.;  balneum,  Lat. ;  bain, Fr. ;  bagno.  It. 
and  Sp. ;  bad.  Germ. ;  derived  from  the  Gr.  fia^vsm,  a  place 
to  bathe  in.  The  term  is  more  particularly  applied  to  a  build- 
ing containing  baths,  with  accommodation  for  undressing 
and  dressing.  Among  the  Romans  such  buildings  were  de- 
nominated thermit,  from  the  Gr.  ^t^M^g,  hot»  a  term  properly 
applicable  to  hot  baths  only.  These  were  distinguished 
from  the  common  baths  by  having  annexed  to  them  places 
of  exercise,  such  as  the  gymnasium  and  xystus. — [£itc.  of 
Ant.  1.  46.]  The  balneum  was  peculiar  to  private  houses ; 
but  the  balnea  were  two  public  baths  under  the  same  roof, 
one  for  men,  the  other  for  women. — [Littleton* $  Die.  ed. 
1736.]  Vitruvius,  and  other  writers,  describe  ancient  baths 
as  varying  in  their  construction ;  but  according  to  Mont- 
faugon  [Ant.  in.  129],  the  most  complete  consisted  of 
the    following   apartments,  termed,  collectively,  balneara. 

1.  The  cMndwrfi^iw  of  the  Greeks,  and  spoliatorium  of  the 
Romans,  where  the  bathers  undressed,  and  where  persons, 
termed  capsarii,  were  stationed  to  take  caie  of  the  clothes. 

2.  The  Xour^Mv  of  the  Greeks,  ^ndfrigidarium,  or  cold  bath, 
of  the  Romans.  3.  The  x^^a^onj^ioy,  or  tepidarium,  or,  as 
Pliny  terms  it,  the  cella  media,  the  use  of  which  was  to 
prevent  the  ill  effects  of  passing  from  the  hot  bath  to  the 
cold  air.  4.  The  sudatorium,  or  sweating-room,  called  also 
the  laconicum,  heated  by  a  subterraneous  fire.  5.  The 
^i^fioXou^ia,  or  /SflMrr/tfrfj^iov,  of  the  Greeks,  and  the  Roman 
callidarium,  or  hot-bath.  6.  The  aXf/flmj^/oy,  or  unctuarium, 
where  bathers  were  rubbed  with  perfumes,  both  on  entering 
and  quitting  the  bath.  Most  of  these  rooms  received  heat 
from  hypocausts,  subterranean  furnaces,  the  bottoms  of  which 
formed  an  inclined  plane,  by  a  gradual  descent  from  the 
opening  where  the  wood  was  thrown  in. — (For  an  account  of 
the  arrangements  and  parts  of  the  baths  of  the  ancients,  see 
Gwilt's  ed.  of  VUruvius,  152.) 


bat]  architectural  dictionary.  79 

The  style  of  building  adopted  by  the  Romans  in  thecon- 
stmction  of  their  baths  was  very  magnificent;  for  we  are 
tdd,  that  the  walls  were  adorned  with  paintings  and  gilt 
ornaments;  vases  and  statues  were  also  much  used;  the 
seats  round  the  bathing-rooms  were  sometimes  of  solid 
silver;  the  basins,  or  piscina,  were  usually  of  marble, 
granite,  or  porphyry,  and  the  pavement  of  mosaic  work.  — 
[Pliny,  Nat.  Hist.  lib.  xxxiii.  c.  12  ;  and  Seneca's  Epist. 
86.]  -The  ruins  of  the  baths  of  Titus,  Caracalla,  and  Dio- 
cletian, at  Rome,  are  the  most  splendid  remains  now  exist- 
ing,  A  learned  and  interesting  work  was  published  by 
Mr.  Cameron,  on  the  Baths  of  the  Romans,  fol.  1772. 

Of  Roman  baths  in  Great  Britain  many  remains  have 
been  found,  viz.,  at  Hovingham,  in  Yorkshire,  in  1745,  which 
is  described  in  Camden's  Britannia,  Cough's  ed.  1789,  vol.  in. 
p.  85 ;  and  ten  years  afterwards,  another  of  very  large  di- 
mensions was  found  at  Bath. — Camden,  ut  supra,  vol.  i.  p.  79. 
For  accounts  of  Roman  baths  at  Caerleon,  Dover,  Wroxeter, 
and  Netherhall,  in  Cumberland,  see  ArchaoL  vol.  ii.  p.  7  ; 
vol.  V.  p.  325,  vol.  IX.  p.  323,  and  vol.  x.  p.  141.  See  also 
Jjysxmis  ReUquia  Romame,  Wooddiester,  S^c.  Large  baths 
were  constructed  in  England  during  the  middle  i^es,  and  were 
styled  by  the  British  and  Anglo-Saxon  monks,  poisoned  hot- 
beds  (seminariavenemata). — Mon.  Ang.  ed.  1661.  vol.  i.  p.  88. 
Leiand  [/ifm.  vol.  iv.  app.]  states  that  Hugh,  the  sacrist  of  the 
abbey  of  Bury  St.  Edmund's,  early  in  the  12th  century  com- 
menced the  ''  balneatorium"  of  his  house,  which  was  com- 
pleted upon  a  very  grand  scale  by  Sampson,  who  was  preferred 
to  the  abbacy  in  1182.  The  baths  at  Bath,  in  England, 
have  been,  and  continue  to  be,  the  most  distinguished  and 
efficacious  of  any  in  Great  Britain  :  many  treatises  have  been 
written  on  their  qualities  and  uses  by  professional  men. — 
See  Britton*t  ed.  of  Anstey*s  Neto  Bath  Guide. 

Batifolium.  Low  Lat.  A  species  of  fortification  similar  to  a 
bastion. — [Meyrick's  Critical  Inquiry,  4rc.  vol.  iii.  Gloss.'] 
The  term  sometimes  denotes  a  windmill,  the  body  of  which 
bears  a  resemblance  to  the  batifol,  or  beffroy,  a  wooden 
tower,  formerly  used  by  besiegers  in  attacking  a  fortress. — 
Du  Cange. 

Battlement.    Pinna,  or  summitas  muri  crenata,  Lat. ;  ere- 
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neau,  Fr. ;  merlo.  It. ;  almena,  Sp.  An  open  or  inteirupted 
parapet  on  the  roof  of  a  building ;  a  parapet  with  em- 
brasures. *'  -Battlements  in  walles,  because  they  are 
against  battles  in  assaults;  mins^  murarise,  quia  minantur 
ruinam  inimicis." — Minsheu^s  Guide. — {See  Embrasure.) 

Baugium.  Low  Lat. ;  from  the  Fr.  bouge.  An  out-house,  or 
domestic  office. — Carpentier,  GIos.  Nov. 

BauK;  Bawk.  Balk,  Germ.  A  cross  beam  in  the  roof  of 
a  house^  which  unites  and  supports  the  rafters.  A  tie- 
beam. 

Bay.  Apertura,  Lat.  and  It.;  baye,  Fr. ;  baya,  Sp. ;  baw. 
Germ.  A  division  of  the  roof,  or  vaulting  of  a  building,  con- 
sisting of  the  space  between  the  principal  beams  or  arches ; 
a  part  of  a  window  between  the  muUions  is  often  called  a 
bay,  or  day. — S«6  Account  of  King's  Coll.  Chapel,  Camb. : 
Arch.  Antiqs.  vol.  i. 

Bay  Window.  An  oriel  window ;  improperly  called  a  bow 
window.  The  term  bay  is  used  by  Chaucer,  in  his  Assemble 
of  Ladies, — Nares^  Gloss.  —  Sec  Oriel. 

*  Beacon.  From  the  Sax.  beacen,  a  signal;  specula,  or  ignis 
speculatorius,  Lat.  A  lofty  hill,  or  eminence,  on  which  fires 
were  formerly  lighted  to  intimate  the  approach  of  an  enemy  • 
a  tower  erected  for  the  same  purpose.  Beacons,  according 
to  Lord  Coke,  should  be  distinguished  from  phari,  or  light- 
houses, to  direct  seafaring  men  in  the  night,  when  they 
cannot  distinguish  sea  marks,  signa  marina^  speculatoria, 
or  signa  maris,  such  as  steeples,  churches,  castles,  8cc. 
which  may  be  seen  in  the  day. — [4th  Inst.  c.  xxv.  p.  184.] 
Beacons  were  used  by  the  Jews,  as  we  learn  from  Isaiah, 
c.  XXX.  V.  17;  and,  according  to  Aristotle,  "  de  Mundo" 
were  so  disposed  on  towers  throughout  the  Persian  do- 
minions, that  in  twenty-four  hours'  time  intelligence  could 
be  conveyed  from  one  end  of  the  kingdom  to  the  other. 
Previously  to  the  reign  of  King  Edward  III.,  the  English 
sometimes  used  as  beacons  stacks  of  wood,  on  high  places ; 
OF,  according  to  CoUinson  IHist.  of  Somersetshire,  vol.  ii.  p.  5], 
on  large  hearths  formed  of  stones,  as  at  Dunkery  Hill,  in 
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that  county ;  but  in  the  same  reign,  pitch-boxes  (i.  e.  posts  with 
cressets  at  the  top,  ascended  by  ladders  or  jagged  poles) 
came  into  use.  [Lord  Coke,  ut  suprctJ]  A  tower,  kept  by 
a  hermit,  with  a  light  by  night,  is  mentioned  as  a  beacon  in 
Rot.  Pari.  6,  7,  8,  Hen.  VI.  By  the  common  law,  no  person 
but  the  king  could  formerly  erect  beacons,  light-houses,  or  sea- 
marks ;  though,  in  later  times,  the  lord  admiral  of  England 
was  empowered  to  construct  them ;  and  by  stat.  8  Eiiz.  a 
similar  authority  was  conferred  on  the  master  and  wardens  of 
Deptford  Strond.  A  tax  called  beaconage  was  in  early  times 
paid  for  the  maintenance  of  beacons. 

Bead,  or  Bkde.  A  small  globular  ornament  used  in  christian, 
classical,  and  modern  architecture. 

Bead-house.  From  the  Sax.  bobe,  a  prayer,  and  huf,  a 
house.  A  dwelling-place  for  poor  religious  persons,  raised 
near  the  church  in  which  the  founder  was  interred,  and  for 
whose  soul  the  beadsmen  or  women  were  required  to  pray. 

Beam-filling.  Masonry,  or  brickwork,  employed  to  flush,  or 
fill  up  a  wall  between  joists  or  beams,  or  in  the  triangular 
space  between  the  wall-plate  of  a  roof  and  the  lower  edge 
of  the  rafters. 

Beauchamp  (Richard),  was  translated  from  the  see  of  Here- 
ford to  that  of  Salisbury,  in  1460,  and  had  been  previously 
employed  in  various  diplomatic  missions.  Being  installed 
Dean  of  Windsor,  in  1477,  he  enjoyed  immediate  inter- 
course with  the  sovereign,  who  about  that  time  was  engaged 
in  making  great  additions  to  the  royal  chapel  at  Windsor ; 
and  Beauchamp  was  appointed  master  and  surveyor  of  the 
works.  He  built  the  great  hall,  "  parlour,  and  chamber," 
in  the  palace  of  Salisbury,  as  Leland  states;  and  also  a 
chantry  chapel,  on  the  south  side  of  the  lady  chapel,  in 
Salisbury  Cathedral,  in  which  he  directed  that  his  body 
should  be  interred.  Ashmole  and  Nasmyth  assert  that  he 
was  buried  at  Windsor;  but  when  his  chapel  was  taken  down, 
during  the  great  alterations  made  at  Salisbury  Cathedral, 
under  the  late  James  Wyatt,  his  remains,  with  an  episcopal 
ring,  &c.,  were  discovered  in  that  chapel.  A  beautiful  niche 
in  the  south  aile  of  St.  George's  Chapel  is  ascribed  to 
Beauchamp,  and  contains  an  inscription   to   his   memory, 

G 
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with  shields  of  arms.  [See  Arch,  ante,  and  PI.  i.  of 
Arches,  No.  18.]  He  died  at  Salisbury,  in  1481. — Dods- 
worth's  Historical  Account;  Arch,  Antiqs,  vol.  iii.  pi.  9,  p.  41 ; 
Cough's  Sep.  Mons.  vol.  ii.  p.  273 ;  Lysons's  Mag.  Brit., 
Berks,  Supp.  p.  722. 

Beaufet.  a  cupboard,  or  niche,  with  a  canopy,  at  the  end 
of  a  hall. — Gostling's  Walk  through  Canterbury,  p.  127. 

Beddern  .  Angl.-Sax.  A  refectory. — [Encyc.  of  Antiqs.  vol.  i. 
p.  334.]  The  beddern  at  York,  or  at  least  its  site,  still  retains 
the  name. 

Bed-mouldings.  The  mouldings  of  the  classic  orders  of 
architecture  between  the  corona  and  the  frieze. 

Bek  (Anthony  de).  Bishop  of  Durham,  was  more  eminent  as  a 
statesman,  and  even  as  a  warrior,  than  as  an  ecclesiastic, 
having  served  with  a  body  of  troops  which  he  raised  during 
the  Scottish  wars  of  Edward  I.  He  built  a  chapel  at  Auck- 
land, in  Durham,  and  a  castle  at  Soraerton,  near  Lincoln. 
He  also  built  or  enlarged  Barnard  Castle,  in  the  county  of 
Durham,  and  other  fortresses.  [Surtees's  Hist,  of  Durham, 
vol.  I.  Int.  p.  35.]  He  died  in  1310. — Anglia  Sacra,  Pars  i. 
p.  754;  McAo/5'5  Lit.  Anec.  vol.  viii.  p.  691. 

Belfry.  Derived,  according  to  Minshew,  from  the  Teutonic, 
bell,  and  the  Latin,yerre,  to  bear ;  belfridus,  berfridus,  here- 
fridus,  bitffredus,  8cc.  low  Lat* ;  beffroi,  Fr.  That  part  of 
a  tower  which  contains  bells.  Originally  it  denoted  a 
tower  on  which  sentinels  were  placed  to  ring  bells,  and 
thus  give  notice  of  the  approach  of  enemies.  The  campanile, 
or  bell-tower,  is  sometimes  detached  from  <he  church  to 
which  it  belongs,  as  at  Chichester,  and  as  formerly  at 
Salisbury,  and  some  other  places.     {See  Tower.) 

Bell.  The  vase  or  body  of  the  Corinthian  and  Composite 
capitals,  called  also  the  tambour  or  drum,  and  the  corbel 
or  basket. 

Bell  ;  or  campana,  Lat.  A  metallic  instrument,  when  con- 
nected with  architecture,  commonly  suspended  in  a  belfry, 
or  upper  part  of  a  church-tower,  and  tolled  or  rung  to  give 
notice  of  the  preparation  for,  or  performance  of,  certain 
religious  ceremonies.     A  peal  of  bells,  consisting  of  six, 
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eight,  ten,  &c.  is  often  rung  upon  Occasions  of  rejoicing. 
The  parts  of  a  bell  are  the  body,  or  carrel,  the  clapper 
within,  and  the  ear,  or  cannon,  without,  whereby  it  is 
hung  to  a  large  beam  of  wood.  Its  usual  material  is  a  com- 
pound of  iron  and  brass,  called  bell-metal.  The  thi6k- 
ness  of  a  bell's  edge  is  commonly  iV^h  of  the  diameter  of  the 
bottom,  and  its  height  twelve  times  its  thickness.  The 
bell-founders,  or  makers,  have  a  diapason,  or  scale,  by  which 
they  regulate  the  size,  thickness,  weight,  and  tone  of  bells  \ 
and  it  may  be  remarked,  that  their  sounds  may  be  h^ard 
further  in  plain  or  flat  countries,  than  in  hilly  places,  and 
still  further  in  valloys  than  in  plains. 

The  origin  and  history  of  bells,  the  vast  sizes  of  some, 
and  the  musical  powers  of  peals,  have  been  subjects  of  dis- 
quisition with  antiquaries ;  but  it  would  occupy  too  much 
space  here  to  go  into  these  details.  Spelman  says,  thai 
bell8*were  first  introduced  into  churches  about  a.d.  400;  by 
Paulinus,  bishop  of  Nola,  and  were  thence  called  Nolte, 
Bingham  [Works,  vol.  i.  p.  16,]  considers  this  a  vulgar 
error.  Bentham  [Hist,  of  Ely,  Supp.  by  Stephenson,  p.  160,] 
remarks  that  the  earliest  use  of  campanse  was  about  605, 
when  Pope  Sabinianus  ordered  some  to  be  fixed  in  churches. 
Bede  mentions  them  as  early  as  608.    {See  Tower.) 

Bell-gable.  A  modem  term  applied  to  the  gable  of  a  rje^^ 
ligious  edifice,  having  a  plain  or  ornamented  niche  for  the 
reception  of  one  or  more  bells ;  such  are  those  of  Swarke- 
stone,  in  Derbyshire ;  Northborough  and  Peakirk,  in 
Northamptonshire ;  Casterton  and  Essendine,  in  Rutland- 
shire; and  many  others.  [Rickman^s  Attempt,  3d  ed.  pp. 
151,  277,  297.}  These  niches  sometimes  occur  in  churches 
having  htW-towers^  as  at  Welboufne,  in  Lincolnshire;  at 
Newark,  in  Nottinghamshire,  8lc. — /fr.  pp.  236,  287. 

Belt.  Sometimes  termed  a  stone-string,  string-course,  and 
blocking-course.  A  course  of  stones  projecting  from  a  wall, 
either  moulded,  plain,  fluted,  or  enriched.  It  is  commonly 
weathered  on  the  upper  side,  and  throated  on  the  under 
side,  to  form  a  drip. 

Belvedere.  Locus  editus,  Lat. ;  schane  aussichl  auf  enim 
schloss,  Germ.  A  turret,  lantern,  or  cupola,  raised  above 
the  roof  of  a  building.     From  the  Italian  adjective  bello. 
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beautiful,  and  vedere,  to  see.  Villas  ia  Italy  have  commonly 
a  saloon,  or  gallery,  commanding  the  best  view  from  the 
bouse.  The  name  is  sometimes  given  to  small  ornamental 
buildings  on  high  land  in  gardens  and  pleasure-grounds. 
One  of  the  galleries,  or  open  corridors,  of  the  Vatican 
Palace  is  called  '^  The  Belvedere/'  on  account  of  the  fine 
prospect  it  commands-:  from  this  gallery  the  celebrated 
statue  of  Apollo  took  its  distinctive  name. 

Bema.  From  fianu^  Gr.,  to  go  up,  to  ascend.  A  word  of 
various  signification,  denoting  sometimes  the  ambo,  or 
reading-desk ;  sometimes  the  seat,  or  throne,  of  a  bishop 
and  a  presbyter;  and  not  unfrequently  the  chancel,  or 
that  part  of  a  church  in  which  those  thrones  and  the  altar 
stood. — Bingham's  Works,  vol.  i.  p.  297.    {See  Ambo.) 

Benatura,  Benitier,  or  Benoistier.  Nor.  Fr.;  benedicta^ 
Hum,  low  Lat.  from  benedictus,  blessed.  A  vessel  to  contain 
holy  water ;  commonly  a  small  font,  or  piscina.  The  term 
staff'benature  occurs  in  the  will  of  William  Bruges,  dated 
Feb.  26,  1449,  and  is  supposed  by  Mr.  Nicolas  to  be  the 
"  sprinkling  brush  with  a  silver  handle,  called  by  the 
Romanists  at  this  day  asperges,  from  the  old  Roman  as- 
pergillum,  or  sprinkler." — Test.  Vetust.  vol.  i.  p.  266. 

Bench  Table.  A  low  stone  seat  round  the  interior  of  the 
walls  of  many  churches.  See  contract  for  building  Fother- 
inghay  Church,  Dugdale's  Men.  Aug*  vol.  iii.  p.  162. 

Benedict,  or  Benezet  (St.),  a  Frenchman  of  the  twelfth 
century,  who  constructed  a  great  bridge  across  the 
Rhone,  between  Avignon  and  Villeneuve,  which  Mr.  Whit- 
tington  calls  **  one  of  the  grandest  efforts  of  architectural 
skill  which  France  ever  produced." — [Hist,  Survey,  p.  60.] 
The  foundation  of  this  bridge  was  laid  in  1171,  and  the 
work  was  completed  in  1188.  One  of  the  arches  having 
given  way,  Benedict  repaired  it.  Afterwards,  he  built  an 
hospital  for  religious  persons,  called  ''  les  Frires  du  Pont** 
to  whom  the  care  of  the  bridge  was  delegated.  Here  he 
resided  till  the  time  of  his  death,  which  happened  in  1195^ 
when  he  was  interred  in  a  chapel  raised  on  one  of  the  piers 
of  the  bridge.  —  Filibien,  Vies  des  Arch,  liv.  iv.  p.  201; 
Vificent.  Bellov.  Spec,  Historiar,  lib.  xxix.  cap.  21. 
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Benetier.  Gr.  A  holy-water  basin,  or  piscina.  (See  Ben  a- 
TURA.) — Archa.  vol.  xi.  p.  365. 

Berham  (Helias  de),  or  Elias  de  Derham,  as  written  in  the 
Salisbury  records,  an  English  architect  in  the  reigns  of 
kings  John  and  Henry  III.,  was  canon  of  Salisbury  at  the 
foundation  of  the  cathedral  in  that  city,  and  was  overseer  of 
the  works  for  twenty-five  years,  during  the  building  of  the 
church. — Leland^s  Jtin.  vol.  iii.  p.  80 ;  WalpoWs  Anec* 
dotes,  vol.  III.  p.  80,  ed.  1826. 

Berneval  (Alexander  de),  a  Norman  architect  of  the  fif- 
teenth century,  was  master  of  the  works  to  the  church 
of  St.  Ouen,  at  Rouen,  which  was  finished  under  bis  super- 
intendence. His  tomb  bears  the  following  inscription : 
'*  Cy  gist  M*.  Alexandre  de  Berneval,  maistre  des  ceuvres  de 
messonnerie  au  Baillage  de  Rouen  et  de  cette  Eglise,  qui  tr6- 
passa  k  Tan  de  grace  1440,  le  5  Janvier." — Hist.  ASbat, 
R.  de  St.  Ouen,  liv.  ii.  p.  197. 

Bernini  (Giovanni  Lorenzo),  commonly  called  the  Cavalier 
Bernirti,  a  celebrated  Italian  sculptor  and  architect.  Among 
his  works  were  the  baldachin  of  bronze  over  the  high  altar 
of  St.  Peter's  tshurch,  at  Rome ;  also  the  piazza,  colonnade, 
portico,  and  staircase,  in  the  same  edifice.  After  the 
death  of  Pope  Urban  VIII.  in  1644,  Bernini  was  dismissed 
from  the  office  of  architect  of  St.  Peter's,  and  Borromini 
was  appointed  to  succeed  him.  Dying  at  Rome  in  1680, 
he  was  interred  in  the  church  of  Santa  Maria  Maggiore,  in 
that  city. — Temples  Anciens  et  Modemes,  8ic.  par  M.L.  M., 
p.  254;  Milizia's  Lives  of  Architects,  by  Cresy,  vol.  u. 
contain  some  romaatic  accounts  of  the  wonderful  talents 
and  works  of  Bernini.  —  See  list  of  his  buildings  in 
Gtoilfs  Not.  Arch.  Ital.  p.  87. 

Beryl,  Beryllus.  Lat. ;  pns^Xkog,  Gr.  A  species  of  talc, 
called  by  Pliny  lapis  specularis,  which,  easily  splitting  into 
thin  transparent  plates,  or  laminsB,  was  in  old  times  used 
for  glazing  windows.  Some  crystal,  or  glass,  thus  denomi- 
nated, is  said  by  Leland  {Itin.  vol.  i  v.  p.  75;  vol.  vui.  p.  32.) 
to  have  been  employed  in  the  hall  of  Sudeley  Castle,  in  the 
reign  of  Hen.  VI.  Whitaker  supposed  beryl  to  have  been  the 
gem  so  called,  which  is  repeatedly  mentioned  in  the  inventory 
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of  conyentual  property,  preserved  Id  the ''  Monasticon/'  among 
*  the  ornaments  of  cups,  reliquaries^  and  candlesticks,    [iiric. 
Cath.  of  Cornwall,  vol.  ii.  p.  280.]     Chaucer,  in  describing 
an  imaginary  building,  says, 

"  Me  though  ten  by  Sainct  Gile, 
That  alle  was  of  stone  of  beriUe.** 

House  of  Fame. 

Lydgate  also  mentions  beryll  and  clere  crystal  in  windows. 

BiCELLUM.  I<ow  Lat.  from  bis,  twice,  and  cella,  a  cellar;  or 
store-house.  The  dwelling  of  a  tradesman,  having  under 
it  two  vaults  for  the  reception  of  merchandise. — Du  Cange. 

BiCHOCA,  BicocA,  or  Bichocha.  Low  Lat. ;  gueriie,  Fr.  A 
turret,  or  watch-tower. — Carpentier,  Gloss.  Nov. 

Big,  Bigg.  Sc.  from  Ang.-Sax.  byejan,  to  build.  "  Also  he 
bigged  the  great  hall  at  Stirling,  within  the  said  castle." 
— Pitscottie,  p.  86  ;  Jamieson,  Etym.  Diet. 

BiGELF.  Ang.-Sax.     An  arch,  a  chamber. 

Biggar.  a  person  who  carries  on  a  building. — Jamieson's 
Etym.  Did. 

Bigging,  Sc.  A  building,  properly  a  house,  of  a  larger  size, 
as  opposed  to  a  cottage :  also  a  tower. 

*'  Thai  led  Wallace  quhar  that  this  byggynge  wass, 
He  thocht  to  assaill  it,  ferby  or  he  wald  pass.'* 

Jamieson,  Etym.  Diet. 

BiLLET-MOVLDiNG.  Froui  bUlct,  Fr.,  a  small  stick.  An 
ornament  used  in  string-courses,  and  the  archivolts  of 
windows  and  doors.  It  consists  of  short  and  small  bits  of 
cylindrical  stone,  about  two  or  three  inches  in  length,  placed 
in  hollows,  with  an  interrupted  space  about  the  length  of 
the  billet. 

BiRDE  (Wm.),  Prior  of  Bath,  died  in  1525.  He  prosecuted  the 
building  of  the  Abbey  Church,  which  had  been  begun  by 
Bishop  King,  and  also  erected  a  very  handsome  chantry 
chapel  on  the  south  side  of  the  high  altar. — BrittorCs  Hist, 
of  Bath  Abbey  Church. 

Biscop  (Benedict),  an  ecclesiastic  and  architect  of  the  seventh 
century^  who  repeatedly  visited  Rome ;  about  the  year  669 
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he  returned  thence  with  Theodore,  archbishop  of  Canterbury, 
bringing  with  him  artists  and  materials  to  erect  and  orna- 
ment a  new  church,  which  he  had  founded  at  Weremouth : 
images,  pictures,  books,  relics,  and  rich  vestments,  are  men- 
tioned among  the  articles  he  then  imported.  He  also  sent 
to  France  for  persons  skilled  in  the  arts  of  making  and 
staining  glass,  with  which  he  intended  to  glaze  the  windows 
of  his  church.  It  is  said  to  I^ve  been  built  **  Romano 
more/' i.e.  in  the  Roman  manner.  To  him,  and  to  Wil- 
frid, archbishop  of  York,  is  attributed  the  introduction  to 
England  of  the  Roman  fashion  of  building  and  glazing. — 
BediR  Hist.  EccL  lib.  iv.  c.  18;  Milner^s  Treatise,  p.  24. 

BispiA.  Low  Lat.  from  the  Sp.  bispe,  a  bishop.  A  bishoprick, 
or  episcopal  palace. — Carpentier,  Gloss.  Nov. 

BisTURRBs.  Low  Lat.  Small  towers,  placed  at  intervals  in  the 
walls  of  a  fortress,  to  command  the  operations  of  besiegers. 
iDu  Cange.^  In  the  following  passage,  bisturres  appear  to 
be  synonymous  with  barbican :  '*  Bisturris  quee  est  ante  ipsam 
turrim." — Carpentier,  Gloss.  Nov. 

Bleostaning.    Ang.-Sax.    Mosaic  pavement. 

Block-house.  A  building  erected  by  besiegers  for  the  invest- 
ment of  a  castle.  [Froissart's  Chron.  trans,  by  Johns,  vol.  hk] 
In  the  tenth  century,  block-houses  were  built  and  occupied 
as  forts.  [Nichols's  Progr.  of  Queen  Eliz.  vol.  ii.  p.  12.] 
In  Henry  the  Eighth's  reign,  several  block-houses  were 
erected  on  the  southern  and  south-western  coast  of  England. 

Blocking,  or  Blocking-course.  A  course  of  masonry,  or 
brick-work,  laid  on  the  top  of  a  cornice  crowning  a  wall. 

Bloet  (Robert),  Chancellor  to  King  William  II.,  was  raised  to 
the  see  of  Lincoln  in  1092,  and  prosecuted  the  building  of  the 
cathedral,  which  was  begun  by  his  predecessor,  Remigius. 
The  west  front  and  its  two  towers  are  supposed  by  Mr. 
Essex  to  have  been  parts  of  the  structure  built  by  Bishops 
Remigius  and  Bloet.  The  latter  died  in  112«3. — Archaolog. 
vol.  IV.  p.  150  ;  Angl.  Sacr.  Pars  ii.  p.  416 ;  Vetusta  Mon. 
vol.  irj. ;  Wild's  Illust.  of  Lincoln  Cath. 

Blois  (Henry  de),  Bp.  of  Winchester  in  the  twelfth  century, 
was  brother  of  King  Stephen,  and  consequently  nephew  to 
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William  the  Conqueror.  In  1126  he  was.  made  Abbot  of 
Glastonbury,  and  in  1129  raised  to  the  see  of  Winchester, 
over  which  he  presided  many  years.  Giraldus  Cambrensis, 
his  contemporary,  describes  him  as  active  and  enterprising 
in  undertaking  works  of  magnitude.  It  is  related  that  he 
directed  additions  to  the  churches  of  Glastonbury,  Romsey, 
and  Winchester,  and  that  the  greater  part  of  the  church  of 
St.  Cross,  near  Winchester,  was  built  by  him,  between  the 
years  1132  and  1136.  The  invention  of  the  pointed  arch 
has  been  attributed  to  this  prelate  by  Dr.  Milner;  and 
he  refers  to  the  church  of  St.  Cross  as  affording  the  earliest 
examples  of  its  occurrence. — [Treat,  on  EccL  Arch.  p.  81.] 
Besides  those  religious  edifices,  De  Blois  left  other  speci- 
mens of  his  architectural  talents.  "  Anno  1 138,  fecit  Hen- 
ricus  Episcopus  eedificare  domum  quasi  palatium  cum  turri 
fortissimo  in  Wintoni&,  Castellum  de  Merdona,  et  de  Fern- 
ham,  et  de  Wantham,  et  de  Duntona,  et  deTantona." — 
[Angl.  Sacr.  Pars  i.  p.  299.]  The  political  tumults  in  the 
latter  part  of  the  reign  of  Stephen,  in  which  the  bishop  was 
deeply  involved,  put  a  stop  to  his  buildings ;  and  the  re- 
mainder of  his  long  episcopacy  appears  to  have  been  devoted 
to  the  cultivation  of  literature.  He  died  in  1171. — Cath. 
Antiq.  Winchester,  p.  112;  Hawkins's  Goth,  Arch.  pp.  122, 
136;  Milner's  Winchester,  vol.  i.  p.  223  ;  vol.  ii.  p.  144. 

Boasting,  in  sculpture  or  carving,  is  the  rough  cutting  of  a 
stone  to  form  the  outline  of  a  statue  or  ornament. 

Bocatorium.  Boezaria  and  Boquaria,  low  Lat.  A  slaughter- 
house :  thus,  in  an  inquisition,  anno  1288,  "  Quilibet  ma- 
cellaritts,  pro  qu&libet  vacca,  seu  pro  quolibet  bove,  quern 
Occident  in  boezaria"  &c. — Carpentier,  Gloss.  Nov. 

BoDiuM.  Low  Lat.  A  crypt,  or  subterraneous  chapel:  thus, 
in  a  charter  dated  anno  1218,  we  find,  '*  capellanos,  qui  in 
bodio  ecclesisB  missam  celebrent.*' — Carpentier,  Gloss.  Nov. 

BoERiA.  Low  Lat. ;  from  the  Nor.  Fr.  boerie.  A  manor-house 
or  large  country  dwelling.  *'  Boeria,  cum  terris  vineae, 
et  aliis  terris  eidem  spectantibus,"  occurs  in  a  charter, 
anno  1299;  and  in  another,  dated  1318,  we  read,  ''quandam 
boeriam  sive  mansam."— Caiyewrier,  Gloss.  Nov. 

Boltel.     {See  Bottel.) 
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BoLVETAs.  Low  Lat.    (See  Bulwark.) 

Bon  ANNO  of  Pisa,  an  architect  and  sculptor  of  the  twelfth 
century,  in  conjunction  with  William,  whom  Vasari  sup- 
posed to  be  a  German,  built  the  famous  leaning  tower  at 
Pisa,  about  the  year  1174.  Several  other  works  were 
executed  by  him  in  the  neighbourhood  of  that  city,  where 
he  was  living  in  the  year  1 180. — Felibien,  Vies  des  Arckit, 
liv.  IV.  p.  197. 

Bond,  in  brick-laying  and  masonry,  is  the  arrangement  or 
placing  of  bricks  or  stones  in  such  a  manner  as  to  form  an 
inseparable  mass  of  building,  by  preventing  the  vertical 
joints  from  falling  immediately  over  each  other. 

Bond-stones  are  such  as  extend  through  the  thickness  of  a 
wall,  at  right  angles  to  its  face,  in  order  to  bind  it  together* 

Bond-timber.  Timber  placed  longitudinally  in  walls  to  bind 
them  together,  and  distribute  the  pressure  equally. 

BoRD.  Sax.;  borduy  low  Lat.  A  cottage.  The  term  frequently 
occurs  in  Domesday  Book. 

Boss.  A  sculptured  key-stone,  or  carved  piece  of  wood,  or. 
moulded  plaster,  placed  at  the  intersection  of  ribs  or  groins 
in  vaulted  and  in  flat  roofs ;  and  sometimes  inserted  in  the 
large  longitudinal  rib  that  extends  over  the  nave,  choir,  &c. 
of  churches.  The  size,  style  of  enrichment,  and  character 
of  bosses,  varied  at  different  periods.  They  sometimes 
contain  shields  of  arms,  initials,  emblems,  and  even  his- 
torical subjects.  Specimens  are  engraved  on  two  accom- 
panying plates,  with  the  names  of  the  churches,  8cc.  where 
they  are  to  be  found.  Nos.  1  and  2,  in  Plate  I.  are 
examples  of  the  earliest  Norman  bosses,  on  bold  and  simple 
rib  mouldings.  The  five  next  in  order,  from  York  Cathedral, 
are  of  varied  foliage ;  whilst  the  four  numbered  8,  9,  11,  and 
12,  contain  figures  in  bassi-relievi.  In  the  second  plate 
there  is  much  fanciful  and  tasteful  design  in  the  playful 
variety  of  forms  and  ornaments  :  the  four  numbered  8,  10, 
11,  and  12,  are  from  the  ceiling  of  one  of  the  prebendal 
houses  at  Windsor. 

BoTERAss.    {See  Buttress.) 
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BoTTEL,  BouTEL,  OF  BowTBLL,  probably  derived  from  bolt, 
an  arrow.  The  shaft  of  a  clustered  pillar,  or  a  shajfl  attached 
to  the  jambs  of  a  door  or  window.  The  term  is  sometimes 
applied  to  any  cylindrical  moulding,  such  as  a  torus,  Wil- 
liam of  Worcester  mentions  bowtelh  in  his  description  of  the 
great  gate  of  Redcliffe  Church,  Bristol.  [/iftVi.  p.  169.]  The 
reredosses,  or  screens,  at  the  back  of  the  seats  in  the  Beau- 
champ  Chapel,  Warwick,  were  ordered  to  have  *'  a  crest  of 
fine  entail,  with  a  bowtel  roving  on  the  crest/'  [Arch.  Antiqs. 
voL  IV.  p.  11.]  The  bowtel  here  named  is  a  round  moulding 
like  a  staff,  placed  at  the  upper  part  of  the  leaves,  which 
form  the  crest. — See  Arch.  Antiq.  vol.  iv.  p.  11 ;  also  con- 
tract for  building  Fotheringhay  Churchy  Dugdale's  Mon. 
Ang.  vol.  III.  p.  162.  In  the  latter  the  windows  are  directed 
to  *'  have  no  bowtels  at  all." 

Bouquet.  Fr.    (See  Finial.) 

BovA.  Low  Lat. ;  from  the  old  Fr.  bove,  a  cave ;  or  the  Sp. 
boveda,  an  arch.  A  wine-cellar :  thus,  ''  Johannes  de  le  Val 
caveam  sen  bovam  adivit,  et  cepit,  caus&  potus^  tres  caudas 
vini." — Carpentier,  Gloss.  Nov. 

Bow.  From  the  Teut.  boghe.  An  arch,  or  gate-way.  "  The 
falline  downe  of  the  three  bowis  of  the  brig  of  Tay/*  &c. 
[Jamieson,  Etym.  Dic.l  The  gates  of  Edinbui^h  were 
formerly  calletd  bows,  and  the  streets  in  which  they  stood  are 
so  denominated  to  this  day.  **  And  first  in  the  throte  of  the 
bow  were  slayne,"  8cc.  [Ifwox,  Hist.  p.  81.]  One  of  the 
gates  at  Lincoln  is  still  called  the  Stone  Bow.  We  recog- 
nise the  ancient  use  of  this  term  in  Bow-bridge,  Essex, 
Bow-bridge,  Leicester,  the  church  of  St.  Mary  le  Bow, 
London,  8cc. 

Bower.  From  the  Sax.  bup,  a  chamber;  or  from  the  Icl.  baran, 
to  dwell.  [Scott's  Ballads,  Gloss,  vol.  v.  p.  1.]  "  A  small 
chamber  for  ladies,  richly  wrought,  and  ornamented  with 
circular  or  multangular  windows."  In  the  northern  counties, 
bower  is  occasionally  used  for  bed-chamber. 

Bowtell.     (See  Bottel.) 

Boyfield  (John),  Abbot  of  Gloucester,  in  the  fourteenth 
century,  was  supervisor  of  the  works  in  the  time  of  the  two 
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preceding  abbots,  when  great  improvements  were  made  in 
the  choir  of  the  cathedral.  Mr.  Dallaway  says, — **  To  John 
Boyfield  we  may  fairly  attribute  the  stupendous  vault  of  the 
choir;  and  he  lived  to  see  it  finished,  before  1381/'  in  which 
year  he  died.  The  same  writer  conjectures,  from  the  simi- 
larity of  the  workmanship,  that  the  cloisters  at  Gloucester 
were  projected  by  Boyfield,  though  the  building  of  them  was 
begun  by  the  next  abbot. —  Observations  on  Eng,  Arch. 
pp.  73,  79 ;  Caih»  Antiqs.  Gloucester. 

BoziGA.    Low  Lat.     A  house,  or  dwelling. — Da  Cange. 

Bracket.  A  terra,  though  originally  used  in  carpentry  to 
denote  a  sort  of  wooden  stay,  in  form  of  a  knee,  or  shoulder, 
to  support  a  shelf  annexed  to  a  wall,  is  now  applied  to  the 
numerous  stone  and  other  shelves  affixed  to  the  walls  of 
churches  and  other  buildings,  to  support  lamps,  statues, 
ribs,  8cc.  A  bracket  is  the  same  as  corbel.  {See  Corbel.) 
As  shewn  in  the  annexed  engraving,  these  pleasing  orna- 
ments exhibit  a  great  variety  of  design ;  among  which, 
Nos.  4  and  6,  from  the  crypt  under  the  chapter-house  of  Wells 
Cathedral,  and  No.  12,  from  the  vestibule  to  the  chapter- 
house of  Salisbury,  are  very  beautiful.  No.  15  is  a  sort  of 
truss,  or  cantiliver,  to  support  the  vaulted  rib  of  the  timber 
roof  of  Crosby  Hall,  London;  and  No.  10,  from  Canterbury 
Cathedral,  ought  rather  to  be  called  a  pedestal  than  a 
bracket.  Nos.  13  and  14  form  bases,  or  supports,  to  small 
columns. 

Bramante  (Lazzari,  or  d'Urbino),  an  Italian  architect,  bom  at 
Castel  Durante,  in  the  territory  of  Urbino,  about  the  year 
1444.  Cardinal  Caraffa  employed  him  to  rebuild  the  convent 
della  Pace,  at  Rome.  On  the  accession  of  Julius  IL  he 
was  appointed  to  superintend  the  buildings  belonging  to  the 
holy  see.  Under  that  pontiff  he  made  plans  for  rebuilding 
the  church  of  St.  Peter,  at  Rome,  which  work  has  immor- 
talised his  name :  the  foundation  was  laid  in  1506,  and  the 
work  proceeded  with  such  celerity  that  the  building  was 
carried  up  to  the  entablature,  and  the  four  great  arches  to 
support  the  dome  were  turned,  before  the  architect  died,  in 
1614. — Milizia's  Lives,  8cc.  vol.  i.  p.  203;  Wood's  Letters 
of  an  Architect,  vol.  i.  p.  361. 
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Branches.     In  some  old  accounts  the  ribs  of  groined  ceilings 
are  called  by  this  name. 

Branched-work.  a  name  given  to  the  carved  and  sculptured 
leaves  and  branches  in  monuments  and  friezes. 

Brass  (sepulchral).  A  plate  of  metal  commonly  affixed  to  a 
flat  grave-stone ;  sometimes  plain,  but  more  frequently  having 
effigies,  armorial  bearings,  See.  inscribed  upon  it.  Brasses, 
bearing  portraitures  described  by  indented  lines,  were  manu- 
factured in  Flanders,  and  are,  therefore,  most  numerous  in 
those  parts  of  England  which  held  commercial  intercourse 
with  that  country.  INicolas^s  Test.  Vetust.  note  1.  p.  xxv.] 
According  to  Mr.  Gough  {Sep.  Mon.  vol.  i.  Part  i.  p.  c), 
flat  grave-stones,  inlaid  with  brass,  both  with  and  without 
inscriptions,  were  common  in  England  as  early  as  the  be- 
ginning of  the  thirteenth  century.  He  specifies  the  figure  of 
Bishop  de  Luda,  1298,  at  Ely.  Rudder,  in  his  HUt.  of 
Gloucestershire ,  notices  one  at  Badmington,  dated  1276. 
Gough  states,  that,  at  the  commencement  of  the  following 
century,  the  ''  brass  figures  were  so  common,  that  in  1308  a 
canon  of  Hereford  could  afibrd  a  very  handsome  one,  though 
it  is  the  oldest  sepulchral  brass,  now  entire  and  well  pre- 
served, that  I  have  seen."  During  the  Reformation,  many 
of  these  sepulchral  memorials  were  torn  from  the  grave- 
stones and  sold.  Queen  Elizabeth,  in  1560,  issued  a 
proclamation  for  the  prevention  of  such  sacrilege;*  which 
not  being  strictly  attended  to,  she  twelve  years  afterwards 
commanded  her  justices  of  assize  to  punish  ofienders  with 
great  severity.  Many  of  the  finest  of  these  specimens  have 
been  delineated  by  Hollar.  Gough* s  Sepulchral  Monuments 
abounds  with  them,  and  contains  also  an  essay  on  the  subject. 
In  Carter's  Specimens  of  Sculpture  and  Painting  are  many 
interesting  ones.  Mr.  Cotman  has  published  a  series  from 
the  counties  of  Norfolk  and  Suffolk  ;  and  many  others  will 
be  found  engraved  in  most  of  the  English  county  histories. 

Brattishing.    Carved  open-work,  mentioned  in  the  descrip- 
tion of  St.  Cuthbert's  shrine,  as  forming  a  crest  on  its 

*  The  writer  of  this  note  is  in  possession  of  a  brass  monumental  effigy  of  a 
lady,  which  the  incumbent  of  a  parish  in  Warwickshire  sold,  from  his  church, 
to  a  (umiture-broker  at  Banbury,  so  recently  as  the  year  1825! — W.  Hamper. 
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cover. —  DavU^s   Antiqs.  i^c.  of  Durham^  ed.  1767,  p.  8. 
(See  Bretexed.) 

Bray,  or  Brace.  Braca,  or  bracca,  low  Lat. ;  from  the  Non 
Fr.  brace,  a  rampart.  Lodge  calls  it  a  **  strong  tower,  or 
block-house,  in  the  outworks  of  a  fortification  before  the 
port/'  thus  making  it  synonymous  with  barbican;  but  in 
the  authorities  quoted  by  Du  Cange,  the  term  signifies  an 
earthen  mound,  or  bank. 

Break.  Any  projection  or  recess  from  the  general  surface  or 
wall  of  a  building. 

Break-joint.  The  arrangement  of  stones,  or  bricks,  in  the 
construction  of  a  wall,  in  such  a  manner  as  not  to  allow 
two  joints  to  occur  immediately  over  each  other.  {See 
Bond.) 

Breort-weall.  Ang.-Sax.  A  wall  breast  high;  in  some 
cases  equivalent  to  parapet. 

Brest-summer,  Bressummer.  A  lintel,  or  beam,  placed  in 
front  of  a  building  to  support  an  upper  wail. 

Bretachije.  Wooden  towers,  attached  to  fortified  towns,  or 
camps. — Du  Cange. 

Bretexed.    Embattled.    From  the  Fr.  bretii,  to  indent. 

"  And  everie  touir  bretexed  was  so  clene." 

Ltfdgate't  Siege  of  Troy. 

Brick.  From  the  British,  brie  [TFAiV.  Manclu  vol.  ii. 
p.  268] ;  or  from  the  Dutch,  brick;  brique,  Fr. ;  iaier,  Lat.; 
ladrillo,  Sp. ;  der  Backstein,  Germ.  A  sort  of  factitious 
stone,  composed  of  argillaceous  earth,  or  clay,  sand,  and 
ashes,  tempered  and  formed  in  a  mould,  dried,  and  burnt  in 
a  clamp,  or  kiln.  The  earliest  buildings  of  Asia,  as  we 
learn  from  the  Old  Testament,  were  constructed  of  bricks 
dried  in  the  sun.  The  making  of  bricks  was  one  of  the 
labours  to  which  the  Israelites  were  subjected  during  their 
servitude  in  Egypt.  The  Greeks  and  Romans,  according 
to  some  authorities,  made  use  of  bricks,  both  burnt  and 
unbumt :  most  of  the  old  houses  of  Rome  were  built  of 
the  latter  kind.  The  first  use  of  baked  bricks  is  un- 
certain.   Vitruvius  (lib.  it.  cap.  3,)  informs  us  that  three 
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sorts  were  used  in  his  time, —  the  didoron^  which  was  in 
general  use  among  the  Romans ;   the  tetradoron,  and  the 
pentadoron,  chiefly  used  by  the  Greeks.    This  account,  with 
trifling  variation,  is  confirmed  by  Pliny  [Nat,  Hist.  ed.  Hard. 
vol.  II.  p.  714];  but  that  the  Romans  had  no  exact  moulds 
for  their  bricks,   appears   from   a   table   of  measurements 
of  thirteen  diflerent  specimens,  all  of  which  vary  in  their 
dimensions.   [Arch(Eol.  vol.  ii.  p.  185.]  By  the  writers  of  the 
middle  ages,  we  find  mention  of  the  lydion  (12  in.  by  6), 
the  quadrellus,  and  the  tavel/a  (7  in.  by  3^),  and  an  inferior 
sort  called  biscottus,     [Du  Cange.']     The  Jews  inscribed 
mystical  and  other  characters  upon  their  bricks  [Archao/. 
vol.  XIV.  pp.  55,  205);  and  the  custom  was  continued  by 
the  Romans.     In  Lei,  Collect,  vol.  i.  preface,  p.  Ixxi.  is  an 
engraving  of  one,  on  which  is  represented  the  story  of  Samp- 
son with  the  foxes  and  firebrands.   [Archaol.  vol.  i.  p.  139.] 
Brickwork  was  styled  by  the  Saxons  tgel  geweire.     They 
and  the  Normans  continued  to  make  and  use  bricks,  under 
the  name  of  wall-tiles,  after  the  manner  of  the  Romans, 
until  the  time  of  Henry  II.     During  the  wars   in   France 
and  Flanders,  by  Kings  Edward  I.  and  II.,  the  Flemish 
mode  of  making  bricks  was  adopted  in  England,  and  an 
imitation   of  the  high-pointed   gables  to  houses  was  also 
practised  by  the  English.     lArchaoL  vol.  iv.  pp.  73,  109.] 
In  the  reign  of  the  latter  monarch,  wall  tiles  were  used  in 
the  construction  of  the  Lady  Chapel  at  Ely,  and  were  then 
valued  at  35.  8^.  per  thousand;  the  like  number  o^ floor 
tiles  was  worth  d^.  or  75.,  and  the  maker  was  paid   \2d. 
for  a  thousand.      [BenthanCs  Ely,  Suppl.  p.  66.]     The 
price  of  floor  tiles  was  \s.  per  hundred,  10  Edward  III., 
and  in  the  26th  year,  \2s.  per  thousand.     [Smith's  Aniiqs. 
of  Westm.  p.  199.]     Leland  tells  us  [Itin.  vol.  i.  p.  49], 
that  in  the  time  of  Richard  II.  the  town  of  Kingston- 
upon-HuU    "  was    inclosed    with    diches,    and    the    waul 
begon,  and  yn   continuance  endid  and  made  all  of  brike, 
as  most  part  of  the  houses  of  the  town  at  that  time  was  : 
in  the  walle  be  four  principal  gates  of  brike."    The  price 
of  bridu  was   then   6s.  8d.  per  thousand.      [Archaol.  ut 
supra.l     In   the  first  year   of  Henry  the   Fourth,   license 
[Rot.  Chart.  No.  21,  in  Turre,]  was  given  to  Sir  Roger 
Tenys  to  embattle  and  fortify  his  manor-house  of  Hurst- 
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Monceaax,  county  of  Sussex,  which  is  wholly  of  brick. 
According  to  Dean  Lyttleton,  it  was  built  soon  after  the 
license  had  been  obtained.  The  seat  of  the  Tyrrels,  at 
Heron  Hall,  co.  Essex,  which  is  instanced  by  the  Dean  as 
being  of  nearly  coeval  date,  is  said  to  have  been  erected 
by  Sir  John  Tyrrel,  overseer  of  the  carpenters  of  the  new 
works  at  Calais,  temp.  Hen.  V.  lArchaoL  vol.  i.  pp.  87 — 89.] 
Although  it  has  thus  been  shewn  that  bricks,  according  to 
the  present  acceptation  of  the  term,  have  been  occasionally 
used  from  the  earliest  ages,  yet  it  appears,  from  the  accounts 
of  King's  College  Chapel,  Camb.,  temp.  Henry  VI.,  that  they 
were  even  then  known  by  the  name  of  wall  tiles.  In  that 
reign,  however,  they  seem  to  have  become  fashionable,  and 
have  continued  in  general  use  to  the  present  day.  During 
the  reigns  of  Henry  VIII.  and  the  succeeding  monarch, 
checkered  compartments  of  flint,  with  diagonal  lines  of 
dark  glazed  bricks^  were  frequently  introduced  into  the 
fronts  of  buildings.  [Arch,  Antiqs.  voK  i.  account  of  Layer 
Marney  Hall.]  A  gate^  erected  by  Hans  Holbein,  about 
the  year  1530,  opposite  the  Banqueting-house  at  West- 
minster, was  of  this  description;  but  the  buildings  of  the 
age  were  not  unfrequently  constructed  of  red  bricks, 
checkered  with  others  glazed  and  of  darker  hue.  During 
the  reigns  of  Mary  and  Elizabeth,  the  fronts  of  houses  and 
the  shafts  of  chimnies  were  frequently  covered  with  the 
ornaments  of  the  Italian  orders,  imitated  in  burnt  clay. 
Subsequently,  the  walling  consisted  of  two  thin  shells  of 
bricks,  filled  up  with  rubbish.  [ArchaoL  vol.  iv.  p.  107.] 
A  better  method  was,  however,  introduced  by  Inigo  Jones. 
The  art  of  making  bricks,  as  now  practised,  is  said  to  have 
been  adopted  by  Sir  Ridiard  Crispe,  the  friend  of  King 
Charles  I.  [Lysons's  Envir.  vol.  ii.  p.  402.]  For  further 
particulars  respecting  bricks,  see  the  London  Building  Act, 
anno  14  Geo.  III.;  also,  the  Index  to  the  first  fifteen  volumes 
of  the  Arc/ueologia. 

Bridge,  from  bpyc  or  bpycje,  Sax.;  porfs,  Lat. ;  pont,  Fr. ; 
ponte,  It.;  die  briicke,  Ger.  A  work  of  carpentrjy^masonry, 
or  iron,  constructed  over  a  river,  canal,  &c.,  for  the  purpose 
of  carrying  a  road,  or  path- way,  from  one  side  to  the  other. 
The  extreme  supports  of  a  bridge,  whether  it  has  one  or 
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more  apertures,  or  arches,  are  called  butmeuts,  or  abutments; 
the  parts  sustaining  the  arches,  or  lintels,  are  named  piers,  or 
pillars ;  and  the  fences  on  the  sides  of  the  road -way  are  called 
parapets.  When  a  bridge  is  intended  both  for  carriages  and 
for  foot-p&ssengerSy  it  has  generally  a  road  in  the  centre,  and 
paved  or  other  raised  paths  on  each  side.  A  noble,  but  simple 
and  appropriate  bridge,  over  a  wide  river,  is  among  the  most 
imposing  works  of  architecture.  In  former  times,  as  well  as  in 
the  present  age,  there  has  been  too  much  affectation  of  orna- 
ment and  show  in  these  edifices,  which,  unless  in  union 
with  palaces  and  great  public  buildings,  should  be  plain, 
substantial,  and  formed  of  the  most  lasting  materials. 
'  Without  adverting  to  the  history  and  characteristics  of  the 
bridges  of  different  nations,  it  will  be  expedient,  and  conso- 
nant to  the  plan  of  this  Dictionary,  to  notice  some  of  the 
most  remarkable  structures  of  this  kind  belonging  to  the 
middle  ages. 

Before  the  invention  of  the  arch,  bridge-building  must 
have  been  the  work  of  the  carpenter ;  and  we  find  that 
the  earliest  stone  bridges  were  raised  by  the  Romans.  Over 
the  Tiber,  at  and  near  Rome,  there  were  eight  bridges,  at 
an  early  age.  They  were,  1,  Pons  JElitis,  built  by  the  Em- 
peror Hadrian,  re-erected  by  Clement  VII.,  now  called 
Sant' Angelo;  2,  a  triumphal  bridge,  over  which  the  emperors 
passed  in  grand  processions,  on  decreeing  triumphs;  ruins  of 
which  remain  in  the  Tiber ;  3,  Pons  Janicuknsis,  now 
called  Ponte  Sixtus,  having  been  rebuilt  by  Pope  Sixtus  IV., 
in  1475;  4,  Pons  Cestim,  now  called  St.  Bartolommeo,  re- 
built by  the  Emperor  Valentinian ;  6,  Pons  Fabricius,  now 
named  Ponte  Quattro  Cappi ;  6,  Pons  Senatorius,  at  present 
called  Santa  Maria ;  7,  Pons  Horatius,  formerly  Sublicius, 
built  by  Horatius  Cocles,  and  rebuilt  by  Emilius  Lepidus ; 
ruins  of  it  are  still  seen  in  the  Tiber ;  8,  Pom  Milvius,  now 
Ponte  MoUe,  about  two  miles  from  Rome,  on  the  Flaminian 
way.  At  Rimini,  also  on  the  same  road,  or  via,  was  a  bridge 
of  five  arches,  which  Palladio  has  described.  Near  Narni, 
on  the  road  between  Rome  and  Loretto,  was  a  bridge  of 
four  arehes,  built  by  the  Emperor  Augustus,  and  considered 
one  of  the  most  magnificent  works  of  the  kind  in  ancient 
Italy.  [Wood^s  Letters,  &c.  vol.  ii.  p.  98.]  The  Romans 
raised  many  bridges  in  the  provinces;  viz.  in  France,  Spain, 
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Germany,  Britain,  &c.»  some  of  which  had  arches  or  towers 
on  them.  One  of  the  most  eminent  is  that  at  Alcan- 
tara^ on  the  Tagus,  which  town  is  said  to  take  its  name 
from  its  bridge,  as  the  word  in  Arabic  means  the  bridge. 
It  consists  of  six  arches,  is  670  Spanish  feet  in  length,  and 
from  the  bottom  of  the  river  to  the  road-way  measures  205 
feet  in  height.  Many  other  ancient  Roman  bridges  are 
described  by  historians ;  but  their  accounts  are  in  many 
instances  improbable,  or  so  vague  and  unsatisfactory  that 
no  correct  inference  can  be  drawn  from  them. 

On  the  decUne  of  the  Roman  empire,  the  arts  and 
sciences  also  declined;  and  we  learn  from  Gautier,  who 
quotes  Magno  Agricola,  that  travelling  was  dangerous,  and 
that  robberies  and  murders  were  frequently  committed.  To 
check  this  system,  and  protect  travellers,  several  religious 
persons  associated  in  fraternities,  and  formed  an  order  called 
'^  The  Brothers  of  the  Bridge."  Their  object  was  to  build 
bridges,  establish  ferries,  and  receive  and  protect  travellers 
in  hospitals,  raised  near  the  passes  over  rivers.  The  author 
already  referred  to  relates  some  marvellous  stories  of  Bene- 
zet,  a  shepherd -boy,  who  was  directed  by  supernatural 
agency  to  proceed  to  Avignon,  and  there  build  a  bridge 
across  the  river.  Proclaiming  his  mission  in  the  public 
church,  the  bishop  and  magistrates  treated  him  with  con- 
tempt ;  but,  like  another  infatuated  enthusiast,  he  persisted 
that  he  was  inspired, —  that  the  Deity  had  imparted  to  him 
science  and  wisdom ;  and  that,  although  without  knowledge 
or  any  experience,  he  was  appointed  to  raise  a  bridge  over 
the  rapid  river.  The  credulous  writers  of  his  life  also  tell  us, 
that  he  undertook  and  prosecuted  the  work,  and  that  many 
miracles  were  performed  both  during  its  execution  and  after 
his  decease,  which  happened  in  1 184.  Among  these  impious 
absurdities,  they  relate  that  his  body  was  found  uncorrupted, 
with  the  eyes  'Mively  and  sprightly,"  in  1670.  On  the 
bridge  was  a  chapel,  dedicated  to  St.  Nicholas,  the  guardian 
saint  of  navigators  and  watermen.  The  bridge  at  Avignon 
had  eighteen  arches ;  it  was  begun  in  1176,  and  completed 
in  1188.  Mr.  Woods  says  that  it  had  twenty-two  arches, 
and  was  1200  paces  in  length.  "  Each  arch  is  composed 
of  four  ribs,  or  series  of  vault  stones,  not  bonded  together. 
Like  the  Pont  St.  Esprit,  it  forms  an  elbow  towards  the 

H 


98  ARCHITECTURAL    DICTIONARY.  [bRI 

current."  [Letters  of  an  Arckit.  vol.  i.  p.  166.]  The  bridge 
was  much  injured  in  1385,  and  further  in  1602  and  1607 ; 
but  the  old  pier,  with  the  saint's  chapel,  remain.  The  latter 
was  entered  by  a  descending  flight  of  steps ;  but  this  being 
inconvenient,  a  vault  was  formed  at  half  the  height,  and  a 
new  chapel  built  over  the  old  one.  The  first  has  a  semi- 
circular apsis,  with  little  columns,  much  like  the  Corinthian; 
the  other  is  polygonal.  [Letters,  S^c,  ut  supraJ]  Other  large 
bridges  were  subsequently  undertaken,  and  completed ;  one 
at  Lyons,  of  twenty  arches ;  another  at  St.  Esprit,  of  nine- 
teen arches.  In  1354,  according  to  Perronet,  an  arch  was 
built  at  Verona,  measuring  160  English  feet  span ;  and  in 
1454,  another  was  erected  at  Ville  Brioude,  in  France,  mea- 
suring 188  feet  span,  and  70  feet  rise  from  the  springing. 
In  Italy  there  are  many  curious  and  interesting  bridges, 
particularly  at  Venice,  in  which  city  there  are  not  fewer, 
according  to  Gautier,  than  339 :  the  most  eminent  of  these 
is  the  famed  Rialto,  of  one  arch,  which  is  98  feet  span 
(Milizia  says  66  feet),  with  a  rise  of  23  feet :  it  was  designed 
by  Giovanni  Daponte,  and  raised  between  the  years  1588 
and  1591 ;  its  breadth  is  48  feet,  which  is  divided  into  two 
rows  of  shops,  by  three  streets  or  passages.  Both  the  bridge 
and  shops  are  built  of  Istrian  stone.  In  France  are  many 
bridges,  both  ancient  and  modem,  of  great  extent  and  in- 
terest :  that  of  Neuilly,  over  the  Seine,  of  five  equal  arches, 
and  level  at  tfaie  top,  is  the  most  noted ;  it  was  commenced 
by  Perronet,  in  1768,  and  finished  in  1780.  —  See  Woods' 
Letters  of  an  Archt. 

Although  there  are  few  old  bridges  remaining  in  Eng- 
land, it  may  be  fairly  inferred  that  the  Romans  built  some 
during  their  occupancy  of  the  island.  The  late  John 
Rennie,  Esq.,  on  building  a  new  one  over  the  Ouse,  near 
Stony  Stratford,  discovered  the  abutment  piers  of  a  very 
old  structure,  which  he  considered  to  have  been  of  Roman 
construction.  The  most  remarkable  monastic  bridge  in 
England,  and  most  likely  the  oldest  in  an  entire  state,  is 
that  at  Croyland,  in  Lincolnshire :  it  is  commonly,  but 
erroneously  said  to  have  been  erected  in  860 :  it  probably 
is  not  older  than  the  middle  of  the  eleventh  century,  when 
great  additions,  8cc.  were  made  to  the  abbey  church,  in 
the  vicinity.    This  bridge  has  three  distinct  approaches. 
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and  consequently  communicates  with  three  different  roads  : 
it  is  formed  by  three  abutment  piers,  with  the  like  number 
of  obtusely-pointed  arches,  having  groined  ribs  uniting 
in  the  centre.  The  ascent  each  way  is  very  steep,  and  is 
formed  by  steps,  with  rough  stones  set  edgewise.  Though 
very  rude  in  construction,  and  apparently.  left  to  the  ravages 
of  time  and  weather,  it  seems  firm  and  substantial.  It  is 
only  intended  for  foot-passengers.  (A  view  and  account  of 
it  will  be  found  in  the  Architectural  Antiqs.  vol.  iv.) 

The  most  interesting  ancient  bridge  of  England,  in  its 
extent  and  historical  relations,  is  that  of  London,  which 
forms  a  road  of  communication  between  the  south-eastern 
extremity  of  the  city  and  Southwark.  The  history  of  this 
edifice,  its  first  erection,  reconstruction,  additions,  altera- 
tions, and  eventful  changes,  have  been  minutely  and  judi- 
ciously narrated  in  a  volume  intituled  Chronicles  of  London 
Bridge:  also  in  vol.  ii.  of  Illustrations  of  the  Public  Buildings 
of  London.  Dion  Cassius  states,  that  the  Oauls,  about 
A.D.  44,  passed  a  bridge  on  the  Thames ;  and  Snorro  Stur- 
lesoni  asserts  that  a  bridge,  wide  enough  for  two  carriages 
to  pass  each  other,  was  standing  at  London  in  1008.  Ac- 
cording to  Stow  (Survey  of  London,  vol.  i.  p.  57),  the  monks 
of  St.  Mary  Overies  were  the  first  builders  of  the  bridge. 
With  many  houses,  churches,  &c.,  it  was  nearly  swept  away 
by  a  whirlwind,  or  hurricane,  in  November,  1091.  In  1 176, 
the  first  stone  bridge  was  commenced  here,  by  Peter,  curate 
of  Colechurch ;  it  was  thirty-three  years  in  progress,  was  926 
feet  in  length,  20  in  width,  and  was  40  feet,  in  the  centre, 
above  the  surface  of  the  water ;  near  the  middle  was  a  draw- 
bridge. It  consisted  of  twenty  pointed  arches,  supported 
by  massive  piers  of  from  24  to  34  feet  in  thickness.  A 
chapel  was  built  on  the  eastern  central  pier,  in  which  the 
architect  was  afterwards  interred ;  and  at  the  two  ends  of 
the  bridge  were  fortified  gates.  If  not  at  the  original  foima- 
tion  of  the  bridge,  very  soon  afterwards,  several  houses  were 
built  on  it ;  for  in  the  year  1213,  a  fire  occurred  ou  the 
Southwark  side,  which  produced  very  calamitous  efiects  : 
a  concourse  of  people  assembled  on  the  bridge,  and  whilst 
they  were  occupied  in  extinguishing  the  flames  on  the  south 
side,  the  city  end  took  fire,  and  thus  enclosed  the  people 
between  the  two  conflagrations.     Dismay  and  terror  ensued  ; 
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many  sought  safety  in  descending  to  the  sterlings  and  to 
boats,  under  the  bridge ;  but,  according  to  Stow,  *'  above 
three  thousand  persons  were  destroyed."  To  detail  all  the 
direct  and  incidental  anecdotes  connected  with  this  bridge, — 
the  tilts,  tournaments,  and  markets  held  on  it, — the  decapi- 
tated heads  of  the  Lollards  and  rebels  exhibited  on  its  tower 
and  gate, — the  numerous  royal  edicts,  charters,  and  patents 
to  levy  tolls,  obtain  rates,  and  exact  pontage, — the  many 
accidents  which  have  occurred  on  and  under  it, — the  com- 
plicated water-works  attached  to  it, — would  occupy  much 
space,  but  would  afford  many  striking  facts  illustrative 
of  the  customs  and  manners  of  the  Londoners  at  different 
ages.  The  houses  on  each  side  were  partly  founded  on 
the  road-way,  and  partly  sustained  on  timber-work  rising 
from  the  sterlings.  At  three  places  there  were  parapets, 
admitting  views  of  the  river.  With  various  additions,  by 
widening  and  strengthening  it,  and  by  taking  away  a  pier, 
and  thus  forming  two  arches  into  one,  this  bridge  has  con- 
tinued to  the  present  time  (1831);  but  it  is  now  destined 
to  be  taken  down,  a  new  one  of  five  arches  having  been 
erected  to  supply  its  place,  at  a  little  distance  westward. 

It  will  not  be  necessary,  in  the  present  work,  to  describe, 
or  even  notice,  the  many  other  old  bridges  which  have  been 
raised  in  different  parts  of  Great  Britain :  suffice  it  to  refer 
the  reader  to  Cough's  Topography,  indexes  vols.  i.  and  ii ; 
and  to  Phillips's,  Blakeway  and  Owen's  Histories  fif  Shrews- 
bury, for  accounts  of  one  with  a  tower  gatehouse  on  it  at  that 
town.  There  were  other  old  bridges,  at  Rochester,  in  Kent ; 
at  Norwich ;  at  Monmouth ;  at  Durham ;  at  Bridgnorth ;  at 
Hereford ;  at  Wakefield,  Yorkshire ;  at  Gloucester ^  8cc.  A  ^ 
very  long  bridge  was  built  over  the  river  at  Burton-upon- 
Trent,  in  Staffordshire,  in  the  tenth  century,  by  Bernard,  an 
abbot  of  the  monastery  of  Burton.  On  an  old  bridge  at 
Bradford^  Wiltshire,  there  is  a  sort  of  dungeon,  or  prison, 
raised  on  one  of  the  piers. 

The  reader  who  wishes  for  further  information  respecting 
the  history,  construction,  and  materials  of  bridges,  is  referred 
to  Brewster's  Edinburgh  Encyclop^^ia^  vol.  iv.  which  con- 
tains a  learned  and  scientific  memoir  on  the  subject,  by 
Thomas  Telford  and  Alexander  Nimmo,  Esqs. ;  to  Dr.  Button's 
Principles  of  Bridges,  8vo,  1801 ;  to  Tracts  on  Vaults  and 
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Bridges,  8vo«  1822^  by  Samuel  Ware,  Esq.  architect,  in  which 
is  a  valuable  essay  on  **  the  taking  down  and  rebuilding  of 
London  Bridge;  also  on  the  principles  of  bridges,  with 
tables  of  bridges,  of -weights  and  measures,  and  of  the 
strength  of  materials."  —  See  also  Woods*  Letters  of  an 
Architect,  Index. 

Bridport  (Egidius  de),  Bishop  of  Salisbury,  is  said  to  have 
finished  and  covered  with  lead  the  cathedral  of  that  city. 
He  also  built  the  college  of  Vaux,  at  Hamham,  adjoining 
Salisbury.  He  died  Dec.  13,  1262,  and  was  buried  in  his 
cathedral. 

Broach  or  Broich,  from  the  Fr.  broche,  a  spit.  A  spire,  or 
steeple. —  Watson's  Hist,  of  Halifax ;  Arch.  Antiq.  vol.  iv. 

Brunelleschi  (Philippo),  an  Italian  architect  of  the  fifteenth 
century,  was  a  native  of  Florence ;  who,  after  studying  the 
buildings  of  that  city,  in  the  early  part  of  his  life,  visited 
Rome,  to  measure  and  make  drawings  of  some  of  the  famed 
edifices  of  that  capital.  He  was  employed  to  erect  a  dome 
to  the  church  of  St.  Maria  del  Fiore,  at  Florence :  he  after- 
wards built  the  Abbey  of  Fiesole,  under  the  patronage  of 
Cosmo  de'  Medici ;  and  also  erected  the  greater  part  of  the 
church  of  St.  Lorenzo,  in  his  native  city.  The  Pitti  Palace 
was  begun  from  his  designs ;  but  perhaps  his  most  suc- 
cessful work  is  the  church  dello  Santo  Spirito,  at  Florence. 
He  died  in  the  70th  year  of  his  age,  in  the  year  1444. — 
Tirahoschi  Storia  della  Litt. ;  Milizia's  Lives. 

BuATA,  BuBATA,  BuACA«  Low  Lat. ;  from  the  Sp.  bobedoy 
an  arch,  or  chamber;  a  crypt.  In  a  deed,  dated  1173, 
we  find,  ''  buata,  quee  est  subtus  vetus  palitium ;"  by  ano- 
ther passage  in  Du  Cange,  it  apparently  signifies  an  arch 
between  the  nave  and  choir  of  a  church :  ''  Ei  vadunt 
per  bubatam  ad  chorum." 

BuccA.  Low  Lat.  An  apartment  in  a  monastery,  where 
provisions  were  distributed  to  the  poor ;  probably  synony- 
mous with  almonry.  —  Du  Cange. 

BuLENTBRiA,  among  the  Greeks,  were  council-chambers,  or 
public  halls,  for  the  accommodation  of  merchants,  similar 
to  modem  exchanges. — Pliny ,  lib.  xxxvi.  c.  15. 


/^ 


102  ARCHITECTURAL    DTCTIONARIT.  [bUL 

Bulwark.  A  fortress ;  synonymous  with  rampart.  An  eye- 
witness of  the  siege  of  Harfleur,  in  Sept.  Hlfi,  thus  men- 
tions bulwarks :  **  And  before  the  entrance  of  each  of  these 
gatesy  the  enemy  had  erected  a  strong  defence,  which  we 
term  a  barbican,  but  commonly  called  bulwarks ;  that  to- 
wards the  king  was  the  strongest  and  largest." 

Bundle-pillar.  A  term  sometimes  applied  to  a  columni  or 
pier,  with  others  of  smaller  dimensions  attached  to  it. 

BuoNAROTi  (Michael  Angelo),  a  distinguished  sculptor, 
painter,  and  architect,  bom  at  Castello  di  Caprese,  in 
Tuscany,  in  1474,  was  educated  at  Florence.  Acquiring 
extraordinary  reputation,  he  was  invited  by  Lorenzo  de' 
Medici  to  assist  in  the  foundation  of  an  Academy  of  the 
Arts,  at  Florence.  His  works  in  sculpture,  executed  in  that 
city,  added  to  his  fame ;  but  his  most  celebrated  perform- 
ances are  at  Rome,  particularly  his  statue  of  Moses,  on  the 
tomb  of  Pope  Julius  II.,  his  painting  of"  The  Crucifixion," 
and  that  of  *'  The  Last  Judgment,"  on  the  wall  of  the 
Sistine  Chapel,  in  the  Vatican.  He  died  in  1563,  and 
was  honoured  by  a  splendid  funeral,  at  the  expense 
of  Cosmo  Duke  of  Tuscany.  But  his  remains  were,  after- 
wards, by  order  of  that  prince,  secretly  conveyed  to  Florence, 
and  deposited  in  a  magnificent  tomb,  adorned  with  three 
marble  statues  representing  the  sister  arts  of  painting, 
sculpture,  and  architecture.  — '' Michael  Angelo,"  says  the 
discriminating  writer  of  the  article  Architecture,  in  the 
Encyclopedia  Britannica^  1831,  *'  was  a  man  of  genius,  but  of 
very  bad  taste  in  architecture ;  and  to  him  may  be  attributed 
many  of  the  bad  qualities  of  the  Italian  style.  His  principal 
works  are  the  buildings  of  the  capital  and  the  college  of 
della  Sapienza,  in  Rome,  and  the  Laurentian  library  at 
Florence ;  and  these  are  all  distinguished  for  their  singular 
want  of  architectural  beauty  and  propriety,  in  every  parti- 
cular. Michael  Angelo  was  the  Dante  of  Italian  painting, 
but  the  Bernini  of  its  architecture."  He  succeeded  San 
Gallo  and  Bramante  in  directing  the  building  of  St.  Peter's 
church,  and  finished  that  magnificent  structure  as  far  as  the 
tambour  on  which  the  cupola  is  placed.  He  made  a  model 
for  the  cupola  itself,  which  was  finally  executed  from  his 
design,  in  the  pontificate  of  Sixtus  V« — Temples  Anciens  et 


bus]  architectural  dictionary.  103 

Modemes,  Sfc,  par  M.  L.  M.,  p.  231 ;  Duppa's  Life  of  Mich. 
Angela  Buonaroti,  4to,  1816. 

BuROy  Burgo,  or  Burgus.  A  castle.  Hence  the  term 
borough^  which,  according  to  some  writers,  signifies  a  number 
of  houses  erected  under  the  walls  of  a  fortress. — Du  Cange. 

BuROH-KET4NiNG.    Sax.    (See  Barbican.) 

Buro-ward,  Burgwardus,  or  Burgwardium.  The  cus- 
tody or  keeping  of  a  castle. 

Burg-werk.  From  the  Teut.  burg,  a  castle  or  borough,  and 
toerk,  work.  The  process  of  constructing  fortifications. — 
Du  Cange. 

Burse  RY,  Burs  aria.  Lat.  From  bursa,  a  purse.  The 
exchequer  of  collegiate  and  conventual  houses,  or  the  place 
for  paying  and  receiving  monies.  "  a.d.  1277,  computa- 
verunt  fratres  Raduiphus  de  Meriton  et  Stephanus  de 
Oxon,  de  bursar,  domfis  Berncester  coram  auditor."  — 
Kennett^s  Paroch.  Antiqs.  p.  288,  edit.  1696. 

BuscHETTo  DA  DuLiCHio,  a  Orcck  architect  of  the  eleventh 
century,  bom  in  the  island  of  Dulichium,  in  the  Mediter- 
ranean, lived  in  Italy,  where  he  was  employed  by  the 
republic  of  Pisa,  in  1063,  to  erect  the  cathedral  church 
of  that  city,  which  was  constructed  and  decorated  with 
fragments  of  different  buildings,  procured  by  the  Pisans 
from  Greece  and  other  foreign  countries.  In  the  general 
arrangement  and  union  of  these  heterogeneous  materials 
the  architect  displayed  considerable  skill.  Mr.  Hawkins 
remarks,  that  the  vaultings  of  the  ailes  are  of  the  kind 
termed  by  the  Italians  **volta  di  sesto  acuta;"  indicating  an 
acquaintance  with  the  principles  of  the  pointed  style.  [Hist, 
of  Goth.  Arch.  p.  88.]  Buschetto  died  at  Pisa,  where  he 
was  interred,  and  a  monument  was  erected  for  him,  with  an 
inscription  which  commemorates  his  superiority  over  his 
contemporaries  in  knowledge  of  the  mechanic  powers. — 
Cresy  and  Taylor*s  Arch,  of  the  Middle  Ages ;  Woods' 
Letters  of  an  Architect :  Vasari,  Vile  de*  Pitt.  t.  i.  p.  226  j 
Martini,  Theat.  Basil.  Pisan.  c.  iii.  ;  Felibien,  Vies  des 
Arckit.  liv.  iv.  p.  187. 
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Bust.  BusU,  Fr. ;  busio,  It.  and  Sp. ;  brusibild,  Oerm.  In 
sculpture,  that  portion  of  the  human  figure  which  compre- 
hends the  head,  neck,  and  breast,  with  or  without  the 
shoulders. 

BusTUM.    A  word  figuratively  used  to  signify  a  tomb. 

Butler  ( ),  an  architect  of  the  17th  century,  is  said  to 

have  been  employed  by  Robert  Cecil,  Earl  of  Salisbury,  in 
ornamenting  a  chapel  at  Hatfield,  and  in  other  works. — 
Walpok's  Works,  vol.  ii.  p.  76,  edit.  1826. 

BuTMENT.    A  contraction  of  abutment.     (See  Buttress.) 

Buttery.  Botellaria,  low  Lat.  A  buttery,  or  cellar,  in 
which  butts  and  bottles  of  wine  and  other  liquors  are  de- 
posited. In  a  record,  anno  31  Edward  I.,  is  this  passage : 
<<  veniet  ad  palacium  regis,  et  ibit  in  botellarium,  et  extrahet 
a  quocunque  vase  in  dicta  botellarid  invento,  vinum  quantum 
viderit  necessarium  pro  factur&  unius  pitcheri  claretti." — 
JacoVs  Law  Did. 

Buttert-hatch.  a  half-door  between  the  buttery  or  kitchen 
and  the  hall,  in  colleges  and  old  mansions. 

Buttress.  A  pilaster,  pier,  or  mass  of  masonry,  added  to  the 
exterior  surface  of  a  wall,  to  strengthen  it  at  points  where 
the  pressure  from  above  requires  extraordinary  resistance. 
There  is  great  variety  in  form,  proportion,  and  style  of 
adornment  in  buttresses  :  those  of  the  oldest  buildings, 
attached  to  Norman  churches,  are  flat,  straight  on  the  face, 
without  breaks,  and  sometimes  adorned  with  small  cylin- 
drical mouldings  at  the  angles.  {See  plate  of  compartment, 
Durham  Cathedral,  for  plan  and  elevation.)  Thick  walls 
and  small  openings  for  windows  always  accompanied  this 
buttress.  The  adoption  of  the  pointed  arch  led  to  many 
other  changes  in  all  the  component  parts  of  an  edifice,  viz., 
wider  arches,  larger  windows,  thicker  walls,  and  buttresses 
of  greater  substance  and  strength.  Several  specimens  of 
buttresses  are  represented  in  the  annexed  engravings,  in 
elevation  and  profile,  shewing  the  progressive  changes  in  form 
and  decoration.  Pl.  I.  Nos.  1 , 2, 3,  and  4,  from  Canterbury, 
Salisbury,  and  Lincoln  Cathedrals,  are  indicative  of  the  first 
pointed,  or  lancet-style,  as  employed  in  churches,  between 
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the  yean  1184  and  1240.  Nob.  6, 6,  7,  8,  and  9,  are  orna- 
mented with  crockets  and  finials  on  the  pediments,  with 
niches,  panelling,  brackets,  and  bold  rich  mouldings ;  whilst 
that  against  the  south  wall  of  the  aile  of  Gloucester  Cathe- 
dral (No.  7)  is  of  singular  and  highly  enriched  design :  the 
lower  dirision  is  detached  from  the  wall ;  the  next  in  ascent 
has  a  triangular  pinnacle,  with  beads,  pediments,  and  crockets. 
On  the  third  story  is  a  statue  standing  on  a  pedestal,  and 
crowned  with  a  canopy :  the  whole  is  surmounted  by  a  fine 
enriched  embattled  pinnacle.  The  boldest  and  strongest 
buttresses,  belonging  to  this  class  of  buildings,  is  the  series 
attached  to  the  sides  of  King's  College  Chapel,  Cambridge, 
where  they  project  at  least  twenty-two  feet  from  the  wall,  at 
the  base«  A  continued  row  of  chapels  is  thus  formed  on  each 
side  of  the  main  chapel,  and  some  of  these  communicate  with 
each  other  by  door-ways  cut  through  the  buttresses.  Plans, 
views,  and  account  of  this  chapel,  are  given  in  Arch, 
Antiqs.  vol.  i. ;  and  a  section  is  engraved  in  Ware*s  Tracts  on 
Vaults,  &c.,  which  shews  the  projection  and  graduation  of 
the  buttress.  The  same  volume  contains  other  interesting 
sections  of  York,  Salisbury,  Ely,  and  Lincoln  Cathedrals, 
with  the  Chapter  House  of  the  latter,  the  Abbey  Church, 
and  Henry  Vllth's  Chapel,  Westminster,  with  the  variety 
of  attached  and  flying  buttresses  belonging  to  each. 

Plate  II.,  of  Buttresses,  contains  representations  of 
seven  varieties  of  flying,  or  detached  biUtresses.  No.  1,  SaUs- 
bury  Cathedral,  nave,  about  1250,  a  roof  of  the  aile ;  No.  2, 
Canterbury  Cathedral,  nave,  about  1400,  b  roof  of  aile,  with 
lead  flat,  e  section  of  wall  and  parapet ;  No.  3,  Westminster 
Abbey  Church,  nave,  with  double  buttress,  (2 being  the  lowest; 
No.  4,  Louth  Tower,  Lincolnshire,  a  specimen  of  elaborate 
execution,  built  between  1502  and  1512  [Arch.  Antiqs.  vol.  i  v. 
p.  2] :  the  lower  buttress  is  octagonal,  covered  with  panelling, 
and  surmounted  by  a  crocketed  pinnacle,  whilst  the  flying 
buttress  is  adorned  with  tracery,  ribs,  and  openings  between 
them ;  No.  5  is  a  singular  specimen  of  the  flying  buttress, 
with  double  pinnacles,  and  all  parts  profusely  adorned 
with  sculptured  ornaments.  (In  the  Arch.  Antiqs.  vol.  in. 
are  illustrations  of  every  part  of  Roslyn  Chapel,  with  an 
historical  and  descriptive  account  of  it.)  No.  6,  Henry 
Vllth's  Chapel,  Westminster,  the  most  ornamented  flying 
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fattttresi  in  England,  resting  against  an  octagonal  battress, 
also  cnmamented  with  panelling,  niches,  and  a  yariety  of 
sculpture ;  No.  7,  part  of  the  Tower  of  St.  Nicholas  Church 
(not  St.  Mary's,  as  on  the  plate),  Newcastle-upon-Tyne, 
Northumberland.  Brand,  in  his  Histoty  ofNewcastk,  ascribes 
the  building  of  this  tower  to  Robert  Rhodes,  in  the  time  of 
Henry  y  I.  The  flying  buttresses,  as  well  as  the  attached  but- 
tresses at  the  angles,  are  of  unusual  design.  There  are  no 
fewer  than  thirteen  pinnacles  and  Tanes  to  this  tower.  Four 
ftfing  buttresses,  A,  springing  from  the  angles  of  the  tower, 
coaverge  to  the  centre,  where  they  support  an  open  lantern 
and  spire,  embattled,  crocheted,  &c.  Between  the  flying 
buttress  and  angular  pinnacle  is  a  small  cunred  rib  or  stay, 
t,  the  utility  of  which  is  not  easily  accounted  for. 

Bysanteum  ARTiFiciuM.  Lat.  Mosaic  work  ;  so  called 
because  first  used  by  the  Greeks  of  Byzantium.  —  Carpen- 
iter.  Gloss.  Nov. 


Cabling.  When  the  flutes  of  columns  are  partly  occupied  by 
solid  convex  masses,  they  are  said  to  be  cabled. 

Cabled,  or  Cable-mouldiiio,  a  cylindrical  ornament,  re- 
sembling a  rope  or  cable,  and  used  in  columns,  string- 
courses, and  archivolt  mouldings.  —  See  view  of  the  west 
firont  of  Castle  Acre  Priory  Church,  Arch.  Antiqs.  vol.  iii., 
p.  67,  and  view  and  details  of  the  Gateway  in  the  Collie 
Green,  Bristol. 

Cabn-stone.  a  species  of  stone  obtained  from  quarries  near 
Caen,  in  Normandy,  and  often  employed  in  England  in  the 
eleventh  and  twelfth  centuries,  in  building  churches  and 
castles.  [See  Tumer^s  Tour  in  NormandyJ]  In  Bayley's 
Hist,  of  the  Tower,  vol.  i.  4to.  App.  tx.,  is  a  memorandum, 
anno  1^  Henry  VIII.,  of  thirty  tons  of  Caen  stone  charged 
71.  lOs. 

Cabb.  a  British  word  for  the  Roman  castrum,  the  Saxon 
cceftep,  or  cheptep,  a  fortress,  a  walled  town,  &c.:  It 
forms  part  of  the  names  of  several  Wekh  towns,  as  Caer- 
narvon, Caer-phily,  Caer-difi*,  Caer-leon,  See. 
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Calbto  (John),  Abbot  of  Peterborough,  or  Medeshampstead, 
from  1248  to  1261,  built  the  infirmary  of  his  abbey,  and  a 
chapel  at  the  west  end  of  the  abbey  church. — Catk.  Antiqs. 
Peterborough,  p.  66. 

Camba.  a  tower*  as  mentioned  in  an  inquisition  taken  1268, 
^*  Ubi  est  quaedam  turris  qu8B  vocatur  la  Camba  de  Ber- 
begal/' 

Cambratbd.  Synonymous  with  arched.  In  Wren*s  Parentalia, 
p.  317,  the  word  is  applied  to  the  roof  of  a  church. 

Campanilb,  Ital.  A  bell  tower.  From  the  Lat.  campana,  a 
belL  Bede  mentions  the  term  campana  in  his  time.  (See 
Tower  and  Belfry.)  Some  of  the  campaniles  of  Italy 
are  detached  buildings  ;  and  there  are  instances  of  the 
same  in  England. 

Canal  is  a  term  sometimes  employed  to  denote  the  flutings 
in  columns  or  pilasters.  The  hoUow  spiral  channel  in  the 
volute  of  the  Ionic  capital  is  called  the  canal  of  the  volute. 

Cancblli.  Latticed  windows,  or  such  as  are  made  with 
cross-bars  of  wood,  iron,  lead,  &c. ;  the  balustrades  or 
railings  round  communion  tables,  &c.,  are  sometimes 
called  cancelli. 

Candelabra.  The  stands  or  pedestals  on  which  the  Greeks 
and  Romans  placed  lamps,  &c.  Their  forms  and  materials 
were  very  curious,  and  many  which  have  been  preserved  are 
extremely  beautiful. 

Canopy.  Umbraculum,  Lat. ;  canopeum,  low  Lat.  A  cover- 
ing, hood,  or  shade,  suspended  over  a  pulpit  or  altar ;  also 
the  enriched  head  to  a  bishop's  throne,  to  a  stall,  a  niche, 
or  a  tabernacle. —  See  Pugin*s  Specimens,  vol.  ii.  pi.  41, 
for  a  canopy  to  a  stall  in  Henry  Vllth's  chapel ;  and  Arch. 
Antiqs*  vol.  iii.  p.  65,  &cc.,  for  others  in  Roslyn  Chapel. 
For  a  variety  of  canopies,  see  Arch,  Antiqs*  vol.  v.  Index. 

Cant.  Kant,  Dutch.  An  angle,  or  rather  a  side,  of  a  stone, 
brick,  piece  of  wood,  8cc.,  returning  from  the  fiat  face  at  an 
obtuse  angle. 

Cantbd.  Is  a  term  applied  to  a  pillar  or  turret  when  the 
plan  is  of  a  polygonal  form.     In  the  survey  of  the  royal 
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palace  at  Richmond,  a.d.  1649,  is  mentioned  ''  one  round 
structure  or  building  of  free-stone,  called  the  canted  tower, 
four  stories  high.  This  tower  is  the  chief  ornament  unto 
the  whole  fabric  of  Richmond  Court." — Vet.  Mon.Yo\.  ii.p.2. 

Cantharus.  a  fountain  or  cistern  in  the  atrium,  or  court- 
yard, before  ancient  churches,  at  which  persons  washed 
before  they  entered  the  sacred  building. 

Cantilever.  A  piece  of  iron,  wood,  or  stone,  inserted  in  the 
wall  of  a  house,  and  employed  to  support  the  eaves,  or 
cornice.    (See  Modillion.) 

Capital.  From  xtpaXfi^  Gr.,  the  head ;  and  caput,  Lat.,  head ; 
capitetto.  It. ;  chapiteau,  Fr.  The  spreading  moulding, 
either  voluted,  foliated,  or  otherwise  enriched,  or  plain, 
which  surmounts  a  column!  The  term  cap  is  applied  in 
contradistinction  to  the  congeries  of  mouldings  which  forms 
the  head  of  a  pier,  or  pilaster.  In  classical  architecture, 
the  five  orders  of  columns  have  their  respective  and  dis- 
tinctive capitals,  viz.,  the  Doric,  Tuscan,  Ionic,  Corinthian, 
and  Composite  ;  but  in  the  architectural  works  of  the 
Indians,  Egyptians,  and  Christians  of  the  middle  ages,  the 
capitals,  as  well  as  the  columns  and  other  members  of 
buildings,  are  endlessly  diversified.  As  exhibited  by  the 
accompanying  engravings,  capitals  are  shewn  to  vary  in 
form,  proportion,  and  ornament,  at  difierent  ages  ;  and  the 
date  of  a  building,  or  of  a  particular  portion  of  it,  may  be 
nearly  distinguished  by  the  capital. 

Plate  I.  of  Capitals.  Eleven  varieties.  Nos.  1  and 
2,  from  the  Crypt  of  Canterbury  Cathedral,  the  first  with 
a  square  abacusi  being  a  very  common  specimen  of  the 
Norman  style,  from  the  old  crypt  under  the  choir;  whilst 
No.  2,  of  eccentric  forms,  with  a  circular  abacus,  is  from 
the  crypt  under  the  Trinity  Chapel ;  No.  3,  from  the  Abbey 
Gate^Hoiise,  at  Bristol,  built  about  the  year  1140;  Nos.  4, 
6,  6,  7,  8,  from  the  older  part  of  the  Abbey  Church  at 
Romsey,  Hampshire,  built  about  1096;  and  No.  11,  from 
the  nave  of  the  same  church,  of  the  first  pointed  style,  and 
erected  about  1180.  The  latter  has  an  abacus  taking  the 
sweep,  or  form  of  the  column,  with  rich  foliated  sculpture 
beneath  it.    The  other  examples  have  square  abaci,  and  are 
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charged  with  sculptured  representations  of  animals,  human 
figures,  foliage,  &c. ;  and  thus  very  closely  resemble  many 
capitals  in  the  old  churches  of  Normandy.  [See  Cotman^s 
Arch.  Antiqs,  of  Normandy ;  also,  Pugin^s  Arch.  Antiqs. 
of  Normandy,  and  the  Crypt,  vol.  i.  p.  210.]  One  of  the 
capitals  in  the  church  at  Romsey  (No.  7),  has  rude  repre- 
sentations of  two  builders  or  architects,  a  king,  8cc.,  with 
the  square,  or  a  triangular  rule,  having  an  inscription  on  it, 
viz.,  **  Robert  Tute,  Consul,  c.  d.  s./'  also  **  Robert 
ME  FECIT."  [See  Arch.  Antiqs.  vol.  v.  p.  227.]  No.  10,  a 
capital  from  the  Trinity  Chapel  of  Canterbury  Cathedral, 
which  Gervase  of  Canterbury  describes  as  having  been 
erected  between  1175  and  1184:  this  part  of  the  building 
was  designed  by  William  of  Sens,  a  Frenchman,  and  is 
evidently  a  degenerated  imitation  of  some  anterior  Roman 
work  :  it  also  resembles  some  architecture  in  Normandy. 

•  No.  2  (Plate  II.  of  Capitals)  is  another  capital  from 

the  same  cathedral,  with  variation  in  foliage  and  in  the  shape 
of  the  abacus,  whilst  Nos.  1  and  3  are  capitals  to  smaller 
columns  of  the  same  date  and  style.  These,  as  well  as  Nos. 
4,  5,  6,  and  7,  from  the  Chapter-house  of  Salisbury  Cathe- 
dralf  are  specimens  of  the  fanciful  and  highly  enriched 
capitals  which  distinguish  the  architectural  designs  of  the 
commencement  of  the  thirteenth  century.  The  truly  elegant 
clustered  capitals  of  the  choir  of  York  Cathedral  (No.  9) 
indicate  the  same  era  and  style  of  design.  The  trefoil  leaf 
was  generally  employed  in  various  parts  of  the  buildings, 
and  in  different  counties  of  England,  in  that  age.  No.  8, 
from  the  Lady  Chapel  of  Winchester  Cathedral^  is  exhibited 
as  an  uncommon  example  in  form  and  ornament.  Nos.  10 
and  1 1  are  from  the  cloister  of  Norwich  Cathedral,  which 
was  built  between  a.d.  1297  and  1430.  [The  cloister  is 
fully  illustrated  and  described  in  Arch.  Antiqs.  vol.  iii., 
and  also  noticed  in  Cath.  Antiqs.,  Norwich.]  No.  12, 
from  the  School-house  at  Norwich:  No.  13,  from  Canter- 
bury Cathedral,  Chapter-house. 

Carilepho.    {See  Karilepho.) 

Carpenter  (John),  Bishop  of  Worcester,  built  the  chiireh  of 
St.  Mary's,  or  the  University  Church,  at  Oxford,  aboat  the 
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middle  of  the  6fteenth  century,  and  died  in  1476. — Pugin*s 
Specimens  Goth.  Arch.  toI.  ii.  p.  8. 

Carrol,  or  Carol.  Carola^  low  Lat.  A  pew»  closet,  or  desk, 
with  seat,  placed  under  a  window,  where  a  monk  or  monks 
were  engaged  in  copying  writings.  [Fosbrooke's  Hist. 
Glouces.  p.  262.]  A  series  of  these  carrols  were  disposed 
under  the  windows  in  the  south  aile  or  alley  of  the  fine 
cloisters  in  Gloucester  Cathedral. 

Caryatides,  Cariates,  or  Carians.  A  name  given  to 
statues  of  females  employed  as  columns  to  support  enta- 
blatures, &c.  Vitruvius  relates  a  strange  and  fabulous 
account  of  the  origin  of  this  order ;  and  almost  every  sub- 
sequent writer  has  adopted  the  Vitruvian  hypothesis.  It  has, 
however,  been  refuted  in  a  short  Essay,  by  Joseph  Gwilt,  Esq., 
in  A  Cursory  View  of  the  Origin  of  Caryatides^  8vo*  1822. 
The  Roman  critic  assigns  the  invention  of  this  architectural 
member  or  ornament  to  the  Greeks,  who,  after  conquering 
the  Caryans,  had  statues  made  in  imitation  of  their  females, 
and  placed  them  as  columns  or  supports  to  the  porticoes  of 
their  buildings.  Mr.  Gwilt  contends  that,  as  the  Indians 
and  Egyptians  employed  colossal  statues  in  their  buildings, 
it  is  more  rational  to  conclude  that  the  Greeks  imitated 
this  order  or  species  of  column  rather  from  those  early  pro- 
totypes, than  that  they  invented  it  as  a  mark  of  ignominy 
to  a  conquered  country.  In  Grecian  architecture,  the  *'  first 
statues  which  could  be  strictly  called  carj^tides  were  either 
applied  to  temples  of  Diana,  or  were  representations  of 
virgins  who  were  engaged  in  her  worship."  In  the  temple 
of  PandroBua,  at  Athens,  the  statues  were  probably  repre- 
sentations of  "  virgins  who  assisted  at  the  Panathensea, 
and  were  called  CanepboreB."  When  male  figures  are  used, 
they  are  called  Perses  or  Persians.  Mr.  Gwilt  properly 
reprobates  the  imitation  of  these  figures  in  modem  sacred 
edifices.  In  some  of  the  churches  of  the  middle  ages,  in 
Italy,  France,  and  England,  there  are  statues  introduced 
and  used  as  columns  in  the  door-ways*  On  the  sides  of  the 
western  portal  of  Rochester  Cathedral  are  figures  supposed 
to  represent  a  king  and  a  queen. 

Casement.    Casamento,  It.    Part  of  the  glazed  frame  of  a 
window,  hfmg  on  hinges  to  be  opened  and  shut;  a  light  or 
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compartment  of  a  window  within  two  mallions  ;  a  moulding 
deeply  hollowed,  resembling  the  scotia  or  trockilus  of  Italian 
architecture.  In  describing  the  "  north  porch" — or  rather 
the  south,  of  St.  Stephen's  Church,  Bristol,  William  of  Wor- 
eester  mentions  '*  a  ca$eni€nt  with  levys,"  also  "  a  casement 
with  traylis."  [Itin.  p.  220.]  At  page  269  of  the  same 
volume  is  mentioned  '*  a  lowering  casement" 

Castbll  (Thomas),  Prior  of  Durham,  lived  at  the  beginning 
of  the  sixteenth  century,  and  repaired  the  eastern  gateway 
of  the  cathedral,  erected  a  chapel  over  it,  and  restored  the 
north  window  of  the  cathedral.  He  was  buried  in  the  nave 
of  that  church. — Account  of  Dur.  Cath.  by  the  Society  of 
Antiqs.  of  London,  p.  6;  Anglia  Sacra,  pars.  i.  p.  781. 

Castella.  a  name  given  to  certain  square  towers  in  the- 
celebrated  Roman  wall  of  Severus^  which  was  raised  by  that 
general  to  separate  the  country  of  the  Britons  from  that  of 
the  Scots.  On  this  line  of  fortification  there  were  three 
kinds  of  forts  or  places  of  residence,  viz.,  the  station,  the 
tower,  and  the  castella,  the  last  of  which  was  a  square  of 
61  feet,  constructed  of  thick  and  lofty  walls,  with  a  ditch 
and  bank  on  the  north  side.  These  castella  were  placed 
at  the  distance  of  about  seven  furlongs  from  each  other,, 
to  guard  the  walls  between  the  stations.  According  to 
Vegetius,  castella  were  towers  raised  on  the  borders  of 
an  empire  or  province,  and  supplied  with  soldiers* — Hors- 
ley's  Britannia  Romana,  and  Mutton's  History  of  the  Roman 
Wall. 

Castle.  From  the  Latin  castellum  and  castrum:  castello.  It. ; 
das  schhss,  Ger.  A  fortified  and  strong  mansion,  situated, 
constructed,  and  arranged  for  the  purpose  of  protecting  its 
inmates  against  the  assaults  of  besieging  enemies.  Old 
writers  applied  the  term  to  fortified  towns  or  stations^  sur- 
rounded by  artificial  ditches,  banks,  walls,  &c.  ;.  but  in 
modem  acceptation,  a  castle  is  considered  to  be  a  single 
and  complete  fortified  house,  whether  it  be  situated  within 
the  precincts  of  a  town,  or  an  insulated  building  ia  the 
country.  The  history  of  castles  and  castellated  aiehilecture 
is  a  desideratum  in  JE^glish  literature  ;  for,  though  much 
has  been  written  and  published  on  the  subject,  by  Grose 
[in  Aniiquiiies  of  England,  and  Military  Antiqmiiies^f  King 


112  ARCHITECTURAL    DICTIONARY.  [CAS 

[in  Munimenta  Antiqua],  Britton  [in  Arch.  Aniiqs,  vol.  iii.]» 
and  other  topographers  and  antiquaries ;  yet  a  well^digested 
and  discriminating  essay,  with  appropriate  illustrations, 
would  prove  a  valuable  and  interesting  publication.  A  work 
like  the  present  is  not  calculated  to  enter  into  such  his- 
torical detail ;  but  it  will  not,  it  is  hoped,  be  deemed  irrele- 
vanty  nor  out  of  place,  to  furnish  the  reader  with  a  brief 
essay  on  the  subject. 

Previous  to  the  Roman  colonisation  of  Britain^  it 
is  generally  admitted  that  the  inhabitants  of  the  island 
had  been  engaged  in  warfare,  and  that  they  occasionally 
resorted  to  places  called  strong-holds,  for  shelter  and  pro- 
tection against  their  foes.  These  are  mentioned  by 
Ceesar  and  Tacitus  as  merely  plots  of  ground,  surrounded 
by  banks  of  earth  and  ditches^  and  sometimes  additionally 
guarded  by  felled  trees.  In  various  parts  of  England, 
Scotland,  Ireland,  and  Wales,  there  are  numerous  encamp- 
ments which  have  been  ascribed  to  the  aboriginal  inhabit- 
ants :  they  mostly  occupy  the  summits  of  hills,  and  thereby 
gave  advantages  to  the  occupiers  against  their  invaders ;  but 
this  position  shews  that  they  were  only  resorted  to  for  occa- 
sional residence  or  retreat.  Among  the  most  remarkable 
fortresses  of  this  class  are  the  Herefordshire  Beacon,  on  the 
Malvern  hills,  in  Worcestershire ;  the  Caer^Caradock,  near 
Church  Stretton,  in  Shropshire ;  Moel  Arthur,  in  Flint- 
shire; Chiin  Castle,  in  Cornwall;  and  Maiden  Castle,  in 
Dorsetshire.  It  is  likely  that  some  of  the  earth  fortresses 
on  the  Wiltshire  Downs  are  of  the  same  era,  and  were 
formed  by  the  same  class  of  people.  The  settlement  of  the 
Romans  in  this  island  occasioned  many  considerable  changes 
in  the  civil,  religious,  and  military  features  of  the  country, 
and  the  customs  and  government  of  the  people :  regular 
and  good  roads  were  made ;  stations  were  established ;  houses, 
temples,  and  villas  were  built ;  and  new  systems  of  polity, 
religion,  warfare,  and  domestic  economy  were  adopted.  The 
chief  towns  were  fortified  with  lofty  and  strong  walls,  with 
towers  and  gateways ;  and  a  barrier  wall  of  great  extent 
and  siMigth  was  built  across  a  narrow  part  of  the  island, 
separating  the  province  of  the  Britons  from  that  of  the 
Picts  and  Scots.  Loudinum,  London ;  Camalodunum, 
Colchester ;  Verulamium,  St.  Albans ;  Aqua  Solis,  Bath ; 
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Ebaraeum,  York;  Glevum,  Gloucester;  Venta  Belgarum, 
Winchester;  Rutupium,  Richborough;  and  many  other 
important  stations,  were  established.  As  there  was  at 
Athens  an  Acropolis,  occupied  by  military  works,  so  Rome, 
and  other  cities  of  the  Grecian  and  Roman  empires,  were 
fortified ;  and  we  may  conclude  that  at  London,  Colchester, 
Winchester,  Chester,  &c.,  a  particular  site,  the  highest,  and 
best  adapted  for  defenftive  and  offensive  operations  against 
hostile  attacks,  was  chosen  by  the  castellan,  or  governor,  for 
his  chief  strong- hold  or  keep -tower.  Of  Anglo -Saxon 
fortresses  we  have  little  evidence,  though  it  cannot  be 
doubted  that  the  Saxons  occupied  some  of  the  Roman 
castles  and  stations.  Until  the  time  of  Alfred,  the  great  and 
good,  we  do  not  meet  with  notices  of  their  having  raised 
any  new  fortresses.  According  to  Asser's  statement,  that 
monarch  constructed  some  of  wood,  as  well  as  of  stone ;  but 
the  former  must  have  been  for  temporary  purposes.  Elfrida, 
the  daughter  of  Alfred,  who  presided  over  Mercia,  not  only 
led  her  subjects  to  battle  against  the  marauding  and  mer- 
ciless Danes,  but  built  eight  castles  in  the  course  of  three 
years.  [Henry  of  Huntingdon's  Hist.  p.  204.]  William  of 
Malmesbury,  describing  a  castle  built  by  Athelstan  at  Exeter 
about  the  year  944,  uses  these  terms, — ^'  Urbem  igitur 
illam  quam  contaminatsB  gentis  repurgio  defsecaverat  turri- 
bus  munivitf  muro  ex  quadratis  lapidibus  cinxit."  From 
the  testimonies  of  our  chroniclers,  it  is  evident  that  the 
Anglo-Saxons  did  not  build  many  fortresses ;  and  to  this 
circumstance  is  ascribed  the  easy  conquest  of  the  island  by 
the  Norman  invaders.  No  sooner  was  William  of  Normandy 
seated  on  the  English  throne,  than  he  parcelled  out  the 
country  into  districts,  and  appointed  his  earls  and  chief 
officers  as  governors  over  their  respective  lordships.  As 
stated  by  Matthew  Paris  [Hist.  p.  8,  col.  lu'],  this  new 
monarch  **  excelled  all  his  predecessors  in  building  castles, 
and  greatly  harassed  his  subjects  and  vassals  by  these 
works."  All  his  earls,  barons,  and  even  prelates,  imitated 
his  example  ;  and  it  was  the  practice  of  each,  on  receiving 
a  grant  of  territory,  to  build  a  castle  upon  it,  both  for  re- 
sidence and  for  self-protection.  There  are  forty-nine  castles 
mentioned  in  the  Doomsday -book,  which  also  notices 
Arundel  Castle  as  the  only  one  named  in  the  time  of  Edward 
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the  Confessor.  According  to  the  same  record,  the  Conqueror 
built  eight  castles  :  ten  were  raised  by  the  great  barons,  one 
by  an  under-tenant  to  Earl  Roger,  and  eleven  by  other 
persons.  All  these  castles  are  distinguished  by  a  lofty 
mound  and  keep,  **  marking  the  peculiar  style  of  archi- 
tecture introduced  into  our  castellated  fortifications  by  the 
Normans,  at  their  first  settlement/*  ^Reports  from  the 
Commisiioners  respecting  the  Public  Records"  fol.  1819, 
p.  439.]  "  A.D.  1069,  King  William  wrought  a  castle  at 
Nottingham  ;  and  so  advanced  to  York,  and  there  wrought 
two  castles ;  and  the  same  at  Lincoln,  and  every  where  in 
that  quarter."  ISaxon  Chron.  by  Ingram,  p.  269.]  In  the 
following  year,  the  same  authority  says,  the  Danes  **  march- 
ing full  merrily  with  an  immense  army,  advanced  to  York, 
where  they  stormed  and  demolished  the  castle."  The  dis- 
putes about  the  royal  succession  in  subsequent  times  kept 
up  a  spirit  of  warfare.  William  Rufus,  according  to 
Knyghton,  **  was  much  addicted  to  building  royal  castles 
and  palaces,  as  the  castles  of  Dover,  Windsor,  Norwich, 
Exeter,  the  palace  of  Westminster,  and  many  others,  testify; 
nor  was  there  any  king  of  England  before  him  that  built  so 
many  and  such  noble  edifices."  It  must  be  remarked,  that 
Rufus  did  not  wholly  erect  the  edifices  here  referred  to,  as 
some  of  them  were  previously  begun ;  and  they  were  aug- 
mented by  subsequent  kings.  In  the  turbulent  reign  of 
Stephen,  between  1 136  and  1 154,  there  were  many  new  castles 
raised,  and  others  strengthened.  The  history  of  that  reign 
abounds  with  domestic  warfare,  sieges,  skirmishes,  and  mas- 
sacres; and  it  is  related  by  the  annalists  of  the  time,  that  no 
fewer  than  1115  castles  were  erected  from  the  foundations 
in  the  short  space  of  nineteen  years.  [Ralph  de  Diceto, 
col.  528.]  HoUnsbed  [Chron,  vol.  iii.  fol.  50]  says  that 
Stephen  '*  began  to  repent  himself,  although  too  late,  for 
that  he  had  granted  license  to  so  many  of  his  subjects  to 
build  castles  within  their  own  grounds." 

Next  to  the  Castle,  or  Tower,  of  London,  that  of  Windsor 
was  the  most  considerable  in  England  :  it  is  stated,  that  it 
was  commenced  by  the  Norman  conqueror,  and  that  Wil- 
liam Rufus  and  Stephen  enlarged  and  strengthened  it. 
Edward  III.  and  the  celebrated  William  of  Wykeham  were, 
however,  its  crreatest  builders ;  some  very  interesting  parti- 
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culare  are  recorded  in  Pote's  History  of  Windsor,  and  in 
Lysons*s  Account  of  BerkshirCj  relating  to  this  royal  fortress. 
The  Castles  of  Hare  wood,  and  of  Spofford*  in  Yorkshire ; 
of  Kenilworth,  and  of  Warwick,  in  Warwickshire;  and 
of  Arundel,  in  Sussex ;  vied  with  that  of  Windsor.  The 
monarch,  finding  the  castles  of  the  nobles  and  prelates 
— for  most  of  the  bishops'  palaces  were  fortified — increasing 
80  much  in  number  and  strength,  deemed  it  necessary  to 
restrain  his  subjects  from  building  others  without  an  express 
license  from  the  crown.  Many  instances  of  such  grants,  or 
licenses,  are  recorded  in  topographical  histories. 

In  common  acceptation,  a  castle  means  any  sort  of 
fortress  or  place  of  personal  residence,  strongly  guarded  by 
nature  or  art,  or  conjointly  by  both  :  in  a  stricter  application 
of  the  word,  it  implies  a  stone  building  constructed  for  per- 
manent residence,  and  calculated  to  guard  its  inmates 
against  marauders,  or  foes.  The  larger  castles  were  called 
in  the  Latin  language,  Castra,  and  the  smaller,  Castella.  In 
old  writings  they  are  variously  named,  arx^  turris^  fossa ^ 
maceria,  mota,  frmiias,  and  munitio.  In  charters  of  the 
time  of  King  Stephen  are  the  following  terms : —  Castrum 
de  Wallingford:  Castellum  de  Belencomber :  Turris  Londoni; 
Mota  Oxonford:  Firmitas  Lincolnia  ;  Munitio  Hamptonia. 
—  Pile,  Peel,  and  Bastile,  are  sometimes  used  to  denote  a 
small  castle,  or  fortress  :  the  first  and  second  terms  are  still 
used  in  the  north  of  England. 

A  castle  may  be  said  to  consist  of  valla  and  fossae,  or 
banks  and  ditches,  with  walls  occupying  the  tops  of  the 
former,  and  crowned  by  battlements,  additionally  guarded 
also  by  bastion  towers,  usually  placed  at  the  angles,  or  at 
bends  of  the  walls.  In  the  last  were  entrance  gate-towers, 
with  bridges,  either  permanent,  or  made  to  lift  up,  and 
guarded  by  portcullises  and  doors  of  great  thickness.  Win- 
dows and  other  apertures  were  very  small ;  the  former  were 
seldom  in  the  outer  walls,  but  opened  to  inner  courts. 
Within-side  the  walls,  and  immediately  behind  the  parapets, 
were  terraces  for  soldiers.  The  parts  of  a  castle  were,  the 
ditch f  fosSf  graffj  or  mote,  over  which  was  a  bridge ;  the 
barbican,  an  advanced  work,  either  a  raised  mound,  or 
a  tower;  the  outer  walls  flanked  by  semicircular,  poly- 
gonal, or  square  towers^  and  with  a  terrace  walk  behind  a 
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breastwork,  which  was  embattled,  embrasured,  or  crenellated  ; 
the  entrance  gate-house,  which  was  flanked  by  towers,  with 
projections  and  apertures  over  the  archway,  called  machico- 
lations, through  which  scalding  water,  melted  lead,  stones, 
or  other  destructive  materials,  were  thrown  on  assailants. 
The  outer  ballium,  or  bailey,  was  generally  separated  from  the 
inner  by  a  strong  embattled  wall  and  a  towered  gate-house, 
and  was  usually  occupied  by  stables,  offices,  &c.    The  inner 
ballium  was  appropriated  to  the  baron,  monarch,  or  governor, 
with  the  respective  families  and  immediate  retinue  of  either; 
and  at  one  comer,  or  near  the  middle,  was  the  keep-tower, 
donjon,  or  strong-hold  of  the  fortress,  having  a  state-apart- 
ment or  hall:  (as  at  Hedingham,  Rochester,  &c.)    There 
were  sometimes  a  well  and  a  chapel  in  this  tower.     At 
Rochester,  the  well  is  formed  in  the  wall  which  divides  the 
interior  of  the  keep  into  two  apartments ;  and  at  Conings- 
borough,  the  chapel  is  in  the  substance  of  the  wall  of  one  of  the 
angular  turrets.    The  white  tower  of  London  has  a  very  large 
,   Chapel,  with  ailes,  and  a  semicircular  east  end.    The  Welsh 
castles,  says  Sir  Richard  Hoare, ''  may  be  divided  into  three 
classes :  the  original  British,  situated  on  high  and  almost 
inaccessible  mountains,  such  as  Cam  Madryn,  near  Nevyn, 
and  Comdochon,  near  Bala,  in  North  Wales;   and  Criig 
Howel,  above  the  village  of  Crickhowel,  in  South  Wales ; 
with   numerous  others  dispersed  about  the  hills  in  each 
principality,  bearing  the    same    characteristic   features  of 
mde  and  remote  antiquity.    The  vulgar  name  of  Cottiau' 
Gwyddelod,  or  huts  of  the  wild  men,  attributed  to  them  by 
the  natives,  arose  probably  from  their  mode  of  construction, 
being  excavations  made  in  the  ground  and  rock,  and  sur- 
rounded by  an  enclosure  of  loose  stones.    Under  the  next 
head  are  those  constructed  with  stone  and  cemented  with 
mortar,  and  placed  on  less  eminent  situations.    These  are 
very  similar  in  their  plans,  having  generally  an  outwork  and 
an  artificial  mound  of  earth,  as  a  citadel :  instances  of  these 
are   seen  at  Pencadair,  and   Lanpeder,  in   South  Wales. 
These  appear  to  me  to  be  the  castles  recorded  in  the  Welsh 
Chromcle  as  having  been  so  frequently  destroyed  and   so 
frequently  rebuilt ;  and  I  am  inclined  to  think  that  they 
were  chiefly  constructed  with  wood,  otherwise  they  never 
could  have  been  restored  and  re-fortified  in  the  very  short 
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time  specified  in  the  Welsh  annals.  After  the  subjugation 
of  Glamorganshire  by  the  Normans,  and  the  settlement  of 
the  Flemings  in  the  principality,  a  new  and  far  more 
sumptuous  mode  of  building  was  introduced ;  of  which  we 
see  many  fine  examples  in  the  castles  of  Cardiff,  Kidwellyi 
Pembroke,  Cilgarran,  &c.  &c.  The  contrast  between  the 
second  and  third  classes  may  be  seen  at  Hay,  where  the 
tumulus  and  site  of  the  Welsh  castle,  and  the  ruins  of  the 
subsequent  Norman  fortress,  are  still  visible.  A  great  im- 
provement was  afterwards  made  in  military  architecture  by 
King  Edward  I.,  who,  at  the  same  time  that  he  shewed  his 
good  policy  in  erecting  the  stately  castles  of  Conwy,  Caer- 
narvon, and  Harlech,  as  bulwarks  against  the  Welsh,  dis- 
played his  good  taste  and  knowledge  in  military  architecture. 
The  picturesque  superiority  of  these  buildings  is  owing  to 
the  introduction  of  small  turrets  arising  from  the  larger, 
by  which  the  heavy  castellated  mass  of  masonry  receives 
great  additional  lightness  and  elegance." — Itinerary  of 
Archbishop  Baldwin  through  Walesy  by  Sir  R.  C.  Hoare,  Bart., 
vol.  II,  p.  401.  (See-4gard'j  Discourse  on  Castles,  in  Antiq. 
Discourses,  vol.  i.  p.  188.) 

A  complete  histoiy  and  illustration  of  the  castles  of  Qreat 
Britain  would  occupy  a  larger  space  than  can  be  devoted 
to  the  subject  in  this  dictionary;  it  must  suffice,  on  the 
present  occasion,  to  refer  to  the  best  sources  for  informa- 
tion, in  addition  to  the  books  already  enumerated.  These 
are  "  Ancient  Castles  of  England  and  Wales,"  engraved  by 
W.  Woolnoth,  with  historical  descriptions  by  E.  W.  Bray- 
ley,  Jun.  2  vols.  1826.  "  Collectanea  Curiosa,"  by  Gutch. 
2  vols.  '•  History  of  Dover,"  by  the  Rev.  John  Lyon. 
2  vols.  4to.  1813.  Leland's  "  Collectanea,"  vol.  ii.,  for  an 
account  of  Sherborne,  Thornbury,  and  Framlingham  Castles. 
"  Kenilworth  Illustrated."  4to.  1821.  King's  '*  Mun. 
Antiq"  Fol.  4  vols. — See  also  indexes  to '*  ilrcA<i?o/ogia," 
and  to  the  '*  Gentleman s  Magazine"  —  See  Bailey  — 
Barbican — Base-Court— Draw-Bridge — Dungeon 
—  Embrasure  —  Keep  -Tower  —  Machicolation  — 
Portcullis. 

Catabasion,  a  chamber  for  relics  and  sacred  vessels  beneath 
the  altar  of  an  ancient  temple. 
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Catabulum^  a  word  sometimes  applied  in  old  writings  to 
sheds,  or  common  rooms,  in  which  the  early  Christians 
officiated. 

Catacomb,  or  Catacumb,  from  the  Gr.  xara  and  xua^Co^, 
applied  to  a  hollow  recess,  or  subterranean  chamber.  If 
not  strictly  architectural,  catacomb  is  an  archsDological  and 
historical  term.  It  is  commonly  referred  to  a  cave,  a  grotto, 
or  an  apartment  in  a  rock,  or  beneath  the  earth,  devoted  to 
a  sepulchral  purpose.  Some  writers  say  it  was  first  used  in 
reference  to  the  chapel  of  St.  Sebastian,  at  or  near  Rome, 
wherein  the  body  of  St.  Peter  is  said  to  have  been  deposited ; 
contiguous  to  which,  there  are  some  extensive  catacombs  of 
mysterious  origin,  and  connected  with  mysterious  events. 
Mr.  Woods  describes  them  as  consisting  *^  of  crooked, 
winding  passages  in  tufa,  and  pozzolana,  in  three  stories — 
Forsyth  says  two — which,  as  the  levels  are  not  always 
observed,  are  easily  made  into  seven  by  those  who  wish  to 
increase  the  appearance  of  the  marvellous.  The  niches  for 
the  bodies  are  square  recesses  about  the  length  of  a  human 
body,  and  just  big  enough  to  receive  it;  but  there  are 
some  larger  ones  forming  an  arch,  at  the  bottom  of 
which  the  body  was  placed  :  wherever  these  larger  arched 
niches  are  found,  there  is  a  little  apartment  whose  rude 
sides  have  been  coated  with  stucco.  They  pretend  to  have 
found  here  the  bodies  of  174,000  martyrs, — a  collection  of 
itself  sufficient  to  stock  all  Europe  with  relics."  [Letters  of 
an  Architect,  11.  42.]  Beneath  part  of  the  city  of  Paris 
are  very  extensive  catacombs.  Those  of  Egypt  are  very 
numerous,  and  have  furnished  many  interesting  mummies, 
sarcophagi,  &c. 

Cat  A  DROME,  a  race-course  of  any  kind»  whether  for  men, 
horses,  or  chariots.    (See  Hippodrome.) 

Catafalque,  a  name  for  a  hearse,  or  frame  of  wood,  coffin- 
shaped,  placed  in  churches,  at  the  altars,  or  over  the  graves 
of  distinguished  persons,  where  it  usually  remained  for  some 
months  after  interment.  Hearse  is  now  generally  applied 
to  the  carriage  used  for  conveying  a  coffin  and  corpse  from 
the  house  to  the  grave.  —  Blakeway  and  Owen's  Shrews. 
vol.  1.  p.  341. 
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Catapulta,  Lat.,  or  Catapult,  in  military  antiquity,  an 
engine  used  for  throwing  arrows,  stones,  and  other  missiles, 
against  castles  and  its  besieged  occupants.  Fosbroke  de- 
scribes it  as  a  ''  Syrian  contrivance  conveyed  to  the  Syra- 
cusans,  whence  it  was  brought  into  Greece  by  Philip  of 
Macedon.'* — {Ency.  ofAntiq.^  vol.  ii.  p.  816.]  Some  of  these 
engines  were  large  and  powerful  enough  to  throw  stones  of 
a  hundred  pounds  weight.  Josephus  notices  the  surprising 
effect  of  some  of  these  engines. — Jameses  Military  Diet. 

Cathedbal.  Cathedra,  Lat. ;  from  xa^sd^a,  Gr.,  a  chair  or 
seat;  die  dom  kircke,  Ger.  from  dominicum;  is  the  head, 
or  chief  church  of  a  diocess,  in  which  the  throne,  or  chair, 
of  the  bishop  is  permanently  fixed,  and  in  which  he  is 
installed  on  being  canonically  established  in  his  see.  The 
word  cathedral,  though  now  limited  to  the  church  only, 
originally  applied  to  all  the  episcopal  buildings  of  the 
see;  but  this  is  not  precisely  defined  by  the  old  writers. 
Staveley,  in  his  illiterate  **  History  of  Churches,'*  8vo.  1773, 
affords  but  little  information  on  this  most  important  of  all 
classes  of  buildings.  He  merely  says,  that  ''  cathedrals 
retained  a  great  pre-eminence  above  other  churches ;  for, 
though  divine  service  might  be  performed  in  the  lesser, 
or  rural  churches,  yet  the  right  of  baptism  and  sepulture 
belonged  anciently  to  the  cathedral  church,  unless  it  were 
in  case  of  necessity :  and  it  was  therefore  called  the 
mother  church,"  In  another  part  he  erroneously  states, 
that  the  bishops  ''  do  generally  keep  those  excellent  fabrics 
in  due  order  and  repair."  In  an  octavo  volume  expressly 
devoted  to  the  History  of  churches,  the  reader  might  rea- 
sonably expect  to  meet  with  more  copious  and  more  correct 
information  than  is  afforded  by  this  extract ;  but  he  will  be 
disappointed.  The  latter  passage  is  incorrect,  as  a  bishop 
rarely  ever  takes  charge  of  the  repairs  of  a  cathedral,  that 
being  one  of  the  duties  of  the  dean  and  chapter. 

Of  the  first  cathedral,  and  its  prelate,  it  is  impossible  to 
ascertain  the  date,  name,  and  other  particulars :  for  the 
early  history  of  the  Christian  establishment  is  involved  in 
impenetrable  obscurity.  At  first  the  Christians  were  few 
in  number,  humble  in  station,  and  compelled  to  wander 
about,  and  perform  their  religious  ceremonies  in  secrecy; 
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and  it  is  not  probable  that  they  could  locate  themselves  in 
a  sufficient  body  to  build  any  thing  like  a  cathedral,  until 
they  became  recognised,  and  even  favoured,  by  the  governing 
authorities.  We  find  that  Constantine,  commonly  called 
the  Greaty  was  the  first  Christian  Roman  emperor ;  and  he 
was  saluted  monarch  in  the  famed  Roman  city  of  Eboracum, 
or  York,  a.d.  307.  He  convened  a  general  Council  of  the 
church,  at  Aries,  in  Gaul,  in  314,  when  three  bishops  from 
Britain  attended :  hence  it  must  be  inferred  that  diocesses 
and  prelates  were  established  at  that  time,  and  that  Britain 
possessed  at  least  three.  That  the  Christians  had  churches 
for  the  peculiar  rites  and  ceremonies  of  their  growing  re- 
ligion, may  also  be  inferred ;  but  these  must  have  been 
inconsiderable  in  size  and  architectural  character.  In  the 
author's  historical  surveys  of  the  metropolitan  cathedrals 
of  York  and  Canterbury,  will  be  found  much  information 
on  the  controverted  subject  of  the  first  foundations  and 
successive  enlargements  of  those  churches,  on  the  early 
history  of  the  sees  and  prelates,  and  on  other  ecclesiastical 
matters.  It  is  evident  that  the  word  cathedral  was  originally 
applied  to  the  whole  of  the  buildings  belonging  to  the 
bishop's  seat;  but  it  has  latterly  been  restricted  to  the 
diocesan  church.  Bishop  Milner,  in  his  very  valuable 
"  History  of  Winchester!^  contends  that  Lucius,  a  British 
monarch,  erected  **  a  stately  cathedral"  in  that  Brito-Roman 
city,  between  the  years  a.d.  176  and  189;  but  such  a 
circumstance  requires  better  authority  than  Rudborne,  a 
monkish  chronicler,  or  even  than  the  learned  Catholic,  who 
quotes  him  with  implicit  confidence,  to  substantiate.  The 
modem  historian  describes  this  early  church  to  have  been 
209  paces  long,  t.  e.  about  600  feet,  and  92  paces  high! 
He  also  states  that  it  must  have  been  built  in  the  Grecian 
style  of  architecture  {ibid.  vol.  ii.  p.  2)  ;  but,  being  destroyed 
in  the  latter  end  of  the  third  century  by  the  Dioclesian 
persecutors,  another,  on  a  smaller  scale  and  of  inferior 
architecture,  was  erected,  which  appears  to  have  been 
converted  into  a  heathen  temple,  to  the  worship  of  Thor, 
by  Cerdic,  King  of  the  West  Saxons,  in  the  year  519 :  as 
such  it  continued  for  nearly  130  years,  when  Kinegils, 
converted  to  Christianity  by  St.  Birinus,  commenced  a  new 
cathedral  on  a  scale  of  the  ''  greatest  magnificence  in  his 
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power."  [Ibid.  vol.  ii.  p.  6.]  This  was  completed  by  the 
successors  of  Kinegils,  and  consecrated  in  648 ;  but  the  same 
historian  asserts,  on  the  authority  of  Bede,  and  Henry  of 
Huntingdon,  that  up  to  such  time  '^  the  materials  of  churches 
were  only  the  trunks  of  trees,  sawn  asunder,  and  placed 
beside  each  other  with  a  covering  of  thatch."  Benedict 
Biscop,  the  famous  abbot  of  Weremouth,  made  several 
journeys  to  France  and  Italy,  whence  he  collected  and 
brought  home  many  books,  sacred  relics,  and  other  trea- 
sures ;  he  also  imported  masons,  glaziers,  &c.,  to  construct 
a  new  church  and  monastery,  in  the  **  Roman  manner.*' 
This  was  about  the  year  680.  Wilfred,  Archbishop  of 
York,  is  described  as  the  greatest  improver  of  the  cathedral, 
or  church  architecture,  of  his  age ;  having,  according  to 
Eddius,  his  biographer,  to  Richard  of  Hexham,  and  other 
writers,  "  erected  a  church  of  hewn  stone,  supported  with 
various  columns  of  porticoes,  and  completed  it  from  the  foun- 
dation to  its  utmost  height."  [Arch.  Antiq.,  vol.  v.  p.  120, 
from  Eddii  Vita  Wilfrida^  cap.  xvii.]  That  church  is  de- 
scribed in  the  volume  here  referred  to.  St.  Ethel  wold, 
who  was  Bishop  of  Winchester  from  a.d.  963  to  984,  is 
described  by  Dr.  Milner  as  the  most  **  famous  Anglo-Saxon 
architect ;  that  he  erected  many  churches  and  monasteries 
in  different  parts  of  the  kingdom,"  among  which  was  "  that 
of  Winchester,  which  he  rebuilt  from  the  ground,  with  sub- 
terraneous crypts,  &c."  It  was  consecrated  in  980,  in  the 
presence  of  King  Ethelred ;  St.  Dunstan,  Archbishop  of 
Canterbury ;  eight  other  bishops ;  and  a  great  concourse  of 
persons.  Of  this  famed  Saxon  cathedral,  the  learned 
Catholic  author  conceives  that  the  present  crypts,  or  subter- 
ranean chapels,  are  parts ;  and  Warton,  in  his  ''  Description 
of  the  city,"  erroneously  refers  the  ailes,  at  the  east  end, 
to  the  same  age.  In  the  Cathedral  Antiquities,  Winchester, 
is  an  account  of  the  oldest  parts  of  the  church  by  Mr.  Oar- 
bett,  the  architect  attached  to  the  cathedral,  in  which  he 
contends  that  some  of  the  crypts  and  the  transept  are 
of  Ethelwold's  erection.  If  this  be  admitted,  it  serves  to 
display  and  define  a  series  of  truly  interesting  specimens  of 
Anglo-Saxon  architecture  ;  but,  when  the  history  and  early 
parts  of  this  church  are  impartially  investigated,  and  all  the 
variations  of  style,  of  form,  and  detail,  carefully  analysed 
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twenty-one  old  cathedrals,  and  one  of  modern 
^ngland,  and  four  in  Wales ;  there  were  thirteen 
,  and  twenty-two  in  Ireland ;   but  some  of  those 
latter  divisions  of  the  kingdom  are  much  reduced 
me  in  ruins,  and  others  extinct.     The  cathedrals 
1  each  other  in  extent,  arrangement,  and  parts ;  and 
heir  architectural  styles  and  features.     It  is  evident 
ne  of  them  are  of  Saxon  foundation ;  and  it  is  con- 
by  a  few  antiquaries  that  parts  of  those  of  Ely, 
d,  Canterbury,  and  Winchester,  exhibit  specimens  of 
ne  Anglo-Saxon  architecture.     Every  other  variety  of 
and  style,  from  the  Norman  conquest  to  the  revival  and 
.blishment  of  the  Italian  architecture,  is  to  be  seen  in 
se  cathedrals;  and  it  may  be  said,  that  these  varieties 
i  not  only  numerous,  but  exhibit  almost  a  countless  suc- 
ssion  of  inventions,  improvements  in  form,  arrangement, 
>mbination,  and  decoration.     Intended   by  their  religious 
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and  discriminated^  it  will  be  extremely  difficult  to  concede  to 
that  opinion.  It  is  generally  admitted,  that  the  Norman  pre- 
lates and  architects,  on  taking  possession  of  the  sees  of  Eng- 
land, usually  rebuilt  the  churches  on  a  larger  scale  than  before, 
and  in  a  species  of  architecture  more  enriched  and  scientific 
than  had  been  practised  by  the  Anglo-Saxons.  It  is  also 
satisfactorily  shewn,  that  Bishop  Walkelyn,  who  presided  over 
the  Winchester  diocess  from  a.d.  1070  to  1097,  ''undertook 
the  greatest  work  which  ever  yet  has  been  achieved  by  a  bishop 
of  this  see,  to  rebuild  the  cathedral  and  adjoining  monastery 
from  the  ground,  at  his  own  expense,  and  in  a  noble  style 
of  architecture,  hitherto  unparalleled."  {^Mibiers  Hist. 
vol.  I.  p.  194.]  Walkelyn,  who  was  a  relation  and  chaplain 
to  the  Conqueror,  completed  these  works  in  1093,  when 
the  church  was  dedicated  in  the  presence  of  nearly  all  the 
bishops  and  abbots  of  England.  The  foregoing  particulars 
are  given  as  illustrative  of  the  ecclesiastical  buildings  when 
the  Saxon  and  Norman  cathedrals  were  erected.  It  may 
be  apposite  to  remark,  that  the  cathedrals  of  Old  Sarum, 
Exeter,  Canterbury,  York,  Rochester,  Worcester,  Norwich, 
Durham,  Lincoln,  and  some  others,  were  commenced,  and 
partly  erected,  during  the  early  part  of  the  Norman  dynasty ; 
when,  also,  the  rich  monasteries  of  Gloucester,  Tewkesbury, 
Malvern,  Medeshampstead  (Peterborough),  8cc.  were  founded 
and  partly  built.  Several  of  these  edifices  contain  and 
display  varied  and  truly  interesting  specimens  of  the  archi- 
tectural styles  and  peculiarities  of  ornament  and  sculpture 
of  the  ages  when  erected.  In  Normandy,  there  are  many 
fine  examples  remaining  of  analogous  architecture,  several 
of  which  are  delineated  in  the  *'  Arch,  Antiq.  of  Normandy  ,* 
by  Pugin,  4to.  1823 ;  and  also  in  CotmarCi  "  Arch,  Antiq. 
of  Normandy!*  2  vols.  fol.  1822.  In  the  history  of 
cathedrals,  the  impartial  reader  will  not  fail  to  notice  and 
regret  that  too  much  of  romance  and  superstitious  fable, 
relating  to  their  founders  and  patrons,  is  blended  with 
useful  and  authentic  information.  The  writings  of  the 
venerable  Bede,  of  Gildas,  Alcuin,  William  of  Malmesbury, 
Rudbome,  Matthew  Paris,  and  other  chroniclers,  contain 
many  improbable  stories  and  silly  narratives :  which,  whilst 
they  serve  to  amuse  and  keep  up  religious  prejudices  in 
certain  credulous  persons,  excite  emotions  of  sorrow  and  disap- 
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pointment  in  the  critical  historian.  The  most  interesting  and 
rational  accounts  that  have  been  preserved  by  contemporary 
writers  respecting  the  architectural  history  of  certain  old 
cathedrals,  are  those  by  Gervase,  a  monk  of  Canterbury,  who 
describes  the  building  of  the  choir^  8cc.|  of  his  church,  in  the 
year  1176,  [See  Decern  Script,  apud  Twysden,  1632,  col. 
1289  ;  also,  Cath.  Antiq.  Canterbury],  and  by  William  de 
Wanda,  of  Salisbury,  who  wrote  an  account  of  the  building, 
consecration,  &c.  of  the  fine  cathedral  of  that  city  in  1220,  &c. 
[See  Dodstvorth*8  ''  Historical  Account  of  Salisbury  Cathe- 
dral.] It  is  a  remarkable  circumstance,  that  amongst  the 
numerous  records  preserved  in  muniment  rooms  respecting 
cathedrals,  there  have  not  been  found  any  ancient  drawings 
of  the  ground  plans  and  architectural  designs  for  those 
splendid  national  buildings.  Dr.  Mollor,  in  his  folio  work, 
'*  Denkmaehler  der  Deutschen  Baukhunst,"  has  published 
engravings  from  old  drawings,  on  parchment,  of  the  four- 
teenth and  fifteenth  centuries,  which  he  describes  as  being 
preserved  in  the  libraries  of  Germany.  The  only  drawing 
of  a  similar  kind  that  has  been  found  in  England,  has  been 
engraved  for  Lysons^s  Magna  Britannia — Cambridgeshire, 
from  a  drawing  in  the  British  Museum.  It  represents  a  tower 
said  to  have  been  intended  for  King's  College  Chapel,  and 
made  in  the  reign  of  Henry- VII. 

There  are  twenty-one  old  cathedrals,  and  one  of  modern 
erection, in  England,  and  four  in  Wales;  there  were  thirteen 
in  Scotland,  and  twenty-two  in  Ireland ;  but  some  of  those 
of  the  two  latter  divisions  of  the  kingdom  are  much  reduced 
in  size,  some  in  ruins,  and  others  extinct.  The  cathedrals 
vary  from  each  other  in  extent,  arrangement,  and  parts ;  and 
also  in  their  architectural  styles  and  features.  It  is  evident 
that  some  of  them  are  of  Saxon  foundation ;  and  it  is  con- 
tended by  a  few  antiquaries  that  parts  of  those  of  Ely, 
Oxford,  Canterbury,  and  Winchester,  exhibit  specimens  of 
genuine  Anglo-Saxon  architecture.  Every  other  variety  of 
date  and  style,  from  the  Norman  conquest  to  the  revival  and 
establishment  of  the  Italian  architecture,  is  to  be  seen  in 
these  cathedrals;  and  it  may  be  said,  that  these  varieties 
are  not  only  numerous,  but  exhibit  almost  a  countless  suc- 
cession of  inventions,  improvements  in  form,  arrangement, 
combination,  and  decoration.     Intended   by  their  religious 
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and  superstitious  architects  to  surprise,  delight,  and  awe  the 
spectator,  they  were  raised  on  a  large  scale;  adorned  in- 
ternally and  externally  with  a  profusion  of  architectural 
members  and  sculptural  enrichments ;  provided  with  grand 
western  facades,  with  enclosed  porticoes,  towers,  spires,  and 
pinnacles,  and  also  with  cloisters,  chapter -rooms,  chapels, 
chantries,  and  altars.  A  description  of  one  will  serve  to 
explain  the  general  arrangement  of  all. 

The  accompanying  ground-plan  of  Durham  Cathedral 
will  display  the  parts  and  sub-divisions  of  a  fine  Anglo- 
Norman  cathedral  church,  which,  however,  has  some  addi- 
tions and  alterations  made  at  subsequent  times.  In  the  en- 
graving, the  church  is  marked  darker  than  the  other  parts, 
and  shews  a  sort  of  vestibule,  B ;  areas  under  two  towers, 
C  C ;  a  nave,  D  D  ;  ailes,  E  E  ;  north  transept,  F ;  south 
transept,  O ;  space  under  central  tower,  being  the  middle 
part  of  the  transept,  H ;  eastern  aile  of  the  transept,  1 1 ; 
choir,  from  the  organ-screen  to  the  altar-steps,  K  ;  place 
of  the  high  altar,  communion,  or  chancel,  L  ;  ailes  of  choir, 
M  M ;  modem  vestry,  N ;  chapel  of  the  nine  altars,  the 
usual  situation  of  the  lady  chapel,  0  0  0;  an  apartment  of 
the  cathedral,  called  a  parlour  of  the  monastery  by  Mr. 
Carter,  where  merchants  **  used  to  sell  their  wares,"  P. 

The  original  and  fine  Norman  Chapter-House  at  Q,  was 
indiscreetly  destroyed  by  Mr.  Wyatt  and  the  officers  of  the 
cathedral,  in  1800,  and  a  modem  room  built  on  its  site. 
(Mr.  Carter  has  reprobated  this  destraction  in  the  Gentle^ 
mans  Magazine  for  1801.)  The  cloister,  RRRR;  remains 
of  a  laver,  or  conduit,  S ;  small  rooms,  referred  to  by  Carter 
as  cells,  or  prisons  for  ''offending  monks," TTT;  passage 
from  cloister  to  the  deanery,  U ;  hall  of  the  deanery,  W ;  the 
buildings  of  which,  formerly  those  of  the  priory,  are  marked 
X ;  one  of  the  old  apartments  of  which,  the  crypt  of  the 
private  chapel,  is  lettered  Y.  A  crypt,  or  basement  story 
of  the  refectory,  is  at  Z  Z  Z  Z.  At  the  westem  end  of  the 
church  is  a  singular  and  unique  appendage,  called  the  Gal* 
lilee.  A,  which  is  disposed  in  five  ailes  by  four  rows  of 
columns.  The  other  references  are  to  great  kitchen,  a, 
formerly  of  the  monastery,  but  now  of  the  deanery ;  its 
offices,  bb  :  rooms  under  the  large  dormitory,  c,  d,  e,f,  g, 
and  A ;  whilst  t  and  k  mark  the  sites  of  prebendal  houses, 
gardens,  8ic. 
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Cathedrals  are  to  be  seen  in  all  parts  of  the  world  where 
the  Christian  religion  has  prevailed  to  any  extent  and  for 
any  length  of  time ;  but  they  abound  more  particularly  in 
Italy,  France,  Germany,  and  Great  Britain.  Those  of  Italif 
are  mostly  on  a  large  scale,  are  profusely  adorned  with 
sculpture  and  paintings ;  and  most  of  them  are  built  of 
white  marble,  interspersed  and  inlaid  with  others  of  varied 
colours.  Unlike  those  of  England,  they  are  exempt  from 
pews  and  galleries,  whence  the  general  architecture  of  the 
whole,  the  enrichments  of  the  parts,  and  the  effects  of  the 
original  design,  are  fully  and  finely  unfolded  to  the  critical 
spectator.  Plan,  sections,  and  accounts  of  the  cathedrals  of 
Placentia,  Modena^  Parma,  and  others,  are  given  in  the 
"  Archaologia"  vol.  xvi.  by  the  Rev.  T.  Kerrich.  The 
cathedral  of  Milan  may  be  referred  to  as  one  of  the  most 
splendid  and  spacious  of  those  buildings.  Its  architecture 
and  history  are  judiciously  described  in  Woods*  **  Letters  of 
an  Architect ; ''  whilst  its  plans,  sections,  and  details,  are 
fully  delineated  in  **  La  Metropolitano  de  Milano  e  dettagli 
Rimarcabili  de  questo  edificio,  publicata  ed  illustrata  per  cura 
del  Mse.  Cavaliere  Giachimo  d^Adda.'^  Milano,  1824,  fol. 
That  work  contains  thirty-four  engravings,  with  short  de- 
scriptive notices. — In  the  former  work  will  be  found  interest- 
ing accounts  of  several  other  Italian  and  French  cathedrals. 
Those  of  France  and  Germany  vary  considerably  from  each 
other,  as  they  do  from  others  of  England  and  Italy.  In 
the  first  kingdom,  the  cathedrals  of  Paris,  Amiens,  Cou- 
tance,  Bayeux,  Rheims,  Beauvais,  and  Rouen,  are  noted  for 
their  architectural  beauties;  whilst  some  of  them  exhibit 
very  splendid  western  facades.  [See  WhittingtwCs  "  Treatise 
on  the  Ecclesiastical  Architecture  of  France/'  and  Coney's 
Etchings  of  some  of  them ;  ]  but  the  reader  is  cautioned 
against  the  theories  and  dates  of  the  former  work,  and  the 
very  defective  and  erroneous  accounts  in  the  latter.  Some 
of  the  cathedrals  of  Germany  and  Holland  are  remarkable 
for  their  elaborate  architectural  minutis  of  detail ;  for  lofty, 
light,  and  elaborate  towers;  for  splendidly  painted  glass 
windows  and  altar-pieces  by  artists  of  the  highest  talents. 
The  towers  of  Antwerp,  Strasburgh,  Mechlin,  Ulm,  Cologne, 
and  Friburgh,  are  among  the  pre-eminent  specimens  of  these 
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buildings.  Dr.  Mollor,  of  Darmstadt,  has  published  a  folio 
work,  with  numerous  plans,  elevations,  sections,  and  views 
of  some  of  the  most  distinguished  of  the  German  edifices. 
The  reader  is  also  referred  to  a  very  interesting  small  volume 
on  German  Churches,  by  the  learned  Professor  Whewell,  of 
Cambridge.  Spain  and  Portugal  contain  also  some  very 
curious  and  highly  enriched  Catholic  cathedrals ;  but  they 
are  different  in  their  architectural  details  to  any  that  have 
been  heretofore  noticed.  With  arches  of  the  horse-shoe  shape, 
walls  covered  with  sculptured  work,  and  with  columns, 
windows,  door-ways,  and  other  members,  unlike  any  others 
in  Europe,  the  buildings  alluded  to  are  calculated  to  excite 
the  curiosity,  if  not  the  admiration,  of  the  architectural 
antiquary.  This  architecture  is  well  represented  in  a  large 
and  expensive  folio  volume,  by  J,  Murphy,  illustrative  of 
"  The  Alhambra." 

Of  Modern  Cathedrals,  those  of  St.  Peter^s,  at  Rome, 
and  St.  Paul's,  in  London,  are  the  most  famed  of  Europe. 
The  former  is  the  see  of  the  sovereign  pontiff  of  the  whole 
Catholic  world ;  and,  being  designed  for  the  most  powerful 
and  most  ostentatious  of  reUgious  sovereigns,  by  artists  of 
acknowledged  genius  and  science,  it  was  intended  to  sur- 
pass all  preceding  ecclesiastical  edifices.  Nicolas  V.  pro- 
jected that  great  work;  Julius  III.  laid  the  first  stone  in 
1506;  and  the  building  was  in  progress  for  more  than  a 
century.  Bramante  designed  it ;  but  the  vast  cupola,  and 
some  other  parts,  are  by  Michael  Angelo.  ( Woods,  in  his 
"  Letters  of  an  Architect,"  has  given  a  critical  and  inter- 
esting account  of  the  church ;  and  instituted  a  comparison 
between  that  and  St.  Paul's,  of  London.)  The  latter  ca- 
thedral was  commenced  from  the  designs  of  Sir  Christopher 
Wren,  in  1676,  and  was  completed  in  1710  ;  and  it  is 
remarkable  that  the  whole  of  this  immense  edifice  should 
have  been  executed  in  the  short  space  of  thirty-five  years, 
by  one  architect,  one  principal  mason,  Mr.  Strong,  and  one 
bishop.  Dr.  H.  Compton.  (A  historical  and  critical  account 
and  description  of  the  church,  by  Jos.  Gwilt,  Esq.,  with 
plans  and  sections,  are  contained  in  "  Illustrations  of  the 
Public  Buildings  of  London,"  vol.  i.  1825. 
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The  following  are  the  dimensions  of  these  churches : 

BLtoW.        West  Ditto  Tm-         Hdght 

within.         end  in.  out*  Mpt.  to  top. 

St.  Paul's  . .     500         100  180         223  330  En.  feet. 

St.  Peter's..      669  226  395  442  432 

St.  Peter's  occupies  an  area  of  227,069  superficial  feet. 

St.  Paul's     84,025      ditto. 

St.  Mary's,  at  Florence  ....        84,802      ditto. 

The  two  accompanying  Engravings,  representing  four 
varieties  of  architectural  design  in  the  Cathedrals  of  Durham, 
Canterbury,  Salisbury,  and  Exeter,  are  introduced  here,  for 
the  purpose  of  displaying  so  many  successive  changes  of  style 
in  Christian  architecture.  They  are  shewn  geometrically  to 
define  the  forms  and  proportions  of  arches,  and  their  corre- 
sponding columns ;  windows,  with  their  mouldings,  mullions, 
and  tracery  ;  buttresses,  parapets,  corbel -tables,  triforia, 
clerestories,  &c.  each  of  which  will  be  more  particularly 
noticed  under  its  respective  name.  —  Durham  Cathedral,  a 
compartment  of  the  nave,  externally  and  intemally,  is  a  fine 
example  of  the  true  Norman  style  ;  being  erected  by  Bishop 
William  de  Carilepho  about  a.  d.  1098.  —  Canterbury  Ca-- 
thedral  is  a  specimen  of  the  Transition  style,  when  the  semi- 
circular arch  was  giving  way  to  the  new  fashion  of  the 
pointed,  with  more  numerous  mouldings,  and  more  enriched 
capitals,  to  slender  columns.  This  work  was  erected  about 
a.d.  1176,  (vu2e,  ante,  p.  123). — Salisbury  Cathedral  has 
already  been  noticed  in  the  same  page. — Exeter  Cathedral, 
of  which  the  compartment  of  the  nave  here  shewn,  both 
externally  and  internally,  C  and  D,  was  raised  about  a.d. 
1290,  is  remarkable  for  its  large  and  highly  ornamented 
windows. 

The  ensuing  list  will  point  out  the  principal  measure- 
ments of  the  twenty-two  English  cathedrals,  and  of  the 
abbey  church  of  Westminster,  which  was  a  cathedral  for  a 
short  time.  The  Priory  Church  of  Bath  was,  at  one  time, 
the  seat  of  a  bishop,  and  is  still  united  to  Wells  in  diocesan 
affairs. 
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Cave  A,  from  Cavitas,  a  hollow  place.  Cavo,  in  ancient  am* 
pliitheatresy  signified  the  place  where  the  wild  beasts  were 
kept :  the  word  was  also  applied  to  the  middle  part,  or 
arena,  and  frequently  denoted  the  whole  interior,  both  of 
theatres  and  amphitheatres. 

Cavedium,  Lat.  Cava-ttdium,  an  open  place,  or  area,  of  a 
house,  analogous  to  the  French  cour,  the  Italian  coriile, 
and  the  English  quadrangle,  cloister,  or  court.  A  reference 
to  plans,  &c.  of  any  of  the  Pompeian  houses  will  shew  the 
meaning  of  the  appellation.  Vitruvius  enumerates  five  dif- 
ferent cavedia :  the  Tuscan,  Corinthian,  tetrastyle,  displu- 
viated,  and  testudinated.  The  cavedium  is  the  quadrangular 
court  of  private  houses,  such  as  abound  in  Paris,  and  many 
continental  towns :  the  open  court  of  Hungerford  market, 
London,  is  a  modern  cavedium ;  so  also  the  cloistered  quad- 
rangle of  cathedrals. 

Cavetto,  from  the  Italian  verb  cavare,  to  dig  out;  it  being 
the  diminutive  of  cavo,  a  hollow,  or  deep  place: — cavetto,  a 
little  hollow.  This  term  is  applied  to  a  simple  concave 
moulding. 

Ceiling,  from  calutn,  heaven,  or  celare,  Lat.  to  cover  or 
conceal,  the  upper  surface  of  an  apartment,  generally 
formed  of  laths  and  plaster.  It  is  probably  derived  from 
the  Lat.  calo,  calare,  to  chase,  or  emboss, — supposing  the 
term  to  have  been  restricted  at  first  to  carved  and  other- 
wise enriched  soffits,  or  ceilings ;  but,  as  the  word  seems 
peculiar  to  the  English  language,  its  etymon  must  be  sought 
in  some  of  the  Teutonic  dialects.  Ceilings  are  either  plain, 
and  flat,  or  vaulted  in  diflerent  forms.  In  churches  there 
are  rarely  any  of  the  former  kind. 

Cell,  Cella  ;  Cellarium,  Lat.,*  keller,  Ger.  from  the  verb 
celo,  celare,  to  hide  or  conceal.  The  sanctum  sanctorum  of  a 
heathen  temple  was  therefore  properly  distinguished  as  the 
cella,  or  cela,  and  called  by  the  Greeks  Naos.  It  does  not 
apply  exactly  in  the  same  sense  in  its  modern  use,  especially 
when  the  latter  intends  to  distinguish  underground  rooms, 
or  store  apartments  beneath  the  level  of  the  external  surface. 
The  etymological  sense  of  cellar  is,  nevertheless,  clearly  con- 
cealment. Cell  means  a  small  dark  apartment,  used  as  a 
prison.  Cell  was  sometimes  applied  to  denote  a  lesser 
monastery  subordinate  to  a  greater. 
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Cbllar,  Cellarium,  Lat.  a  room  beneath  a  building,  occasionally 
analogous  to  a  crypt ;  the  former  being  generally  beneath  a 
dwelling-room,  and  the  latter  under  part  of  a  church :  the 
first  is  usually  occupied  by  liquors,  provisions,  and  other 
stores ;  the  latter  devoted  to  religious  and  sacred  purposes. 

Cells  of  Monks  were  either  separate  apartments  in  a 
monastery,  or  detached  buildings,  belonging,  and  subordinate, 
to  an  abbey.  It  is  related  that  cells  were  erected  on  abbatial 
estates,  for  the  occasional  residence  of  one  or  more  of  the 
brothers,  or  to  which  they  were  sent  from  their  convents 
for  punishment. 

Celt,  the  name  given  to  a  metal  or  stone  instrument,  often 
found  in  barrows,  encampments,  &c.,  resembling  an  axe  or 
a  chisel.  The  manufacture  and  use  of  celts  have  caused 
much  speculation  and  dissertation  amongst  antiquaries,  as 
may  be  seen  by  reference  to  the  indexes  of  the  ''  Gentle- 
man's Magazine,"  the  "  Arch»ologia,'*  &c.  In  Vol.  V.  of 
the  latter,  is  an  essay  by  Dr.  Lort  on  the  subject.  Thoresby 
and  Borlase  think  they  were  heads  of  spears,  or  walking- 
sticks;  Whittaker  considers  them  as  battle-axes;  Stukeley 
regards  them  as  used  by  the  Druids  for  cutting  the  mistletoe ; 
Count  Caylus  and  Du  Cange  deem  them  chisels.  Sir 
Richard  C.  Hoare,  in  "  Ancient  Wiltshire"  has  given  repre- 
sentations and  notices  of  several  curious  specimens.  The 
author  has  one  in  the  original  matrix,  or  case ;  and  another 
with  an  elastic  ring  and  amber  bead  attached  to  it. 

Cement,  Lat.  Camentum.  Coagment  would  be  a  more  correct 
term  than  cement  for  what  is  meant  by  the  latter  word. 
Camentumf  cement,  is  the  term  for  a  concretion  of  rubble 
and  mortar,  or  coagment.  In  a  curious  tract  on  old  Charing- 
Cross,  it  is  strangely  mentioned  that  it  was  "  so  cemented  with 
mortar  made  of  purest  lime,  Callis  sand,  white  of  eggs,  and 
the  strongest  wort,  that  it  defied  all  hammers  and  hatchets 
whatsoever." — Blakeway  and  Owen's  Shrews,  y oh  ii.  p. 361. — 
(See  Higgim's  Art  of  Composing  and  Applying  Calcareous 
Cements,  S^c.     8vo.     1780). 

Cemetery,  the  same  as  churchyard,  a  piece  of  ground 
generally  adjoining  a  church,  and  used  for  the  interment  of 
dead  persons.  In  imitation  of  the  ancient  Romans,  and 
other  remote  nations,  the  Fiench  and  English  are  at  length 
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adopting  the  rational  practice  of  providing  cemeteries  at  a 
distance  from  great  towns,  and  places  of  human  habitation  : 
such  as  the  P^re- la-chaise,  near  Paris;  the  cemeteries 
near  Liverpool,  and  also  near  London. 

Cenotaph,  Ktvord^tov,  Gr.  from  xiro;,  empty;  and  rdpog,  a 
sepulchre,  or  tomb — an  empty  tomb,  an  honorary  monu- 
ment after  death.  A  monument  erected  to  the  memory  of 
a  person  when  the  funeral  rites  have  been  performed  in 
some  other  place,  or  whose  body  could  not  be  found. 

CeroferariuM;  the  candlestick  for  holding  the  paschal  taper. 
— Blak.  and  Owen's  Shrews,  vol.  ii.  p.  347. 

Chaillou,  or  Cuayllowe  (William  de);  was  clerk  and 
surveyor  of  the  works  at  the  Tower  of  London,  and  the 
palace  of  Westminster,  temp.  Edwards  U.  and  IIL 

Chains,  in  military  tactics,  were  formerly  employed  to  guard, 
or  fence  the  ends  of  streets,  and  the  passages  of  rivers.  At 
York,  there  was  a  piece  of  chain  extending  from  the  for- 
tified ramparts  on  one  side  of  the  river  to  the  opposite 
side.  A  curious  fact  relating  to  chains,  is  recorded  in 
BlewitVs  '*  Panorama  of  Torquay.**  8vo.  1832. 

Chair.  Among  the  furniture  of  cathedrals  and  the  larger 
churches,  there  was  a  substantial  and  often  a  splendid  chair. 
The  famous  coronation  chair  in  Westminster  Abbey  Church 
is  amongst  the  most  memorable  objects  of  this  class.  It 
is  formed  of  carved  oak,  and  contains  beneath  its  seat  the 
celebrated  stone  on  which  the  ancient  kings  of  Scotland 
were  usually  crowned.  [See  *'  History  of  Westminster 
Abbey**  by  Brayley  and  Neale,  vol.  ii.  p.  118,  &c.]  The 
indefatigable  and  accurate  historian  of  that  interesting 
church  has  entered  into  a  critical  disquisition  on  the  age 
and  characteristics  of  the  coronation  stone,  and  recorded 
some  curious  particulars  of  the  chair.  In  St.  Mary's  Hall, 
Coventry,  is  a  very  finely  carved  chair,  a  representation  of 
which  is  given  in  Shaw's  *'  Specimens  of  Ancient  Furni- 
ture,*' in  which  are  views  of  several  other  old  chairs.  A 
large  stone  chair,  for  the  enthronement  of  the  Archbishop 
of  Canterbury,  is  preserved  iu  that  cathedral.  In  Win- 
chester Cathedral  is  a  very  curious  specimen  of  one  made 
of  iron,  covered  with  leather,  velvet,  &c.,  which  was  for- 
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merly  used  for  the  same  purpose.  This  resembles  some  of 
the  Curule  chairs  of  the  Romans^  which,  when  opened,  re- 
sembled the  letter  X.  Specimens  are  engraved  in  Mont- 
faufon's  *'  Antiquities"  also  in  Cayiu8*s  *'  Antiquities"  In 
the  summer  of  1835,  the  frame  of  a  Roman  chair  was  found 
by  Mr.  J.  Oage,  in  one  of  the  Bartlow  Tumuli,  which  con- 
tained, also,  several  other  curious  relics  of  Roman  art. 

Chalcidicum,  a  large  room,  or  hall,  in  the  city  of  Chalcis, 
belonging  to  a  court  of  justice.  The  Chalcidicum  was  a 
spacious  hall  in  ancient  palaces,  in  which  the  sovereign 
presided  to  hear  causes  and  pronounce  judgment  from 
his  throne.  Vitruvius  applies  the  term  to  the  auditory  of  a 
basilica. 

Chalice.  KuX/g,  Gr.  ;  calix,  Lat.  ;  calic.  Sax. ;  calice,  Fr. 
a  cup  used  at  the  altar  for  the  administration  of  the  sacra- 
ment. In  the  canons  of  the  Catholic  church  it  is  prescribed 
that  the  chalice  shall  not  be  made  of  wax,  nor  wood,  nor 
tin,  but  of  gold  or  silver.  —  Lanfranc^s  Canons,  a.d.  1071; 
Archbp.  Richards'  ditto ^  a.d.  1175. 

Chamber,  Camera,  a  room,  or  apartment  in  a  monastery  or 
ancient  mansion.  The  great-chamber,  the  little-chamber, 
and  the  priest's  chamber,  are  often  mentioned  in  records. 
''  Camera  implies  a  suite  of  apartments,  including  even  a 
sacellum,  or  private  chapel;"  [Raine's  North  Durham, 
p.  87.  from  a  roll  of  1344.]  but  this  could  only  be  an 
occasional  or  local  application  of  the  term.  The  great- 
chamber  is  supposed  to  correspond  with  the  modem  draw- 
ing-room. 

Chamfer,  from  xa^tMrrda,  Gr.  to  bend ;  xa^mt^Xo;,  curved,  ren- 
dered inflexed,  or  blunt :  thus,  a  chamfer  is  a  broken  angle, 
a  chafed  edge,  in  buildings  or  in  sculpture.  To  chamfer, 
as  well  as  the  Fr.  chanfrain  and  chamfreiner,  has  descended 
from  camera,  for  that  which  is  vaulted  is  supposed  to  be 
rounded  externally,  and  such  is  the  effect  of  a  chamfer. 
The  bevelled  face,  or  edge  of  the  jamb  of  a  door  or 
window  is  said  to  be  chamfered. 

CflAMP»  the  flat  surface  of  a  wall,  8cc.  William  of  Worcester 
uses  the  expression, ''  a  champ-ashler."  The  contracts  for 
the  brass  work  about  the  Earl  of  Warwick's  tomb,  order 
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**  all  the  champes  about  the  letters  to  be  abated  and  hatched , 
curiously  to  set  out  the  letters."  [DugdaU^s  Warwickshire: 
and  Arch.  Antiq.  vol.  iv.]  Thus  the  letters  appear  in  relief, 
and  not  cut  in,  as  was  the  more  common  way  of  engraving. 

Chancel,  from  Cancelli,  Lat.;  cancellus.  Low  Lat. ;  kantzel, 
Ger.  the  lattice- work,  or  cross-bars,  which  were  formerly 
used  to  separate  the  eastern  from  the  choir  part  of  a 
church.  The  chancel  is  that  portion  of  a  large  church 
bounded  by  the  altar-screen,  or  communion  table,  to  the 
east,  and  by  another  low  screen,  or  rails,  to  the  west, 
separating  it  from  the  choir  or  presbytery.  In  parish 
churches,  the  chancel  is  usually  the  whole  east  end  of  the 
edifice,  walled  on  three  sides,  and  separated  from  the  church 
by  a  screen,  on  which  was  formerly  placed  the  rood,  and 
hence  called  rood-loft.  In  the  centre,  under  the  eastern 
window,  was  an  altar-table,  to  the  south  of  which,  in  the 
wall,  was  a  niche,  or  recess,  for  a  piscina,  near  which  was  an 
ambry,  or  closet,  for  the  instruments  of  the  altar.  Adjoin- 
ing, also,  in  some  conventual  and  cathedral  churches,  there 
were  three  stone  seats,  or  stalls,  raised  one  above  the  other 
for  three  priests,  who  officiated  at  the  altar,  t.  e.  the  bishop, 
or  abbot,  and  two  presbyters.  By  the  Legatine  Constitu- 
tions of  A.  D.  1268,  the  clergyman  was  required  ''  out  of  the 
fruits  of  his  church,  or  benefice,"  to  repair  his*  chancel. — 
See  Ayliffe's  "  Parergoft"  p.  466.  According  to  Bingham, 
[Orig.  Eccles.  fol.,  p.  297.]  "  the  third,  or  innermost  part 
of  the  ancient  churches  was  that  which  we  now  call  the 
chancel ;  but  originally  it  was  known  by  many  other 
names,"  t.  e.  the  bema,  or  tribunal;  or  adytum;  or  holy 
of  holies.  The  highest  part  of  the  chancel,  he  says,  was 
called  apsis,  exedra,  or  conchula-bematis. 

Chancery,  high  court  of,  according  to  Mr.  Whitaker, 
iCath.  of  Cornwall,  vol.  i.  p.  162.]  was  formerly  held  in  the 
south  porch  of  Canterbury  Cathedral ;  and,  as  the  archbishop 
presided,  it  was  called  by  Selden  "  tribunal  archiepisco- 
pale." — Baitely*s  Survey  of  Canterbury. 

Chantry,  or  Chauntry;  from  cano,  Lat.;  chanter,  Fr. ; 
singechor,  Ger. ;  chaunt,  Eng.,  is  an  apartment  in,  or  an 
appendage  to,  a  cathedral  or  other  church,  and  considered 
as  a  sepulchral  chapel,  founded  and  endowed  by  a  person  of 
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property  of  the  Roman  Catholic  religion,  for  a  chantry- 
priest  or  priests,  to  offer  up  masses,  by  chaunting  or 
singing,  to  release  the  soul  or  souls  of  the  deceased  from 
the  pains  of  purgatory.  The  body  of  such  founder  was 
usually  entombed  near  the  altar,  within  the  chantry;  for 
the  preservation  of  which,  together  with  its  adjuncts,  he 
bequeathed  a  sufficiency  of  lands.  Before  the  passing  of 
the  Statute  of  Mortmain,  in  the  reign  of  Edward  III., 
the  building  and  endowing  of  chantries  were  matters  of 
testamentary  disposition;  but  after  that  enactment  it  be- 
came necessary  for  their  founders  to  obtain  a  charter,  or 
a  grant,  specifically  from  the  Crown,  in  order  to  secure 
the  lands  thus  devised  for  their  pious  ends ;  and  thenceforth 
all  chantry -priests  were  accustomed  to  commence  their 
prayers  for  ''  the  good  estate  of  the  king  living,"  and 
afterwards  for  the  founder.  [Fuller's  "  Church  History,*^ 
edit.  1655,  p.  351.]  The  importance  long  attached  to 
these  posthumous  rites  is  apparent  in  the  circumstance 
that  King  Henry  VIII.,  by  his  last  will,  revised  a  month 
before  his  demise,  made  provision  for  ''  a  multitude  of 
masses  to  be  offered  up,  for  ever,  for  his  soul ;"  the  effect  of 
which,  however,  was  frustrated  by  the  progress  and  triumph 
of  that  reformation  which  the  monarch  had  confirmed. 
Chantries  had  their  origin  in  the  prohibition  of  private 
masses,  by  the  bishops  and  abbots,  at  the  high  altars  of 
cathedral  and  abbatial  churches,  as  incompatible  with  the 
dignity  of  their  respective  solemnities.  [Fuller,  ibid. 
p.  350.]  There  were  forty-seven  chantries  in  St.  Paul's 
Cathedral,  London,  as  appears  from  the  returns  made  by 
the  royal  commissioners  in  the  second  year  of  King 
Edward  VI.  [Dugdale's  "  History  of  Si.  PauTs:'  edit.  1818. 
p.  380.]  Fuller  has  given  an  account  of  the  "  odde  seven," 
as  ''  enough  to  acquaint  us  with  the  nature  of  all  the  rest," 
viz. — 1.  Sir  John  Beauchamp's  chantry,  founded  by  him- 
self, for  one  chaplain,  to  pray  for  the  souls  of  himself  and 
the  progenitors  of  the  Earl  of  Warwick.  2.  Sir  John 
Poultney,  founded  by  his  last  testament,  for  three  priests, 
to  pray  for  his  own  and  all  Christian  souls.  3.  John, 
Duke  of  Lancaster,  founded  by  his  executors,  for  two 
chaplains,  to  pray  for  King  Henry  IV.,  then  living,  and  the 
soul  of  himself.     4.   Walter  Sherington,  founded  by  his 


his  own  Boul.  6.  Thomas  More,  Dean  of  St.  Paul's,  fouuded 
by  hiB  executors,  for  three  priests,  to  pray  for  bis  soul  and 
others-  6.  Walter  Thorpe,  founded  by  his  executors,  for 
one  chaplain,  to  pray  for  his  soul.  7.  Richard  Fitz-Jaraes, 
Bishop  of  London,  founded  by  Henry  Hill,  citizen  and 
haberdasher,  in  the  thirteenth  year  of  Henry  VIII.,  for  one 
chaplain,  to  pray.  Besides  the  chantry  -  masses  thus 
provided  for,  there  were  cathedral-masses  in  daily  course 
of  celebration  by  the  dean  and  chapter  of  St.  Paul's 
cathedral.  The  stipends  of  the  chantry  -  priests  were 
varied  in  proportion  to  the  piety  and  property  of  the 
founder,  from  forty  marks  for  2000  masses,  to  four-pence 
for  a  single  mass;  and  chantry-priests  were  not  allowed  to 
receive  more  than  seven  marks  per  annum,  or  three  marks, 
with  their  board;  but  they  contrived  to  increase  their 
resources  by  performing  "  general  and  special  obits  for 
other  men,"  besides  their  founders,  and  by  "  procession- 
pence."  [Ax/liffe'i  "  Parergon,"  p.  61  ;  Lyndwoo^t  "  Pro- 
viaciale,"  p.  240.]  Secular  priests  were  sometimes  selected 
for  the  duties  of  chantries.  It  appears,  by  an  instrument 
in  the  chapter-house  of  St.  Mary,  at  Shrewsbury,  dated  4tb 
July,  1333,  that  mass  was  ordained  to  be  chanted  for  ever  at 
the  altar  of  St.  Winifred,  within  that  monastery,  for  the  soul  of 
William  de  Mokely,  abbot,  and  the  souls  of  his  predecessors 
and  successors,  by  a  secular  priest,  who  should  be  bound 
by  his  oath  to  perform  the  same ;  and  for  which  service 
he  was  to  receive,  for  his  expenses  and  exhibition,  a 
chamber,  fitting  his  estate,  in  their  almonry,  and  six  yearly 
marks  (about  100/.),  by  the  hands  of  their  almoner.  [Btake- 
vjay  and  Owen's  Shrewt,,  vol.  ii.,  117.]  Among  the  most 
remarkable  chantries  in  this  kingdom,  at  the  present 
day,  rescued  from  spoliation,  may  be  instanced  those  of 
Henry  VII.  and  Henry  V.  at  Westminster  Abbey  Church  : 
the  latter  monarch  bequeathed  to  hie  altar  there,  plate  and 
vestments  ;  and  directed  such  altar  to  be  served  by  three 
monks,  who  are  to  say  three  masses  daily ;  eight  waz- 
lights,  of  eight  pounds  each,  were  to  be  kept  for  ever  burn- 
ing on  the  tomb  during  high  mass,  and  vespers  every  day ; 
and  bequeaths  100/.  for  its  support."     ["  Hist,  o/"  West. 
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Abbey*'  by  Brayley  and  Neale,  voL  ii,  p.  85.]  Fuller,  referring 
to  the  celebration  of  chauntingy  says,  that  *'  almost  every 
one  of  the  forty  and  seven  chanteries  founded  in  St.  Paul's 
Church  had  their  priest  officiating  either  in  several  chapels 
or  at  several  altars,  probably  not  to  disturb  each  other  in 
their  private  celebrations."  [Ibid.  p.  352].  The  splendid 
Chapel  of  Henry  VII.  at  Westminster  may  be  regarded  as  a 
chantry,  it  being  built  expressly  to  contain  his  sepulchral 
tombi  with  an  altar,  and  was  endowed  for  priests  to  offbr  up 
prayers.  By  the  monarch's  last  will  it  is  ordered,  that 
"  within  the  grate,  at  oure  fete  after  a  convenient  distance 
from  oure  towmbe,  be  maid  an  aultier,  at  which  aultier  we 
wol  certaine  priests  daily  saie  masses  for  the  wealeofoure 
Boule  and  remission  of  oure  synnes ;  under  such  manner  and 
fourme  as  is  convenanted  and  agreed  betwext  us  and  the 
abbot,  priour,  and  convent."  [Nichols's  "Royal  Wills.'*]  Chan- 
tries were  dissolved  by  Act  of  Parliament,  1st  Edward  VI. 
c.  14;  and  '*  vast  was  the  wealth,"  adds  Fuller,  "  accruing 
to  the  Crown  by  their  dissolution."  He  further  observes 
that  '^  their  exact  number,  in  all  England,  was  unknown" 
at  the  time.  Chantry-chapels  are  remaining  in  all  the  Cathe- 
drals, and  in  most  of  the  large  monastic,  and  also  in  many 
of  the  parochial,  churches  of  England.  The  bishops  and 
abbots  generally  provided  such  memorials  either  before 
death,  or  bequeathed  property,  and  left  testamentary  direc- 
tions for  their  subsequent  erection.  [Nichols's  *^  Royal  and 
Noble  Wills."]  Nobles  and  lords  of  manors  often  founded, 
endowed^  and  built  chantries  at  the  end  of  one  of  the  ailes 
in  parish  churches,  and  appropriated  them  for  the  reception 
of  family  tombs,  for  heraldic  insignia,  and  for  portions  of 
their  armour.  In  the  abbey  church  of  Westminster ;  St. 
George's  Chapel,  Windsor;  in  Canterbury  Cathedral;  and 
in  other  great  churches,  there  are  many  very  fine  and 
interesting  specimens  of  royal  and  prelatical  chantries,  some 
of  which  exhibit  splendid  specimens  of  the  architectural 
and  sculptural  designs  of  their  respective  ages.  The 
chantry -chapels  of  Henry  V.  and  Henry  VII.,  at  West- 
minster ;  of  Edward  IV.,  at  Windsor  ;  of  Edward  II.,  at 
Gloucester;  and  of  Bishops  Waynfieet,  Beaufort,  Wyke- 
ham,  &c.,  at  Winchester, — are  amongst  the  most  splendid 
works  of  art  belonging  to  their  respective  times.    Most  of 
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end,  raised  on  a  Btep ;  and  having  b  piscina,  and  an  ambry, 
or  closet,  on  the  south  aide. 
Chapel.  Capella,  Lat. ;  chapelle,  Ft.  ;  capella,  It. ;  capilla,  Sp.; 
kapelle,  Ger.  a  building  appropriated  to  the  perrormance 
of  Christian  worship;  but  subordinate  to,  and  generally 
dependant  on,  the  mother,  or  parish  church.  There  are 
many  chapels  attached  to,  and  forming  part  of  large  charches, 
particularly  cathedrals.  Chapels  are  contradistinguished 
from  churches  in  being  served  by  a  stipendiary  chaplain — ■ 
in  being  deprived  of  a  font,  and  the  rites  of  baptism, 
marriage,  and  sepulture.  Capella,  according  to  Johnson, 
[EccUs.  Laws  mclxxxviu  pr.]  "  signifies  a  cabinet  to 
contain  holy  rebques;  and,  in  a  larger  sense,  a  closet  or 
chest  for  the  repository  of  any  thing  valuable ;  hence  it  came 
to  signify  a  little  church:  for  no  church  or  chapel  could  be 
ordinarily  consecrated  without  having  the  reliques  of  some 
saint  to  be  kept  therein."  In  ecclesiastical  laws,  chapels  are 
classed  under  the  heads  of  "  royal,  fret,  collegiate,  of'eate, 
and  private." 

The  first,  or  Royal  Chapelt,  possessed  pecnliar  privileges, 
as  having  been  raised  and  founded  by  monarchs.  Of  this  class 
are  the  famed  and  highly  interesting  edifices,  St.  George's, 
at  Windsor ;  King's  College,  at  Cambridge  ;  and  that  of 
Henry  VII.  at  Westminster.   These  are  nearly  the  same  as 

Free  Chapelt,  which  were  allowed  in  the  time  of 
Edward  III.  a.d.  1342,  and  were  ao  named  as  being  exempt 
from  "  all  ordinary  jurisdiction."  The  king  had  the  power 
of  erecting  them,  and  also  of  granting  license  to  any  subject 
to  found  one. 

Collegiate  Chapelt  are  those  belonging  to  colleges,  either 
monastic  or  secular;  and  are  next  in  size  and  importance 
to  royal  chapels.  Each  college  in  the  English  universities 
has  its  respective  chapel,  in  which  the  Protestant  religious 
services  are  performed.  In  the  Roman  Catholic  colleges, 
schools,  and  monasteries,  there  are  private  chapels  devoted 
to  the  routine  service  of  the  Catholic  religion ;  and  some  of 
these  are  sumptuously  decorated  at  and  about  the  altar, 
and  have  lights  constantly  burning.     It  is  remarked  by 
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some  writers,  that  chapels  are  generally  dedicated  to  female 
saints.  The  Lady,  or  Virgin  Mary  Chapel,  in  cathedrals,  is 
usually  at  the  eastern  extremity  of  the  church.  Those  of 
Ely  and  Bristol  cathedrals  are  on  the  north  side.  Some 
collegiate  churches  in  France  are  called  Saintes  chapelles, 
from  containing  relics  of  saints  —  there  is  one  at  Paris, 
another  at  Dijon,  and  one  at  Bourbon. 

Private  Chapels  are  those  apartments,  or  buildings  in, 
or  attached  to,  mansions  and  bishop's  palaces,  which  ex- 
clusively belong  to  the  lord,  or  prelate.  It  was  provided  by 
Archbishop  Stratford  that  no  priest  should  perform  service 
in  any  unconsecrated  building  or  apartment,  without  license 
from  the  bishop.  By  Anselm's  '*  Canons,**  a.d.  1 102,  persons 
are  prohibited  to  build  chapels  without  consent  of  the 
bishop.  The  Legatine  Constitutions,  a.d.  1268,  Sec.  16, 
state  that,  ''  when  a  private  person  desires  a  proper 
chapel,  and  the  bishop  grants  it  for  a  just  cause,  he 
always  used  to  add, '  so  that  it  be  done  without  prejudice  to 
the  right  of  another.'  We  ordain  that  chaplains  ministering 
in  such  chapels  restore  to  the  rector  of  the  mother  church 
all  oblations  and  other  things."  By  the  constitutions  of 
Archbishop  Stratford,  a.d.  1342,  priests  are  strictly  forbidden 
to  celebrate  mass  in  private  chapels;  but  they  were 
allowed  to  officiate  in  the  '^  chapels  and  oratories  erected, 
or  to  be  erected,  for  the  kings  or  queens  of  England,  or 
their  children.** — [Johnson*s  Eccle.  Laws.  A.D,  mccxlji."] 
Warton,  in  his  interesting  '*  History  of  Kiddington,**  (3d. 
edit.  p.  26),  thus  notices  a  manerial  chapel:  **  Licenses 
for  celebrating  divine  service  in  a  manerial  chapel,  are  very 
frequent  in  our  episcopal  registers.  As  thus :  Wykeham, 
Bishop  of  Winchester,  grants  license  to  Thomas  Earl  of 
Kent,  and  Alice  his  wife,  to  have  a  chapel  in  their  mansion- 
house  in  the  New  Forest,  for  celebrating  mass  and  all 
sacraments  '  per  idoneos  capelianos  extra  matricis  ecclesisB 
prejudicium,  &c.'  Dat.  Nov.  12, 1390.  Registr.  Wykeham. 
p.  iii.  fol.  102.  Grosthead,  Bishop  of  Lincoln,  in  some 
constitutions  given  to  his  diocess  about  the  year  1250, 
forbids  Earl  Warren  to  have  mass  performed  in  the  hall  of 
his  mansion-house  at  Graham,  "  Canibus  ubique  in  ea  dis- 
currentibus  et  cubantibus,  &c."  He  calls  it  **  Aula  de 
Graham."     [Browne's  Fascie,  vol.  ii.  p.  345,  ut  supra.] 


ncBS  or  im potency." 

Chapeti-qf-ease  are  dependant  on  the  mother,  or  parochial 
churches,  and  built  at  some  distance  rrom  the  latter  for  the 
accommodation  of  persons  who  could  not  trarel  so  far  to 
attend  worship.  Hence,  in  hamlets  remote  from  the  parish- 
church,  chapela  are  often  raised ;  and  also  in  large  and  po- 
pulous towns,  where  the  whole  of  the  iobabitants  cannot 
be  accommodated  in  the  old  church. 

Dr.  Milner,  in  his  "  Inquiry  into  certain  Vulgar 
Opinions,"  Sec.  8to.  1807,  has  giyen  his  opinion  on  the 
form,  details,  and  decorations  of  Catholic  chapels. 

Chapiter,  Chapitbel,  the  capital  of  a  column.  The  word 
occurs  in  this  sense  frequently  in  the  English  translation  of 
the  old  Testament.  {See  Capital.) — See  Harington's 
translation  of  Orlando  Furioso,  42.  70. 

Chapteb>hodse,  and  Chapteb-boom,  Capitulum,  Lai.; 
ckapitre,  Ft.;  capitolo,  It. j  det  propilei,  Ger.,  the  apart- 
ment in  which  the  ecclesiastical  councils,  or  chapters  of 
cathedrals  and  conventual  churches,  assembled  to  transact 
their  ofBcial  business.  In  a  roll  of  Exeter  cathedral,  dated 
1412-13,  this  room  is  called  domua  capitularit.  In  archi- 
tectural design,  the  chapter-bouse  ia  generally  an  interesting, 
and  often  a  very  beautiful  feature  of  a  large  church.  In 
the  buildings  of  different  ages  and  different  districts,  it  is 
varied  in  form,  proportion,  size,  and  decoration.  Those  of 
the  earliest  date  in  England,  i.  e.  of  the  eleventh  and  twelfth 
centuries,  are  mostly,  if  not  wholly,  of  an  oblong  or  paral- 
lelogramic  shape,  some  of  which  are  terminated  eastward, 
with  a  semicircular  end,  as  at  Durham.  (See  engraved 
ground  plan  of  Durham  Cathedral.)  Others  are  circular,  as 
at  Worcester ;  octangular,  as  Salisbury,  York,  Wells,  &c. ; 
or  polygonal,  as  Lichfield  and  Lincoln. 

The  accompanying  series  of  engraved  ground  plan$  of 
twelve  chapter- houset  will  serve  better  than  language  to 
point  out  the  varieties  in  form  of  so  many  of  the  most  re- 
markable specimens  in  England.  Every  cathedral,  and  nearly 
«ll  the  great  conventual  churches,  were  provided  with  chapter- 
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houses,  which  were  usually  connected  with,  and  approaclied 
from,  the  cloiEtar  ;  ai  at  Salisbury,  Bristol,  Exeter,  Can- 
terbury, Oxford,  Westminster,  Ecc.  There  are  some,  how- 
ever, differently  situated  ;  as  at  Wells,  Lichfield,  and  York, 
where  they  are  connected  with  the  north  transept.  Thst 
of  Wells  is  peculiar  in  position  and  design,  being  elevated 
considerably  above  the  level  of  the  church,  and  approached 
by  a  flight  of  steps.    That  of  Wetttntmler  haa  also  a  crypt. 


srchiTolt  mouldiogs,  whilst  the  inner  roof  is  Taulled,  and 
adorned  with  ornamented  riba  springing  from  the  angles,  and 
diverging  across  the  roof  diagonally,  with  another  extending 
across  from  one  side-wall  to  the  other.  At  the  east  end  are 
two  windows  with  aemicircnlar  arches ;  and  on  the  south 
side  are  two  others.  These,  with  the  whole  of  the  eastern 
wall,  have  been  newly  made  under  the  direction  of  the 
learned  dean,  the  Kev.  Dr.  Beeke.  Before  this  restoration 
and  improvement,  there  were  sash  windows,  and  other  great 
absurdities  :  now  the  room  is  unrivalled  in  architectural 
■tyle  and  character.  This  part  of  the  church  is  supposed 
to  be  of  the  age  of  Robert  Fitzhardiog,  about  1142.  A  view 
of  the  interior,  with  ground  plan ;  and  a  further  account 
of  it,  will  be  found  in  Cath.  Ant.  Briitol.  (See  also  Plate  i. 
ABCiiBS,fig.7.) 

The  Chapter- Home,  Gloucetter  Cathedral  [Plan.  fig.  8] 
is  a  large,  lofly,  rectangular  room,  on  the  east  side  of  the 
splendid  cloister,  and  to  the  north  of  that  church.  A  semi- 
circular-headed  doorway  communicates  with  the  cloister. 
Each  side-wall  is  adorned  with  attached  columns  supporting 
a  continued  arcade  of  semicircular  arcbivolt  mouldings,  and 
the  east  end  is  finished  with  three  sides  of  an  octagon,  hav- 
ing  a  large  window,  of  nine  days,  or  lights.  This  end  is  of 
later  date  than  the  other  parts  of  the  room,  as  is  the  vaulted 
ceiling;  but  the  original  design  and  workmanship  may  be 
safely  assigned  to  Bishop  Serlo,  about  a.d.  1100,  under 
whom  some  works  were  erecting  in  this  edifice,  then  a 
priory-church. 

The  Chapter- Hotttea  of  Cheater  [fig.  10]  and  Oxford  [fig. 
8,  erroneously  written  Durham],  by  their  style  and  general 
design,  indicate  nearly  the  same  age.  The  former  is  ascribed 
to  Randal  de  Blundeville,  who  was  made  Earl  of  Chester  in 
1181,  and  died  in  1232,  As  shewn  by  the  plan,  it  is  a  paral- 
lelogram of  three  divisions,  or  severies,  with  a  vaulted  and 
ribbed  ceiling,  and  three  windows  on  the  north  side,  two 
to  the  south,  and  a  large  one,  of  five  lights,  to  the  east.  In 
front  of  the  glazing  is  a  series  of  tall  and  small  columns, 
carrying  an  arcade  of  lancet-shaped  arches.      Exterior  to 
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the  chapter-room  is  a  vestibule,  or  porticus,  arched  orer, 
and  ribbed  with  diagonal  mouldings,  which  epriog  from 
four  insulated  columns;  other  attached  columns  are  at  the 
aides.  This  vestibule  is  of  different  design  to  the  chapter- 
room. —  (See  Wild's  Account  of  Chester  Cathedral,  and 
Ormerod'i  History  of  Cheshire.) 

The  Chapter- House,  Canterbury  Cathedral  [fig.  7],  re- 
sembles that  of  Gloncester  in  form,  and  in  its  connexion  with 


iog  ten  nearly  equal  sides,  with  flying-buttresses  exteudiug 
from  each  angle  to  the  distsDce  of  thirty  feet  from  the  wall ; 
whence  it  is  said  to  represent  a  tent.  Id  each  face  is  a 
window  of  two  lights,  and  surrounding  the  interior  is  s  stone 
seat,  with  a  continued  arcade.  A  similar  arcade  lines  the 
aide-walls  of  the  vestihule,  which  forms  en  intermediate 
apartment  between  the  room  and  the  cloister.  In  the  centre 
is  a  column  composed  of  ten  semi-columns  (c),  from  the 
capitals  of  which  diverge  twenty  ribs  to  the  outer  wall.  The 
whole  of  this  building  is  in  the  lancet,  or  first  pointed  style, 
and  is  said  to  hare  been  erected  by  Bishop  Hugh  of  Bur- 
gundy about  A.o.  1200.— [See  pi.  1,  fig.  13.  of  Abcades.] 
Ware,  in  his  scientific  "  Treatise  on  Arches,"  has  given  a 
section  of  this  building,  and  in  his  account  remarks,  that 
the  chapter-houae  of  Salisbury  owes  much  of  its  fame  to 
the  circumstance  of  its  architect  having  avoided  the  defective 
construction  apparent  in  that  of  Lincoln.  He  thinks  that 
the  quantity  of  arch-buttresses  was  not  necessary  to  support 
the  building.  The  Ckapter-Houae  at  Westminster  had  also 
similar  buttresses,  but  they  did  not  extend  so  far  from  the 
wall.  They  were  apparently  unnecessary,  as  the  wall  of 
the  crypt,  an  apartment  beneath  the  chapter-room,  is  of 
great  substance. 

The  Chapter- Houte,  Lichfield  Cathedral  [fig.  2],  unlike 
any  other,  but  in  a  corresponding  style  of  architecture  to 
that  of  Lincoln,  is  composed  of  ten  sides,  or  faces,  and 
disposed  in  an  oblong,  or  nearly  oral  shape.  Its  measure- 
ment within  is  forty-five  by  twenty-eight  feet,  on  the 
plan.  A  stone  seat,  with  a  series  of  stalls,  extends  around 
the  lower  division  of  the  building ;  whilst  eight  windows, 
of  two  lights  to  each,  occupy  the  upper  divisions.  It  is 
said  to  have  been  erected  during  the  prelacy  of  Bishop 
Stavenby,  about  1224  ^  it  is  a  very  interesting  specimen  of 
the  architectural  style  of  that  age.  Its  capitals,  brackets, 
iic.  are  elaborately  sculptured,  in  imitation  of  foliage.  (See 
views  of  parts  of  this  edifice,  and  an  account  of  it,  in  GiM. 
Antiq.  Ltchfitld.) 

Chapter-House, Salisbury  Cathedral[fig.  12],  is  attributed 
to  Bishop  Bridport,  who  died  a.d.  1263.   It  has  eight  sides, 
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and  as  many  large  windows ;  all  of  which  were  formerly 
adorned  with  ''  the  storied  pane/'  In  the  central  clustered 
column,  which  supports  the  groined  roof,  we  find  this 
difference  from  the  former  examples,  viz.  that  while  in  them 
the  small  shafts  form  a  part  of  the  solid  mass,  they  are  here 
detached  from  the  chief  pillar,  and  connected,  at  intervals, 
by  horizontal  bands.  The  floor  was  formed  of  glazed 
tiles  :  the  general  decoration  and  scientific  construction 
placed  this  among  the  finest  buildings  of  its  class.  [The 
stalls  are  shewn  in  plate  2,  fig.  7,  Arcades.] 

Chapter- House,  York  Cathedral  [fig.  3]  presents  a  new 
and  imposing  design  in  this  class  of  sacred  buildings. 
Although  fully  equal  in  size  to  any  of  the  foregoing  examples 
of  circular  arrangement,  the  vaulting  of  this  is  carried  across 
the  building  in  a  single  span  of  fifty-seven  feet.  (See  Groin, 
and  Rib.)  An  enlarged  plan  is  given  in  plate  1,  Tracery  of 
Vaulted  Ceiling;  and  its  architectural  features  are  still 
further  developed  in  plate  2  of  Tracery,  &c.  The  former  is 
copied  from  a  print  in  Sir  James  Hall's  *'  Essay  on  Gothic 
Architecture,"  4to,  1813 ;  being  a  perspective  view  of  the 
ceiling,  as  supposed  to  be  seen  in  a  mirror  on  the  floor.  It 
is  from  an  original  drawing  by  Edward  Blore,  Esq. — [See 
Cath.  Antiq.,  York;  and  Halfpenny's  "  Gothic  Ornaments 
of  York  Cathedral"  for  views  and  an  account  of  the  chapter- 
bouse.]    This  building  was  erected  about  the  year  1280. 

Wells  Chapter 'House  [fig.  1  ],  standing  over  a  crypt,  is 
raised  considerably  above  the  level  of  the  church,  and  is 
approached  by  a  flight  of  steps  from  the  great  north  tran- 
sept. In  general  arrangement  it  resembles  that  of  Salis- 
bury ;  but  the  form  of  the  external  buttresses  is  somewhat 
unusual,  from  coming  to  a  sharp  arris  in  front ;  as  is  the  case 
with  those  in  the  Lady  Chapel  (now  a  school-house)  at 
Waltham  Abbey,  Essex.  Wells  Chapter-House  appears  to 
have  been  erected  by  Bishop  de  Marchia,  about  the  year 
1300.  Its  sub-room,  or  crypt,  on  the  level  of  the  church, 
is  a  fine  architectural  design,  and  is  skilfully  executed.  It 
has  a  single  column  in  the  centre,  from  which  diverge  bold 
ribs,  forming  very  flattened  arches :  near  the  door  of  entrance 
is  a  singular  lavatory,  or  water-trough.  An  arched  passage, 
or  corridor,  connects  this  crypt  with  the  north  aile  of  the 
choir :  there  is  a  circular  stair-case  from  the  crypt  to  the 
chapter-room,  over  it.  The  following  tabular  view  of  Chapter- 
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Char,  Chabe,  Cypj\t,  Sax.,  to  hew,  or  work.  In  the  will  of 
Henry  VI.  relative  to  the  building  of  King's  College  Chapel, 
Cambridge,  it  ia  ordered  that  the  walls  "  be  imbatteled, 
vawled,  and  ehart'roffed ;"  that  is,  vaulted  with  wrought 
stone. — Arch.  Antiq.  vol.  i.  p.  3.  Mr.  Dallaway  strangely 
says,  "  ehare-Toffed  means  a  space  having  been  left  between 
the  vault  and  the  roof."    [Observ.  on  Eng.  Arch.  p.  174.] 


is  sometimes  applied  to  reticulated  masonry ;  also  to  brick- 
walls  where  dark  bricks  are  worked  iato  the  regular  facing 
in  diamond  forms.  {,See  Diapered.)  "The  chequered 
lines  of  dark  brick,  very  common  in  buildings  of  the  age  of 
Hamptoa  Court  Palace,  are  symptoms  of  degenerate  taste." 
—  Wilhon  in  Pugin's  "  Specimem,"  vol.  ii.  p.  2. 
Chest,  a  lai^  wooden  box  with  a  cover  or  lid,  fastened  at  the 
back  by  hinges,  and  generally  pro?ided  with  one  or  more 
locks  in  front^to  secure  the  contents  within.  Old  churches, 
castles,  and  mansions,  generally  coatained  several  of  these 
substantial  and  costly  pieces  of  furniture,  to  protect  money, 
jewels,  clothes,  and  other  choice  and  valuable  articles. 
Under  the  head  of  "  Cittie  cum  reliqum,"  in  an  inventory 
ofjeweh,i/ic.  belonging  to  Salisbury  Cathedral,  a.d.  1556, 
is  the  following  list  of  chests,  which  specifies  the  names 
of  different  objects  belonging  to  a  Catholic  church  at  that 
time,  and  also  notices  the  variety  and  richness  of  these 
receptacles: — "  A  fair  chest,  curiously  and  cleanly  made, 
covered  with  cloth  of  gold,  with  shields  of  nohlemen  set 
with  pearis,  with  lock,  gemmels,  and  key,  silver  and  gilt. — 
Item.  One  fair  chest,  painted  and  gilded,  with  precious 
■tones  and  knops  of  glass,  bordered  with  coral,  seven  of 
them  wanting,  and  painted  within  like  silver.  —  Item. 
Three  other  chests,  very  fair,  and  ornate  with  precious 
stones,  with  gemmels  of  silver  and  gilt.  —  Item.  One  chest 
containing  rehcks  of  the  eleven  thousand  Virgins  in  four 
purses,  with  this  scripture,  Ex  dotio  Domini  Aiserii. — Item. 
Four  chests  covered  with  blue  cloth,  containing  ten  cor- 
porasses  and  divers  relicks  of  cypress  wood,  and  ornate  with 
arms. — Item.  Five  corporasses  cases  contained  in  a  chest 
painted.  Also  divers  chests,  some  with  clasps  and  keys, 
and  others  having  none ;  some  covered  with  cloth  of  blue 
and  silver,  and  others  ornate  with  ivory,  and  gemmels, 
and  locks." — DodswortK's  "  Hitlorical  Account  of  Salitbury 
Cathedral,"  4to.  p.  229. 

In  Pugin's  "  Specimem"  vol.  ii.,  is  an  engraved  repre- 
sentation of  a  finely  carved  chest,  in  the  possession  of  George 
Ormerod,  £«q.,  the  historian  of  Cheshire,  with  a  description 
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and  some  historical  comments  on  it  by  Mr.  Ormerod  and  by 
Mr»  E.  J.  Willson.  Shawns  '*  Specimens  of  Ancient  Furniture  " 
contains  representations  of  two  very  fine  chests.  Nicolns*8 
"  Vetusta  Testamenta*'  contains  several  passages  in  wills, 
bequeathing  such  pieces  of  furniture  to  particular  persons. 
It  appears  from  that  work,  that  the  word  Chest  was  some- 
times used  synonymously  with  coffin  and  coffer. 

C^EVERONy  Chevron,  Fr.  a  sculptured  ornament,  or  moulding, 
also  called  the  zig-zag,  which  is  common  on  the  archi- 
volts  of  the  windows,  door -ways,  and  string-courses  of 
Norman  arches.  ISee  Specimens  in  Plate  of  Arches, 
pi.  I.  fig.  12 ;  and  pi.  I.  fig.  1  of  Arcades].  Cheveron 
is  the  name  of  one  of  the  greater  ordinaries  in  heraldry, 
which  is  formed  by  two  lines  placed  pyramidically,  and  thus 
representing  two  rafters  of  a  house :  it  resembles  two  sides 
of  a  triangle. 

Che  VET,  Fr.  the  eastern  termination  of  a  church,  when  it  is 
of  a  semicircular  or  polygonal  form  :  the  same  as  apsis, 
which  see.  Whittington  uses  the  term  to  denote  **  the 
semicircular  arcade  {le  rond  point),  at  the  eastern  end  of 
a  church." — Eccles.  Antiq.  of  France. 

Chillbnden  (Thomas),  Prior  of  Canterbury,  built  the  fine 
Nave  of  that  cathedral  church  before  the  year  1411,  when 
he  died.  It  is  also  related  that  he  erected  parts  of  the 
cloister  and  the  upper  part  of  the  Chapter- house.  His 
name  appears  on  the  stone-work  of  the  great  western 
window  of  the  latter. — Cath,  Antiq.  Cant.  p.  38. 

Chimney,  Caminus,  Lat. ;  Cheminee,  Fr.;  Camino,  It.;  Kamtn, 
Oer.,  is  that  funnel,  or  aperture,  in  the  wall  of  a  building, 
which  communicates  with  the  fire-place  of  a  room,  and 
usually  terminates  by  a  chimney-shaft  at  the  top  of  a  house. 
The  origin  and  early  use  of  chimneys  have  afforded  themes 
for  conjecture  and  dissertation*  There  is  much  difference  of 
opinion  amongst  antiquaries  respecting  the  employment  of 
chimneys  in  ancient  classical  buildings.  Beckman  [History 
of  Inventions,  vol.  ii.  p.  66.  edit.  1797]  has  given  some  of 
their  opinions,  and  for  himself  comes  to  the  conclusion  that 
there  were  not  any  before  the  end  of  the  thirteenth  century. 
Winkelmann,  not  finding  any  among  the  ruins  of  Her- 
culaneum,  infers  that  they  were  not  used  by  the  Romans. 


charcoal  fires.  [^Observations  on  the  Bathi  of  the  Ancients.^ 
la  the  foundations  of  the  Roman  villa  at  Bignor,  in  Sussex, 
Mr.  Lysons  represents  and  describes  a  fire-place  as  being 
in  one  of  the  rooms. — Archttologia,  toI.  xvi. 

"  Grates  and  chimneys,"  says  Whitaker  [History  of 
Whaltey,  p.  93],  "  were  beginning  to  be  introduced  about 
1370." 

"  Xobn  %ati  k^  ipi^i  b  nh,  to  uiin  bo  (fnt  hIK 
Xn  B  jiribit  poWur  far  point  mens  aa.lt, 
At  In  lijambK  YoQtfi  a  cAymrwy  anil  Itabt  tltc  c^itft  b>ni." 

Ut  Edit.  PUrce  Plowman,  fol.  XLiii. 

There  are  examples  of  chimneys  in  the  Anglo-Norman 
castles  of  Rochester,  Hedingham,  Sic. ;  and  there  is  one  in  an 
Anglo-Norman  house  at  Winwall  in  Norfolk. — See  Arch. 
Antiq.  vol.  V.  p.  211. 

In  the  following  volumes  of  the  Gentleman's  Magazine 
are  dissertations  on  the  antiquity  and  use  of  chimneys. 
Vol.  Lvii.  pp.  79,  92,  112,  40S,  677;  vol.  lxxii.  pp.  505, 
988,  1 109 ;  and  vol.  lxxv.  p.  433. 

The  chimney -shafts  in  houses,  built  in  the  reigns  of 
Henry  VII.,  Vlll.,  and  Queen  Ehzabeth,  are  variously  and 
elaborately  ornamented,  as  at  Eton  College,  Buckingham- 
shire ;  East  Basfaam  Hall,  Norfolk ;  Hampton  Court,  Mid- 
dlesex, and  in  many  other  old  houses. — See  Arch.  Antiq., 
vol.  ii.  and  Ptigin's  "  Spec,"  vols.  i.  and  ii.  for  some  in- 
teresting representations  of  chimney  •shafts,  and  chimney- 
pieces,  with  descriptions  by  E.  J.  Willson.  The  accom- 
panying ;>/(ife  of  Chimney  Shafts  represents  a  cluster  of 
three,  variously  ornamented,  from  Badicell  Hall,  Suffolk ; 
another  group  of  two,  from  Barton,  Isle  of  Wight ;  a  cluster 
of  ten,  richly  embellished,  at  East  liasham  Hall,  Norfolk; 
and  a  single  shaft,  from  Clare,  Suffolk.  A  specimen  of  a 
curious  chimney-piece,  from  Fountains  Abbey,  is  engraved 
in  plate  I.  of  Arches,  fig.  22. 

HOiR,  from  x'^ij  Gt.;  chorus,  Lat.;  the  chorus,  or  choir  of 
singers  and  performers,  occupying  an  orchestra,  stage,  or 
other  place  appointed  for  them.  In  sacred  edifices  the 
choir,  in  Fr.  chaur.  It.  coro,  is  a  portion  of  the  church 
appropriated  to  stalls  for  the  canons,  priests,  deacons,  and 
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assistants^  and  seats  for  the  choristers ;  in  which  the  cathe- 
dral and  other  church  service  is  performed.  The  choir  is 
popularly  called  quire  in  England,  and  the  singers  quiristors. 
Bingham  [Origin.  Eccles.  fol.  298]  says  that  **  in  some 
canons  it  had  the  name  of  chorus,  whence  comes  our  Eng- 
lish quire."  The  fourth  council  of  Toledo  appoints  "  the 
priests  and  deacons  to  communicate  before  the  altar,  the  in- 
ferior in  the  quire,  and  the  people  without  the  quire.'*  It 
appears  that  the  choir  was  not  separated  from  the  nave 
before  the  age  of  Constantine,  after  whose  time  it  was  railed 
in  and  curtained  off  from  the  other  parts  of  the  church. 
In  the  large  Protestant  churches,  the  choir  is  kept  distinct 
from  the  chancel,  and  communion-table,  generally  by  steps, 
and  altar-rails ;  and  from  the  nave,  or  body  of  the  church, 
by  another  screen,  on  which  the  organ  is  usually  placed. 
In  churches  wherein  the  service  is  not  chanted,  it  is  not 
easy  to  define  the  site  and  extent  of  the  choir :  it  is  not 
correct  to  call  the  aile,  or  area  of  a  parish  church  in  which 
the  usual  Protestant  service  is  performed,  the  choir. 

Chrismas  (Gerard),  architect  and  sculptor,  designed  the  Gate- 
house at  Aldersgate,  London,  in  the  17th  century.  He  is 
said  to  have  built  the  front  of  Northumberland  House,  in  the 
Strand,  London. —  Walpole*s  Works,  4to.  vol.  in.  p.  173. 

Christian  Architecture,  a  phrase  applied  to  all  the  classes 
of  buildings  which  were  invented  and  erected  by  the  Christ- 
ians, and  which  essentially  varied  from  the  Pagan  archi- 
tecture of  the  Egyptians,  Greeks,  and  Romans.  It  includes 
all  the  varieties  of  design  used  in  churches  and  monasteries, 
from  the  sixth  to  the  end  of  the  sixteenth  century. — See 
Arch.  Antiq.  vol.  v.  p.  31. 

Church,  k6^iou  oTxog,  and  ixxXi^^ia,  Gr. ;  ecclesia,  Lat. ;  eglise, 
Ft.  ;  iglesia,  Sp. ;  chiesa,  Ital. ;  cipce.  Sax. ;  kirche,  Ger. ; 
kirk  and  kyrk,  Scot. ;  hn  edifice  expressly  erected  and  ap- 
propriated for  the  celebration  of  Christian  worship.  The 
Tarious  terms  which  have  been  applied,  in  different  ages, 
to  these  buildings,  refer  to  the  purposes  for  which  they 
were  erected.  The  Greek,  the  German,  and  the  Saxon,  as 
above  given,  all  imply  the  House  of  God;  and  the  English 
word  church,  with  the  Latin,  dominicumy  which  is  said  to 
have  been  anciently  used  for  church,  may  be  referred  to  the 


■A 


r- 


1 1 


/ 


same  root  and  origin ;  while  the  Latin,  eccUsia,  and  its 
modem  derivatives  were  originally  intended  to  convey  the 
notion  of  an  assembly,  or  congregation  of  Christians,  and 
only  applied  to  the  building  itself  in  a  secondary  sense. 

In  the  early  days  of  Christianity,  its  primitive  disciples 
often  assembled,  for  the  sake  of  safety,  in  private  houses,  and 
also  in  subterranean  vaults,  or  burying-places,  and  especially 
at  the  graves  or  monuments  of  their  martyrs.  IBitigham'i 
"  Orig.  Ecctes."  fol.  vol.  i.  p.  277].  In  the  first  century, 
the  Christians  appear  to  have  associated  in  certain  houses 
which  were  set  apart  by  pious  persons  for  the  purposes  of 
devotion :  and  to  such  private  chapels,  or  places  of  worship, 
the  term  oratory,  or  house  of  prayer  was  given:  in  ancient 
times,  this  word  was  also  applied  to  a  public  church. 
llbid.  p.  274].  As  Christianity  increased  in  infiuence  and 
security,  separate  edifices,  expressly  devoted  to  Divine  ser- 
vice, began  gradually  to  be  erected. 

After  the  conversion  of  Constantine  to  Christianity,  the 
basilica,  or  public  balls,  and  couru  of  judicature,  and  some 
of  the  heathen  temples,  being  first  divested  of  emblems  of 
idolatry,  were  consecrated  as  Christian  churches ;  hence 
the  terms  basilica  and  templum  were  employed  by  St. 
Ambrose,  St.  Austin,  and  other  writers  of  the  fourth  and 
fifth  centuries,  to  designate  churches.  The  munificence  of 
Constantine  and  some  of  his  sucessors  in  converting  the 
sumptuous  heathen  temples  into  churches,  and  also  in 
erecting  new  edifices,  in  various  cities,  contributed  to  in- 
crease Christianity  and  also  the  number  of  its  believers; 
and,  consequently,  additional  and  larger  churches  were  soon 
required.  [BingAam,  ibid.  p.  286].  Between  the  reigns 
of  Constantine  and  Justinian  almost  every  part  of  the 
Roman  empire  was  provided  with  ecclesiastical  edifices, 
many  of  which  attested  the  ostentation,  as  well  as  the  piety 
of  their  founders.  Churches  had  become  so  numerous  in 
England  at  the  time  of  compiling  the  Domesday-book, 
A.D.  1086,  that  no  fewer  than  1700  are  mentioned  in  that 
record ;  and  the  whole  number  named  in  that  Survey, "  falls 
considerably  under  what  there  are  grounds  for  concluding 
they  must  have  amounted  to,  about,  or  soon  after  the  time 
of  the  conquest."  {^Appendix  to  2nd  general  Report  from 
Commit.  Pub.  Rec.  p.  456].     The  primitive  churches  in 
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Britain  are  commonly  mid  to  bave  been  Bmall  and  badly 
coDBtracted,  and  it  is  related  that  they  were  bo  imperfect, 
eren  in  the  dayn  of  Alfred,  that  the  candles  aaed  in  them 
were  often  blown  out  by  the  wind.  Erroneous  opinions 
prevail  on  the  subject  of  Saxon  churches :  some  of  them, 
before  the  Norman  conquest,  were  unquestionably  built  of 
wood.    The  church  at  Lindisfame,  or  Holy  Uland,  raised 
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same  root  and  origin ;  while  the  Latin,  ecclesia^  and  its 
modem  derivatives  were  originally  intended  to  convey  the 
notion  of  an  assembly,  or  congregation  of  Christians,  and 
only  applied  to  the  building  itself  in  a  secondary  sense. 

In  the  early  days  of  Christianity,  its  primitive  disciples 
often  assembled,  for  the  sake  of  safety,  in  private  houses,  and 
also  in  subterranean  vaults,  or  burying*places,  and  especially 
at  the  graves  or  monuments  of  their  martyrs.  [Bingham's 
"  Orig.  Eccles:'  fol.  vol.  i.  p.  277].  In  the  first  century, 
the  Christians  appear  to  have  associated  in  certain  houses 
which  were  set  apart  by  pious  persons  for  the  purposes  of 
devotion :  and  to  such  private  chapels,  or  places  of  worship, 
the  term  oratory  y  or  house  of  prayer  was  given:  in  ancient 
times,  this  word  was  also  applied  to  a  public  church. 
[Ibid.  p.  274].  As  Christianity  increased  in  influence  and 
security,  separate  edifices,  expressly  devoted  to  Divine  ser- 
vice, began  gradually  to  be  erected.  - 

After  the  conversion  of  Constantine  to  Christianity,  the 
basilica t  or  public  halls,  and  courts  of  judicature,  and  some 
of  the  heathen  temples,  being  first  divested  of  emblems  of 
idolatry,  were  consecrated  as  Christian  churches;  hence 
the  terms  basilica  and  templum  were  employed  by  St 
Ambrose,  St.  Austin,  and  other  writers  of  the  fourth  and 
fifth  centuries,  to  designate  churches.  The  munificence  of 
Constantine  and  some  of  his  sucessors  in  converting  the 
sumptuous  heathen  temples  into  churches,  and  also  in 
erecting  new  edifices,  in  various  cities,  contributed  to  in- 
crease Christianity  and  also  the  number  of  its  believers ; 
and,  consequently,  additional  and  larger  churches  were  soon 
required.  [Binghatnj  ibid.  p.  285].  Between  the  reigns 
of  Constantine  and  Justinian  almost  every  part  of  the 
Roman  empire  was  provided  with  ecclesiastical  edifices, 
many  of  which  attested  the  ostentation,  as  well  as  the  piety 
of  their  founders.  Churches  had  become  so  numerous  in 
England  at  the  time  of  compiling  the  Domesday -book,  ^ 
A.D.  1086,  that  no  fewer  than  1700  are  mentioned  in  that  t  i 

record ;  and  the  whole  number  named  in  that  Survey,  "falls     ^*  (..../ 
considerably  under  what  there  are  grounds  for  concluding    ^-'*' 
they  must  have  amounted  to,  about,  or  soon  after  the  time  ^'**  ■• 
of  the  conquest."    [Appendix  to  2nd  general  Report  from  ^'  • 
Commis.  Pub.  Rec.  p.  466].     The  primitive  churches  in  '  • 
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opinions. 

The  Engliah  cathedral  and  conventual  churches  were 
generally  rebuilt  with  the  funds  of  the  ecclesiastics,  aided 
by  large  contributions  of  the  laity;  but  the  original  builders 
in  most  instances  were  sovereigns,  or  noble  families.  Some 
of  the  Saxon  mocarchs  also  zealously  contributed  towards 
the  erection  and  renovation  of  religious  structures;  and 
the  parish  churches  were  mostly  raised  by  lords  of  manon. — 
Areh.  Antiq.  vol.  v.  p.  125. 

The_/br»M  of  the  «r/y  churches  were  various.  The  great 
church  of  Sancta-Sophia  at  Constantinople,  built  by  the 
emperor  Justinian, was  "  oblong  in  the  figure  of  a  ship;  the 
church  which  Constaatine  built  over  our  Saviour's  sepulchre, 
at  Mount  Golgotha,  was  round ;  that  which  he  built  at 
Antioch,  was  an  octagon."  {Bingham,  ibid,  p.  288].  The 
form  of  the  cross  was,  however,  the  most  common,  and  was 
employed  in  the  arrangement  of  the  magnificent  church  of 
the  Apostles  at  Constantinople,  "  which,"  as  Eusebius 
describes  it,  "  was  vastly  high,  and  yet  had  all  its  walls 
covered  with  marble,  its  roof  overlaid  with  gold,  and  the 
outside,  instead  of  tiles,  covered  with  gilded  brass."  IBitig- 
ham,  ibid.  p.  286].  The  earliest  churches  in  England  con- 
sisted of  one  pace,  or  room,  with  the  eastern  part  divided 
off  by  rails  and  an  arch ;  as  at  Stewkley,  Buckingham- 
shire; Barfreston,  Kent;  and  many  others  in  different  parts 
of  England.  Some  of  them  were  terminated  at  the  east 
with  a  semicircular  end,  or  apsis,  as  that  at  Pangboum,  in 
Buckinghamshire,  and  others  in  Herefordshire,  &c.  The 
next  form  was  that  with  a  cross  aile,  or  transept,  as  at 
Castle-Rising,  in  Norfolk.  lArch.  Antiq.  vol.  v.  p.  206]. 
An  advance  and  enlargement  of  plan  was  next  made  by 
dividing  the  nave  and  choir  longitudinally,  into  three  parts, 
by  two  rows  of  columns  extending  from  east  to  west ;  and 
another  change  was  afterwards  made  by  dividing  the  tran- 
sept into  two  spaces,  or  ailes,  by  one  row  of  columns  ar- 
ranged north  and  south,  as  in  Peterborough  and  Salisbury 
cathedrals.  An  extension  was  again  made  in  giving  ad- 
ditional width  to  the  transept  by  another  row  of  columns, 
and  thus  dividing  it  into  three  parts ;  as  Winchester  cathe- 
dral, which  also  exhibits  the  singularity  of  having  the  ailes 


CHU]  ARCHITECTURAL  DICTIONARY.  155 

of  the  transept  continued  round  the  extreme  north  and 
south  ends.  Many  of  the  large  Anglo-Norman  churches, 
in  imitation  of  their  prototypes  in  Normandy*  have  semi- 
circular east  ends,  and  two  towers  at  the  west  end,  as  at 
Southwell;  while  the  cathedral  church  of  Exeter  has^two 
Norman  towers  at  the  extremities  of  the  transept; — but 
that  arose  from  extending  the  church  westward ,  at  a  sub- 
sequent period.  The  rarest  form  of  churches  in  England 
is  the  circular,  which  was  probably  introduced  by  persons 
who  returned  from  the  crusades,  and  had  seen  the  church 
of  the  Holy  Sepulchre  at  Jerusalem.  The  oldest  round 
church  in  England  is  supposed  to  be  that  of  St.  Sepulchre, 
at  Cambridge,  which  is  referred  by  Mr.  Essex  to  the  reign 
of  Henry  I.:  St.  Sepulchre's  in  Northampton  is  also  circular, 
and  may  be  dated  at  the  end  of  the  twelfth  century.  There 
is  another  at  Little  Maplestead,  in  Essex.  [See  an  interest- 
ing history  and  illustration  of  it,  by  W.  Wallen,  Esq.]  The 
Temple  church,  in  London,  is  the  most  interesting  as  well 
as  most  beautiful  example  of  this  class  of  buildings.  Though 
these  churches  are  popularly  called  round,  it  is  proper  to 
observe,  that  besides  the  circular  portion  of  the  building, 
there  is  another  open  space,  or  choir,  towards  the  east, 
separated  from  the  former  by  one  or  more  arches  of  com- 
munication. The  round  part  in  all  the  churches  referred  to, 
as  well  as  in  the  circular  churches  at  Rome,  was  separated 
into  two  spaces  by  columns  which  supported  arches,  tri« 
foria,  and  clear-stories.  [The  reader  is  referred  to  Durand's 
Parallel,  for  plans  and  sections  of  the  round  churches  at 
Rome,  and  for  other  circular  buildings ;  and  to  the  Arch. 
Antiq.  for  plans,  views,  &c.  of  those  in  England.]  Some 
writers  contend  that  all  these  circular  buildings  were 
originally  intended  for  baptisteries. — See  Robinson's  '*  His-- 
tory,  S^c.  of  Baptism:'*  and  Christie's  "  Painted  Greek  Vases," 
4to.  1826.  p.  142. 

The  various  subdivisions,  or  open  spaces  of  a  lai^e  church 
are  aile,  chancel,  chantry,  chapter-house,  cloister,  choir, 
nave,  porch,  and  tower.  [See  under  each  word].  In  the 
ground'plan  of  Durham  cathedral  annexed,  is  displayed 
the  arrangement  and  members  of  a  large  Anglo-Norman 
church,  with  its  appendages.  In  the  ancient  churches, 
according  to  Wheler  and  Bingham,  there  were,  1st,  the 


commuDicaDts  bad  their  respective  places;  and,  3rd,  the 
bema,  or  chancel,  where  the  bishop  and  cle^y  stood  to 
officiate  at  the  altar.  Between  the  outward  porch  and  the 
church  was  the  area,  or  atrium,  an  open  court  surrounded 
with  porticoes  built  upon  columns ;  this  was  the  only  place 
in  which  the  bodies  of  the  dead  were  allowed  to  be  buried 
for  many  years  after  burying>places  were  permitted  in  cities ; 
hence  the  council  of  Nantes  expressly  directs  *'  in  ecclesia 
nuUatenus  sepeliantur,  sed  in  Atrio,  aut  Porlicu,  aut  in 
Exedris  Ecclesies."  [Cone.  Nannetem,  c.  6-  quoted  by 
Bingham,  p.  290].  The  bema  was  separated  from  the  rest 
of  the  church  by  rails  of  wood  "  curiously  and  artificially 
wrought  in  the  form  of  net -work"  which  were  called 
cancelli,  and  hence  the  term  chancel.  Anciently  there  was 
only  one  altar  in  a  church;  the  practice  of  introducing 
many  altars  originated  with  the  Roman  pontiffs,  and  is 
still  confined  to  the  Roman  Catholic  church. — Bingham, 
ibid.  p.  302. 

The  state  and  extent  of  the  ancient  charch  dominion 
may  be  estimated  by  the  following  enumeration  of  some  of 
the  early  diocesses.  la  Africa,  there  were,  in  the  days  of 
St.  Austin,  466  bishoprics,  and  no  less  than  500  clei^ 
were  attached  to  the  church  of  Carthage.  In  Egypt,  Lybia, 
and  Pentapolis,  there  were  100  bishoprics;  21  in  Arabia; 
and  48  in  Palestine.  In  the  Patriarchate  of  Antioch  there 
were  87  bishoprics;  and  388  in  the  28  provinces  of  Asia 
Minor;  there  were  nearly  300  in  Italy  end  Sicily;  122 
in  Gaul,  including  Helvetia,  Germany,  and  Belgium ;  and 
75  in  Spain  and  its  dependent  islands.  —  Bingham't 
"Origines,"  pp.  351-396. 

It  is  remarkable,  that  among  the  1700  churches  recorded 
in  Domesday-book  as  existing  in  England  at  the  time  of 
that  Survey,  "  222  were  returned  from  Lincolnshire,  243 
from  Norfolk,  and  364  from  Suffolk ;  whilst  only  one  is 
noticed  in  Cambridgeshire,  and  none  in  Lancashire,  Cornwall, 
or  even  Middlesex,  the  seat  of  the  Metropolis." — Append, 
to  2nd  Report,  Com.  Pub.  Ree.  p.  466. 

In  the  twenty-fifth  volume  of  Arekteologia  is  an  Essay, 
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by  John  Gage,  Esq.,  on  ''  the  Anglo-Saxon  ceremonial  of 
the  dedication  and  consecration  of  Churches,  illustrated  from 
a  pontifical  in  the  public  library  at  Rouen." 

The  reader  will  find  much  useful  and  interesting  informa- 
tion respecting  English  parochial  churches  in  a  small  volume 
by  Professor  Whewell,  entitled,  "  Notes  on  the  Cambridge- 
shire Churches.*'  8vo.  1827.  The  same  learned  writer  has 
published  a  still  more  valuable  work,  **  Architectural  Notes 
an  German  Churches/'  2nd  ed.  8vo.  1835 :  this  volume 
contains  much  varied  information.  Respecting  the  churches 
of  Italy,  and  the  great  variety  of  their  forms  and  archi- 
tectural details,  the  reader  is  referred  to  "  Remarks  on  the 
Architecture  of  the  Middle  Ages,  especially  in  Italy/*  by 
£.  Willis,  M.A,  8vo.  1835:  this  volume  is  replete  with 
critical  and  discriminatinor  information.  The  reader  is  also 
referred  to  Woods*  "  Letters  of  an  Architect,**  2  vols.  4to. 
which  contains  remarks  on  more  than  240  churches  in  Italy 
and  Greece,  and  on  62  cathedrals. 

An  Essay  on  the  origin,  forms,  and  peculiarities  of 
Churches  will  be  found  in  Arch,  Antiq.  vol.  v.,  in  which 
is  included  a  review  of  the  theories  and  opinions  of  dif- 
ferent antiquaries  on  Saxon  architecture,  and  early  eccle- 
siastical buildings.  "  Churches,  that  is,  appropriate  places 
for  Christian  worship  ;  both  in  and  ever  since  the  apostles' 
times.  A  Discourse,  at  first  more  briefly  delivered  in  a  col- 
ledge  chappell,  and  since  enlarged."  By  Joseph  Mede,  B.D. 
4to.  1638.  "  An  Account  of  the  Churches  of  the  primitive 
Christians ;  from  the  churches  of  Tyre,  Jerusalem,  and  Con- 
stantinople, described  by  Eusebius.**  By  Sir  George  W/ieler, 
Preb.  of  Durham,  18mo.  1687.  '*  Origines  Britannica,  or  the 
Antiquities  of  British  Churches,  with  a  preface  concerning 
some  pretended  antiquities  relating  to  Britain.**  By  Edw, 
Stillingfleet,  D.D.  fol.  1685.  "  The  History  of  Churches 
in  England:  wherein  is  shewn  the  time»  means,  and  manner  of 
founding,  building,  and  endowing  of  churches,  both  cathedral 
and  rural,  with  their  furniture  and  appendages.*'  By 
Thomas  Staveley,  Esq.,  8vo.    2nd  edit.     1773. 

The  following  work,  in  2  vols.  8vo.  1824,  contains  much 
interesting  information  respecting  the  history,  architecture, 
and  peculiarities  of  English  churches,  with  numerous 
beautiful  engravings;  viz. — "  Views  of  the  most  interesting 


For  a  diasertatioD  on  the  forms,  and  fittinga-np  of  early 
churches,  See  Gunn's  "  Inquiry  into  the  origin  and  in- 
Jiutnce  of  Gothic  Architecture."  8vo.  1819.  p.  139,  ttc. 
Dr.  WiUott'i  "  Ornaments  of  Churches  considered,"  a  volume 
ID  4to.  1761,  contains  much  valuable  iaformation  oo  the 
origin  of  churches. 

Church-House,  an  apartment  appropriated  for  the  transac- 
tion of  parish  business,  generally  contiguous  to  the  church, 
and  sometimes  over  the  porch.  —  hysons'  Env.  of  London, 
vol.  III.  p.  531. 

Chyhtok,  or  Chyryton  (William  de).  Abbot  of  Evesham, 
rebuilt  the  central  tower  of  the  monastic  church  there,  in 
1319,  and  also  "  built  the  stately  gate-houae  of  the  monastery 
with  its  chapel  and  apartments,  fortifying  the  abbey  from 
thence  to  the  river  with  the  existing  stone  wall."  He  died 
in  the  year  1344. — May's  History  of  Evesham.  8vo.  1834. 

CiBOBiVH.  juCiiim,  Gr.,  a  cup,  an  arched  vault,  or  canopy 
raised  over  the  high-altar,  in  imitation  of  what  was  tenned 
the  mercy-seat,  above  the  ark,  in  the  Jewish  temple.  ^Du 
Cange,  Gloss,  in  verb.}  A  mere  canopy  or  baldaquin  was 
usually  substituted  for  it  in  the  Enghsh  churches.  [See 
ante,  p.  71].  "In  the  banning  of  the  fifth  century,  as 
appears  from  St.  Chrysostom,  the  term  was  applied  to  the 
■  pillars,  curtains,  canopy,  and  the  whole  shrine,  or  tabernacle. 
Before  Christianity  was  fully  established,  and  for  some  ages 
after,  the  practice  of  making  ctboria  serve  as  domestic 
chapels,  from  the  example  of  Constantine,  and  the  general 
tincture  of  paganism  still  remaining,  must  have  been  uni- 
versal."— Ledwick,  in  Archtcologia,  vo\.  viii.  p.  172. 

Cilery,  in  the  "  Builder's  Dictionary,  1703,"  is  said  to  be 
drapery,  or  levage,  upon  the  heads  of  pillars. 

CtMBiA,  a  fillet,  band,  or  cincture,  round  the  shaft  of  a  column, 
as  calculated  to  give  it  strength  or  support. 

CiMELiARK,  a  vestry,  or  room,  where  the  vestments,  plate, 
and  other  church  furniture  are  kept. — Builder's  Dictionary. 

Cincture,  Cinctura,  Lat.,  a  ring,  list,  or  fillet,  at  the  top  and 
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bottom  of  a  colamn;  it  represents  a  ferule,  or  hoop  of 
metal,  anciently  used  in  wooden  columns  to  keep  them  from 
splitting.  The  cincture  at  the  top  of  a  column  is  also  called 
collarino. — See  Astragal. 

Cinque -FOIL,  Cinque -f entile,  Fr.  an  ornament  in  pointed 
Architecture,  consisting  of  five  cuspidated  divisions  in  the 
tracery  of  windows^  and  panels. 

CiNTA,  CiNTUM,  Lat.;  Enceinte,  Fr.  the  exterior  wall  of  a 
castle. — Meyrick  Anc.  Armoury  vol.  iii.  Glossary, 

Cippus,  low  Lat. ;  cepiel,  N.  Fr.  the  keep  of  a  castle,  or  rather 
its  prison.  Among  the  ancients  the  term  was  applied  to  a 
low  column  with  an  inscription  commemorating  some  event. 
The  miliiary  columns  are  thus  called.  In  the  British  Mu- 
seum are  several  sepulchral  cippi. 

Circus,  from  xi^xog,  Gr.;  circus,  Lat.;  cirque,  Fr.  The  circus 
was  either  a  large  building  enclosing  an  arena  or  area,  or  for 
gladiators,  or  wild  beasts,  in  the  shows  of  the  Roman  festi- 
vals ;  or  a  public  place,  and  open  circular  site  for  the  chief 
temples  and  edifices.  The  Circus  Mazimus  at  Rome,  origi- 
nally built  by  Tarquin,  was  re-built  by  Julius  Ceesar;  it  was 
oblong,  having  one  end  semicircular,  and  the  other  straight. 
It  was  three  stadia  and  a-half  in  length ;  and  the  circuit  of 
the  entire  building  was  eight  stadia.  The  term  circus  de- 
signates in  modem  towns  a  public  place  surrounded  by 
houses,  built  in  a  circular  form. 

Citadel,  Citadelle,  Fr.  a  fort,  or  fortified  place,  either  within 
the  walls  of  a  town,  or  at  the  extremity  of  them,  and 
formed  with  four,  or  more  bastions.  This  portion  of  a 
military  town  is  generally  intended  to  guard  and  protect  the 
inhabitants  in  case  of  invasion.  Thus,  the  Tower  of  London 
may  be  regarded  as  its  citadel;  the  Acropolis  of  Athens 
was  that  of  the  Athenian  capital ;  and  Norwich  Castle, 
that  of  Norwich. 

Clavis,  from  clavis,  Lat.,  a  key;  the  key-stone  of  an  arch. 
As  the  key-stone  completes  the  arch,  it  may  be  said  to 
fasten  and  secure  it  as  with  a  key.    (iSee  Key-stone.) 

Clavy,  and  Clavel,  a  mantel-piece,  or  shelf  over  a  fire- 
place.    A  word  familiar  in  most  parts  of  England. 

Clauster,  a  word  in  old  writings  for  cloister,  which  see. 


quariea  derive  clear-story,  from  the  French  clair,  light; 
expresBiTe  of  the  quantity  of  daylight  admitted  into  that  part 
of  a  church,  where  an  upper  tier  of  windows  is  formed. 
Messrs.  Blakeway  and  Owen  {Hialorjf  of  Shrewsbury, 
vol.  II.  p.  57]  consider  that  the  term  is  derived  from  the 
story  of  the  building  being  "  clear  of  joists,  rafters,  or 
flooring."  It  is  called  double-story  in  the  curious  survey 
of  Bridlington  Priory. — Archteologia,  vol.  xix.  p.  272. 

In  a  contract  for  building  the  collegiate  church  of  Fother- 
tngay,  Northamptonshire,  founded  by  Kichard,  duke  of 
York,  A.D.  1425,  is  this  passage,  "  And  (in  the  nave)  shall 
be  tenn  arches,  and  above  every  arche,  a  wyndowe  of  foure 
lights,  in  all  points  like  unto  the  clerestory  of  the  said 
quere."  In  the  same  indenture  it  is  further  agreed  that 
vhen  the  steeple  shall  be  raised  to  the  height  of  the  church, 
its  "  square  forme  shall  be  cbaunged  and  toumyed  into  viii 
paynes,  and  in  the  said  stepyll  above  both  flores  viii  clere- 
itory  wyadowes  sett  in  the  myddest  of  the  wall,  eche  wyn- 
dowe of  III  lights." 

Blomefield  in  "  History  of  Norfolk,"  8vo.  vol.  iv.  p.  67. 
has  the  following  passage: — "  In  1431,  the  window  over 
the  cleristories,  that  is,  the  seats  in  the  wall  on  the  south 
side  of  the  altar,  on  which  the  clerks  sat  in  stories  one 
higher  than  another:  viz.  the  priest,  deacon,  and  subdeacon, 
was  new  glazed."  In  this  the  topographer  has  misapplied 
the  term.  Again,  in  vol.  vi.  p.  220,  is  the  following  extract 
from  the  will  of  William  Bruges,  1449-50.— "  Item.  Y 
ordeyn  8c  bequethe  that  the  ii  chapellea  of  our  Lady  & 
Seinte  George  be  closid  with  ostrich  boards  Sc  cleare-storyed 
after  such  quantitie  as  the  closure  of  pleyn  borde  there  now 
conteinetb."  In  another  place  the  same  author  uses  the 
word  darestary. 

The  situation  and  peculiarities  of  the  clear-story  are  shewn 
in  the  design  and  forms  belonging  to  four  distinct  epochs 
of  time,  in  the  accompanying  plates  of  sections  and  eleva- 
tions of  Cathedral  Churches:  viz.  that  of  Durham,  Nave, 
A  exterior,  B  interior,  figs.  4  4.  Canterbury,  Trimly  Chapel, 
C  interior,  D  exterior,  figs.  4  4.     Salisbury  Cathedral, 
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Nave,  A  exterior,  at  e,  B  interior,  at  c.     Exeter  Cathedral, 
Nave,  C  exterior,  at  f,  D  interior,  at  c. 

Nearly  all  the  cathedrals  and  large  churches  have  clear- 
stories, or  tiers  of  arcades,  and  also  of  windows  over  the 
ailes  and  triforia.  In  the  priory  church  of  Bath  there  is  no 
triforium,  but  a  series  of  large  and  lofty  windows  constitutes 
the  clear-story.  The  choir  of  Bristol  cathedral  has  neither 
triforium  nor  clear-story. 

Cliffb  (Thomas),  Overseer  of  the  works  of  King's  College 
Chapel,  Cambridge,  in  the  time  of  King  Richard  III. — 
Lysons^s  Mag.  Brit.  Camb.  p.  114. 

Cloaca,  from  the  compound  Latin  verb  colluo,  to  wash,  to 
rinse,  to  scour,  was  a  subterraneous  aqueduct,  or  common 
sewer,  for  the  reception  and  discharge  of  the  waste  waters 
and  drainage  of  a  city,  or  town.  According  to  Livy,  Tar- 
quinius  Priscus  directed  the  first  Cloaca  in  Rome  to  be  made, 
about  592  years  b.c.  :  the  great  sewer,  called  Cloaca  Maxima, 
is,  however,  supposed  by  some  to  have  been  built  at  a  more 
remote  period,  by  the  Tuscans ;  and  by  others  it  is  ascribed 
to  the  reign  of  Tarquinius  Superbus,  which  commenced 
531  B.C.  Much  has  been  written  by  antiquaries  respecting 
this  famed  piece  of  arch-work,  both  as  to  the  precise  time 
of  its  construction,  and  its  original  formation.  Mr.  King 
[Munimenia  Antiqua"]  says,  "  it  may  be  concluded  that 
the  real  work  of  Tarquin  was,  in  some  parts,  mere  excava- 
tion of  the  rock,  and  in  others  formed  of  strong  side-walls 
covered  with  a  kind  of  vaulting,  or  else  with  timber ;  and 
that  the  whole  was,  after  many  ages,  in  the  time  of  Au- 
gustus only,  arched  over  by  Agrippa."  On  this  subject 
the  author  combated  the  opinion  of  the  Rev.  M.  P.  L. 
Dutens,  with  whom  he  carried  on  a  long  controversy  on 
the  invention  of  the  arch.  Mr.  Hosking,  author  of  the 
article  '^  Architecture,''  in  the  Encyclopedia  Britannica,  con- 
siders the  arched  part  of  the  Cloaca  Maxima,  to  be  of  the 
time  of  the  Empire.  Other  CloacsB  remain  in  old  Roman 
towns,  and  also  in  some  of  the  principal  stations  in  Britain. 
Throsby,  the  historian  of  Leicestershire,  wrote  and  published 
a  pamphlet  in  1793,  descriptive  of  a  Roman  sewer  which 
had  been  recently  discovered  in  Leicester.  In  Londinium, 
Verulam,  Camalodunum,  and  other  Roman  towns,  speci- 
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mens  of  these  Bubterraneous  drains  hare  been  occasionally 
found.  Connected  with  all  the  great  monasteries  there  were 
arched  sewers,  which  the  illiterate  are  in  the  habit  of  refer- 
ing  to,  as  passages  of  secret  communication  between  abbeys 
and  nunneries.  The  immense  extent  of  the  Cloaca,  or  sewers 
of  London,  exceeds  those  of  ancient  Rome,  or  of  any 
old  or  modern  city  of  the  world.  Mr.  Gunn,  in  ^n 
Inquiry  into  the  Origin  of  Gothic  Arckiteture,  8vo.  1819, 
has  a  learned  dissertation  on  the  Cloacae  of  ancient  Rome. 

Clocharivm,  Clochier,  clocher,  Vt.;  a  tower,  or  building 
appropriated  to  a  clock,  with  a  bell  or  bells. 

The  clochier,  or  bell-tower  of  old  St.  Paul's  cathedral, 
London,  which  stood  at  the  east  end  of  the  churchyard, 
contained  a  bell  which  was  rung  to  summon  the  citizens 
to  the  Folkmote,  in  the  reign  of  King  Edward  II.  This 
tower  was  surmounted  by  a  spire  of  timber,  and  leaded, 
in  Henry  the  Third's  time.  [Dagdale's  Si.  Paufs,  by  Ellis. 
p.  87].  The  clochier  belonging  to  the  ancient  palace  of 
Westminster  is  mentioned  in  records  relating  to  that  edifice 
at  the  beginning  of  the  fourteenth  century.  At  Chichester, 
the  clock,  or  bell-tower,  is  a  detached  building :  and  in 
the  cathedral  yard  of  Salisbury  there  was  formerly  an  in- 
sulated tower  for  bells  and  a  clock. 

Clock,  klok,  D, ;  glocke,  Ger. ;  cloche,  Fr.,  a  bell,  and  named 
from  its  sound,  by  striking.  The  word  coincides  in  origiQ 
with  clack  and  cluck.  Some  ancient  clocks,  of  com- 
plicated construction,  are  still  remaining  in  cathedrals  and 
other  churches.  In  the  fifth  volume  of  the  Arcktcologia  is 
a  learned  essay  by  Daines  Harrington,  on  the  earlial 
introduction  of  Clocks,  Derham  published  a  curious  Tolnme 
in  1696,  called  "  The  Artificial  Clock-Maker."  There  was 
a  celebrated  tower,  connected  with  the  ancient  palace  of 
Westminster,  evidently  as  old  as  the  time  of  Edward  I. 
called  "  the  Clock-house"  or  Clochier.  In  the  year  1292, 
is  the  following  entry  amongst  records  relating  to  Canter- 
bury Cathedral,  "  Novum  Orologium  Magnum  in  Ecclesia, 
pretium,  30/."  In  Beckmann's  History  of  Inventions,  ifc. 
edit.  1797,  vol.  ii.  p.  419,  &c.  is  an  interesting  essay  on  the 
antiquity  and  history  of  "  Clocks  and  Watches,"  in  which 
the  opinions  of  different  writers  are  given  and  discussed : 
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and  tbe  author  comes  to  the  conclaBion,  that  the  earliest 
horologia,  or  clocks  ivith  weights,  ivheels^  &c.  are  to  be 
referred  to  the  eleventh  century.  It  is  also  inferred,  that  the 
Saracens  were  ''  the  inventors  of  Clocks,  as  well  as  of  most 
of  the  mathematical  sciences."  In  the  year  1232,  the 
Sultan  of  Egypt  sent  a  horologium  to  the  emperor  Frederic 
the  Second.  "  In  the  fourteenth  century,  mention  is  made  of 
the  machine  of  Richard  of  Walingford,  which  has  hitherto 
been  considered  as  the  oldest  clock  known."  [Beckmann, 
ibid.  p.  435.]  The  first  clock  (in  the  fourteenth  century)  pub- 
licly displayed,  and  placed  in  a  tower,  is  said  to  have  been 
put  up  at  Padua,  by  Hubert,  prince  of  Carrara,  and  was 
made  by  James  Dondi,  whose  family>  afterwards  were  named 
Horologio.  In  the  year  1356,  a  clock  was  placed  in  a  tower 
at  Bologna.  In  1364,  Charles  V.  of  France  caused  a  large 
clock  to  be  fixed  in  the  tower  of  bis  palace,  and  invited 
Henry  de  Wyck  from  Germany  to  visit  and  remain  in  Paris 
to  execute  the  work.  The  following  particulars  of  two  cele- 
brated church  clocks  afford  some  information  on  the  subject. 
"  In  the  north  transept  of  Wells  Cathedral  is  a  curious, 
ancient,  and  complicated  clock,  which  is  traditionally  said  to 
have  been  executed  by  Peter  Lightfoot,  a  monk  of  Glaston- 
bury, about  the  year  1325.  Its  circular  dial  represents  the 
hours  of  the  day  and  night,  the  phases  of  the  moon,  and 
other  astronomical  signs;  and  at  the  summit  is  a  piece  of 
machinery  with  figures  of  knights  on  horseback,  or  cavalry, 
which  revolve  round  a  centre  at  the  time  of  striking  the 
hours.  At  one  angle  of  the  transept  is  a  statue  of  a  seated 
man,  which  is  connected  with  the  clock  by  rods,  and  strikes 
the  hours  and  quarters  with  his  foot  against  a  bell.  This 
figure,  without  any  intention  of  punning,  is  popularly  called 
Peter  Lightfoot.''  ^Cath.  Antiq.  Wells,  p.  116.]  '*  The  clock 
[in  Exeter  Cathedral]  merits  particular  attention  both  from 
its  remote  age,  and  from  the  peculiarity  of  its  mechanism. 
It  was  constructed  on  the  now  exploded  principle  of  astro- 
nomy which  regarded  the  earth  as  the  centre  of  the  uni- 
verse, and  it  shews  the  hour  of  the  day,  and  the  age  of 
the  moon.  On  the  face,  or  dial,  which  is  about  seven 
feet  in  diameter,  are  two  circles :  one  marked  from  1  to  30, 
for  the  moon's  age;  the  other  figured  from  i  to  xii  twice 
over,  for  the  hours.     In  the  centre  is  fixed  a  semi-globe. 
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representing  tbe  eartb,  rouad  which  a  smaller  ball,  the  mooa, 
paioted  half  white  and  half  black,  revolves  monthly,  end,  by 
turning  upon  its  axis,  shews  the  varying  phases  of  the 
luminary  which  it  represents.  Between  the  two  circles 
is  a  third  ball,  representing  the  sun,  with  a  Jleur-de'iis, 
which  points  to  the  hours  as  it  daily  revolves  round  the 
earth.  Some  additional  works  were  added  in  the  year  1760, 
to  shew  the  minutes,  which  are  painted  in  a  circle  over  the 
ancient  dial.  This  machine  is  wound  up  daily:  tbe  hours 
are  struck  upon  the  great  bell."  From  fabric  rolls,  in  pos- 
session of  the  Dean  and  Chapter,  it  is  inferred,  that  this 
clock  must  have  been  constructed  in  the  time  of  Edward  III. 
In  one  of  these  rolls,  for  1376-7,  is  the  remarkable  entry  of 
10/.  6$,  6  Jrf.  for  "  Nova  Camera  pro  Horologio."  There  are 
many  other  items  for  small  expenses  on  the  same  machine. 
One  of  them,  for  the  year  1424-25,  serves  to  mark  the 
customs  of  that  age.  "  Expenses  of  John  Woolston  and 
John  Umfray  riding  with  two  horses  from  Exeter  to  Bam- 
BUble,  there  to  seek  Roger  Clockmaker,  for  mending  the 
clock  :  viz.  going,  remaining  there,  and  returning  with 
Roger  aforesaid,  and  his  horse  for  three  days,  5j.  Zd,;  for  tbe 
hire  of  two  horses  for  the  three  days.  Is."  [Cath.  Antiq. 
Exeter,  p.  116.  See  a  long  and  interesting  Essay,  under 
the  word  Clock,  in  Rees'i  Cyclopadia.']. 

Cloere,  a  prison,  from  the  British,  whence  might  be  derived 
the  old  Lat.  cloeria,  which  Du  Gauge  conjectures  to  have 
been  a  corruption  of  ctauseria,  a  close  place  of  restraint. 
The  dungeon,  or  inner  prison  of  Wallingford  Castle  was 
called  Cloere  Brien.    \^Kennett's  Antiq.  of  Ambrosdett,  p.  97]. 

Cloghead,  a  name  applied  to  certain  slender  round  towers 
annexed  to  various  Irish  churches,  tbe  origin  and  object  of 
which  have  occasioned  much  discussion.  [Fosbroke's  Arch- 
golog.  DictJ]    (See  Tower.) 

Cloisteb,  Cloisters,  elMrcn,  Sax. ;  claustrum,  Lat. ; 
cloitre,  Fr. ;  kloater,  Ger. ;  is,  in  a  general  sense,  a  close, 
or  inclosed  place,  sutrounded  by  walls;  but,  according  to 
common  acceptation  the  word  is  now  almost  universally 
applied  to  a  covered  range  of  building,  attached  to  a  large 
church,  or  to  a  monastery.  "  Monasteries,  as  well  as 
nunneries,  are  occaBioaally  termed  cloisters  (from  the  Latin 
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elaudo,  I  shut),  because  they  were  surrounded  by  walls ; 
and  hence  those  monks  who  lived  within  the  monastery 
were  called  cloistered  monks.  The  cloister  was  particularly 
applied  to  denominate  the  central  square  formed  by  the 
surrounding  building." — Booth*s  Anal.  Diet.  1.  33. 

A  cloister  is  usually  square  in  plan,  having  a  plain  wall 
on  one  side,  a  series  of  windows,  with  piers  and  columns, 
on  the  opposite  side,  and  arched  over  with  a  vaulted  ceiling, 
which  is  variously  ornamented.  It  forms  a  passage  of  com- 
munication from  the  church  to  the  chapter-house,  refec- 
tory, and  to  other  monastic,  collegiate,  or  cathedral  build- 
ings. In  England,  a  cloister  appears  to  have  been  attached 
to  all  the  cathedrals,  and  to  most  of  the  collegiate  churches : 
there  were  some  belonging  to  nunneries,  to  colleges,  and  to 
abbeys.  In  Italy,  Germany,  and  France,  the  cloister  is  a 
common  appendage  to  a  large  monastery,  and  is,  in  some 
instances,  of  great  extent,  is  variously  adorned,  and,  in  some 
instances,  occupied  by  tombs  and  paintings  in  fresco.  In 
hot  countries,  it  becomes  an  appropriate  and  pleasant  place 
for  protection  from  the  heat  of  the  sun  ;  and  in  cold,  wet 
climates,  it  affords  useful  and  agreeable  shelter  from  winds 
and  rain :  hence,  in  the  former,  its  windows  and  arches 
are  open;  whilst  in  the  latter,  they  are  either  wholly  or 
partially  filled  up  with  glass. 

A  common  appendage  to  the  cloister,  both  in  England 
and  on  the  Continent,  was  a  lavatory,  or  stone-trough,  at 
which  the  monks  washed  their  hands  previous  to  entering 
the  Refectory.  [See  Lavatory.]  The  cloisters  of  Norwich, 
Durham,  Worcester,  Gloucester,  Wells,  and  other  English 
cathedrals,  exhibit  many  different  examples  of  this  ap- 
propriate appendage. 

From  a  MS.  in  the  library  of  Corpus-Christi  College, 
Oxford,  it  appears  that  Bishop  Alcock,  on  his  installation  to 
the  see  of  Worcester,  in  1476,  was  led  in  procession,  accom- 
panied with  all  the  authorities  of  the  city,  **  about  y^  cloisters 
with  solempne  ryte,  and  synging  *'  Salve  Festa,*'  to  the 
station  accustomed ;  where  my  lord  preched  a  solempne 
sermon  unto  the  peple,  full  grete  of  audience/' — Green's 
Hist,  of  Worcester,  App.  p.  xxxiv. 

By  one  of  Archbishop  Langton's  ''Constitutions,"  a.d. 
1222,  the  monks,  nuns,  and  canons,  are  enjoined  to  preserve 


silence ;  and  "  that  neither  men  nor  women  come  within  the 
bounds  of  a  cloUler,  without  leave  of  the  superior."  [John- 
sort's  Eccl.  Laws,  1222,  sec.  43.] 

On  the  Continent  are  several  cloisterB  of  an  early  date. 
"  Those  of  the  Latin  Church,"  says  Mr.  Hope,  "  are  all  of 
them  in  the  Lombard  Btyle :  some,  such  as  those  of  San 
Lorenzo  and  Santa  Sabina,  at  Rome,  and  of  San  Stefano, 
at  Bologna,  are  small  and  rude,  and  more  like  the  courts 
of  a  mean  habitation;  others,  as  those  of  San  Giovanni 
Laterano,  at  Rome,  and  those  of  San  Zeno,  at  Verona,  are 
spacious,  and  formed  of  columns  of  the  most  fantastical 
shapes;  some  coupled,  twisted,  and  with  spiral  flutes;  and 
.  glittering — those  at  Rome,  with  white  marble,  inlaid  with 
porphyry,  with  serpentine,  and  with  gilt  enamel ;  and  those 
of  Verona,  with  the  gold  coloured  marble  of  the  Euganeaa 
mountains.  The  cloisters  of  the  cathedral  at  Zurich,  and 
of  the  monastery  of  Subiaco,  in  the  papal  states,  are  among 
the  most  elegant  of  continental  examples.  The  latter  was 
erected  in  1235 ;  and  that  of  San  Zeno,  at  Verona,  in  1 123." 
— History  of  Architecture,  pp.  282,  3 ;  and  pU.  4,  5,  25,  44, 
and  45. 

Dallaway  [Discourses  on  English  Architecture}  says, 
the  continental  cloisters  are  inferior  in  architecture  to  those 
of  England ;  but  the  deBciency  is  partly  made  up  by  the 
paintings  which  they  contain.  Whewell  [Arch.  Notes  on 
German  Churches]  refers  to  small  cloisters,  or  courts  adjoin- 
ing the  west  fronts  of  some  churches  in  Italy  and  Germany. 

The  Campo-Satilo  at  Pisa,  Italy,  is  among  the  most 
noted  cloisters  in  Europe,  its  central  area  having  been  611ed 
with  sacred,  or  holy  earth,  brought  from  Mount  Calvary. 
Its  form  is  an  oblong  square,  or  irregular  parallelogiam, 
measuring  430  and  415  feet,  in  its  longest  extent,  by  136 
and  139  feet,  at  its  ends.  The  width  of  each  walk  is  about 
32  feet.  It  was  commenced  in  1278,  by  Giovanni  di  Pisa; 
and  a  chapel,  adjoining  its  east  end,  was  completed  in  1464. 
Between  the  covered  walk  and  the  enclosed  area  is  a  series 
of  62  windows,  having  semicircular  arches,  and  adorned 
with  varied  tracery,  supported  by  tall,  light  columns,  which 
divide  each  space  into  four  lights.  Some  of  these  were 
formerly  glazed,  hut  the  others  were  left  open.  The  floor  is 
paved  with  white  marble,  having  bands  of  blue;   and  the 
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inner  roof  is  formed  of  timber.    On  the  walls  are  numerous 

old  paintings  of  "  great  interest,  being  some  of  the  first 

productions  on  the  revival  of  that  art  at  the  beginning  of 

the  14th  century.    There  is  also  a  fine  collection  of  marble 

sarcophagi,  fragments  of  sculpture/'  &c. — [Cresy  and  Tay- 

lor*s  Arch,  of  the  Middle  Ages,  4to.  1829.]     In  the  Arch- 

aologia,  vols,    xv.,  xx.,  and   xxiii.,   are  essays  by  Sir 

Henry  Englefield,  R.  Smirke,  the  Rev.  W.  Gunn,  Arthur 

Taylor,  and  Sidney  Smirke,  on  the  date  and  characteristics 

of  the  Campo-Santo,  and  particularly  respecting  the  age  of 

the  muUions  and  tracery  of  the  windows  :  the  last  writer  is 

decidedly  of  opinion  that  the  filling  in  of  the  windows  is  of 

subsequent  date  to  the  main  building. 

The  Cloister  attached  to  the  Monastery  of  Batalha  in 

Portugal,  was  erected  about  the  end  of  the  14th  century. 

It  is  extensive,  and  highly  enriched;   the  arched  vaultings 

being  filled  with   beautiful   tracery.     There   are  openings 

from  each  avenue  into  the  quadrangle,  which  is  laid  out  as 

a  garden,  having,  in  the  centre,  a  cistern ;  and  in  one  angle 

is  a  large   fountain.      Length  of  each  walk,  182  feet,  by 
17  feet  7  inches  in  width. 

Many  other  distinguished  Cloisters  might  be  referred  to 
in  Italy,  France,  Normandy,  Spain,  Portugal,  Germany,  &c. 
but  it  may  suffice  to  mention  some  of  the  most  remarkable 
in  England.  That  the  Norman  architects  and  monks  had 
this  appendage  to  their  larger  churches,  may  be  inferred 
from  the  arcades  remaining  at  the  cathedrals  of  Chester, 
Winchester,  and  Canterbury. 

The  Cloister  of  Salisbury  Cathedral,  on  the  south 
side  of  the  nave,  was  erected  about  the  middle  of  the 
13th  century,  and  consists  of  a  continued  arcade,  with  a 
wall  on  one  side,  and  a  series  of  pointed  windows  on  the 
other ;  each  window  being  divided  into  four  openings,  by 
a  clustered  column  and  two  single  shafts,  which  descend 
nearly  to  the  Boor.  The  upper  portion  of  the  windows 
appears  to  have  been  originally  glazed.  From  the  piers, 
between  the  windows,  buttresses  project  into  the  central 
area.     {See  Plate  I.  of  Buttresses,  fig.  3.) 

Dimensions. — Length  of  each  walk,  181  feet,  9  inches; 
width,  18  feet ;  height  of  vaulting,  20  feet,  3  inches ;  interior 
area,  a  square  of  140  feet. 


On  the  north  side  of  lAncoln  Cathedral,  is  a  Cloister,  which 
was  erected  ia  the  beginning  of  the  14th  century,  with  the 
exception  of  the  north  walk,  which  was  built  by  Sir  Christo- 
pher Wren,  with  columns  of  Doric  character,  and  aemicircular 
arches ;  having  above  it  a  library  in  the  same  style.  The 
vaulting  is  entirely  of  wood,  with  ribs  and  ornamental  bosses. 

Dimensiom. — North  and  aoath  walks,  118  feet ;  east  and 
west,  90  feet  long ;  width,  about  13  feet. 

The  Cloister,  on  the  south  side  of  the  nave  of  Wettminster 
Abbei/  Church,  was  erected  at  different  times,  between  the 
early  part  of  the  13th,  and  the  end  of  the  14th  century.  The 
windows  are  of  different  sizes,  dates,  aod  patterns  ;  but  the 
muUions  and  tracery  of  six  of  them  have  been  lately  removed, 
and  another  has  been  filled  up  with  masonry.  In  the 
eastern  avenue,  which  is  loftier  and  more  elaborate  than  the 
other  three,  are  the  mutilated  remains  of  an  ornamental 
doorway  to  the  Chapter  House ;  and  various  grave-stones, 
and  monumental  tablets,  are  distributed  over  the  walls  and 
floor.  The  sooth  transept  of  the  church  is  without  a 
western  aile,  the  site  of  which  is  occupied  by  the  eastern 
walk  of  this  cloister;  and  the  buttresses  of  the  south  wall 
of  the  nave,  are  constructed  over  the  cloister,  and  are  based 
in  its  central  area. 

Dimensions. — South  walk,  150;  north  walk,  165;  west 
walk,  139;  and  east  walk,  145  feet  long.  Their  width, 
from  15  to  18  feet;  height  of  vaulting,  from  18  to  25  feet. 
(See  Neale  and  Bradley's  Wett.  Abbty,  and  the  accompany- 
ing Plate  in.  of  Arches,  fig.  9.) 

Exeter  Cathedral  had  formerly  a  spacious  and  very  fine 
Cloister,  which  was  in  progress  from  1331  to  1410,  when  it 
was  completed  by  Bishop  Stafford.  In  a  Roll  of  1331-2, 
William  Cannon,  of  Corfe,  agrees  to  furnish  "  twenty-nine 
columns  for  the  cloister  for  2lj.  9d.;  the  price  of  each,  9(2." 
[Britton't  Cath.  Antiq.  Exeter,  p.  93.]  This  cloister  was, 
however,  destroyed  during  the  Commonwealth. 

The  Cloister  adjoining  Norwich  Cathedral  was  com- 
menced in  1299,  and  finished  in  1430.  Its  windows  were 
originally  glazed ;  aod  their  tracery  exhibits  the  progressive 
changes  in  the  style  of  architecture  during  the  time  of  their 
erection.  Amongst  the  forty-five  windows  of  which  it  con- 
sists, there  are  no  less  than  ten  different  patterns  in  the 
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tracery.  There  are  two  layatories  at  the  south-west  angle, 
and  the  roof  is  enriched  with  nameroas  bosses,  shields,  and 
sculptures,  at  the  junction  and  intersection  of  its  ribs. 

Dimensions. — Length  of  the  avenues,  from  175  to  177 
feet;  their  width,  14  feet  9  inches;  height  of  vaulting,  15 
feet«  [This  cloister  is  fully  illustrated  in  Britton*s  Arch. 
Antiq.  vol.  iii.;  and  several  of  its  details  are  delineated  in 
the  accompanying  plates.  See  more  particularly  Plate  II. 
of  Capitals,  figs.  10  and  11;  Finials,  fig.  3;  Plate  11. 
of  Tracery  of  Vaulted  Ceilings,  figs.  2  and  7.] 

Attached  to  the  Cathedral  of  Worcester  is  a  Cloister, 
which  was  erected  about  the  year  1380;  and  consists  of 
seven  windows  in  each  walk,  with  intermediate  piers  pro- 
jecting into  the  avenues ;  the  soffits  of  the  arches  between 
the  windows  are  filled  with  tracery.  The  piers  are  pierced 
horizontally  with  square  apertures  at  the  height  of  a  few 
feet  from  the  floor,  a  feature  peculiar  to  this  cloister.  The 
ribs  of  the  vaulting  are  ornamented  with  various  sculptured 
bosses,  shields,  and  figures. 

Dimensions. — East  walk,  125  feet ;  west,  north,  and  south 
walks,  120  feet  long;  width  of  each,  16  feet;  height  of 
vaulting,  17  feet. 

Gloucester  Cathedral  has  a  Cloister  (completed  in  1390), 
of  the  most  highly  decorated  class  in  the  kingdom ;  the  roof 
being  covered  with  elegant  and  elaborate  fan-tracery ;  and 
the  windows,  which  are  raised  very  high  above  the  pave- 
ment, having  been  formerly  filled  with  stained  glass.  In 
the  north  walk  is  a  spacious  lavatory,  still  remaining,  and 
a  small  recess  in  the  wall,  for  the  towels,  with  groined  and 
ornamented  ceiling*  In  the  south  walk  are  the  remains 
of  some  recesses,  formerly  termed  carols,  or  carrallst  which 
contained  seats  and  desks,  to  which  the  monks  are  supposed 
to  have  retired  for  the  purpose  of  study,  or  to  copy  ancient 
manuscripts.  In  a  ''  Survey  of  the  Tower  of  London,'*  24 
Henry  VIII.,  is  the  following  entry :  **  Item  made  new  in 
the  Queue's  dynyng  chambre  a  greate  carrall  vyndow 
stounding  on  the  west  syde,  and  lenyng  places  made  new 
to  the  same.''  Bayley^s  History  of  the  Tower,  pt.  I.  app. 
XIX.  ''  This  cloister,"  says  the  account  by  the  Society  of 
Antiquaries,  **  is  acknowledged  to  be  the  most  elegant  and 


perfect  in  England.  The  proportioaa  are  extremely  beauti- 
ful, and  the  omamentB  superb." 

DinKnsioru. — Length  of  each  walk,  about  147  feet; 
width,  from  12  to  14  feet;  height  of  the  vaulting,  17  feet. 

At  the  Abbey  Church  of  Tewketbury,  are  the  remains  of 
a  Cloister,  which  appears  to  have  been  very  richly  orna- 
mented, and  somewhat  in  the  style  of  that  of  Gloucester 
Cathedral. — BenneWt  History  of  Tnoketbury,  p.  146. 

The  Cloister  at  Durham  Cathedral,  built  about  the  be- 
ginning of  the  fifteenth  century,  is  chiefly  remarkable  for 
the  regularity  of  its  form,  and  the  simplicity  of  its  vaulting. 
Its  form  is  delineated  at  R.  in  the  accompanying  Ground 
Plan  of  Durham  Cathedral.  At  S.  are  the  remains  of  an 
octagonal  lavatory.  Length  of  each  avenue,  146  feet  by 
15  feet  in  width. 

At  Lacock  Nunnery,  Wiltshire,  is  the  most  perfect  do- 
mestic Cloister  in  England.  It  hounds  three  sides  of  a 
quadrangle.  Its  windows  were  formerly  glazed  :  the  roof 
is  still  ornamented  with  bosses  and  shields.  It  was  erected 
about  the  time  of  Henry  IV.,  and  is  of  comparatively  small 
dimensions,  the  length  of  each  walk  being  only  81  feet  by 
8  feet  9  inches  in  width. 

The  Cloister  on  the  south  side  of  Wells  Cathedral  was 
erected  by  Bishops  Bubnitb  and  Beckington,  between  the 
years  1407  and  1465.  Like  that  at  Lacock  Nunnery,  it 
bounds  only  three  sides  of  a  quadrangle ;  the  fourth  side  of 
which  adjoins  the  nave  of  the  church.  It  has  a  vaulted 
roof,  with  numerous  bosses  :  there  is  an  ancient  lavatory,  or 
well,  within  the  area.  The  eastern  avenue  has  a  library 
above  it,  and  over  the  western  avenue  are  other  rooms  used 
as  the  registry. 

Dimensions. — East  and  west  walks,  162  feet;  south  walk, 
158;  by  13  feet  in  width. 

The  Colleges  of  Oxford  and  Cambridge  were  mostly  pro- 
vided with  Cloisters,  some  of  which  are  still  preserved,  but 
others  have  been  destroyed.  In  Oxford,  that  of  Magdalen 
College  is  the  most  celebrated;  but  that  of  Christ  Church, 
designed  and  executed  at  the  coat  of  Cardinal  Wolsey,  was 
the  largest  in  England.     It  is  now  entirely  gone. 

The  Cloister  of  Magdalen  College,  was  erected  by  Bishop 
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Waynflete  in  the  15th  century.  The  arches  of  the  windows 
are  flat;  their  tracery  rudely  executed;  .and  the  ceiling, 
which  is  composed  of  ribbed  oak,  is  plain  and  low. — See 
Buckler  On  the  Architecture  of  Magdalen  College,  p.  49-^6. 

New  College,  Oxford,  has  also  a  Cloister,  which  was  built 
by  William  of  Wykeham  towards  the  end  of  the  14th 
century.  It  has  a  roof  of  oak,  and  its  central  square  and 
walks  are  appropriated  to  interments. 

At  Cambridge,  the  Cloister  of  Trinity  College  is  an  open 
arcade  of  the  Doric  order,  with  three  Doric  portals. 

Attached  to  the  collegiate  chapel  of  St.  Stephen, 
Westminster,  are  the  remains  of  one  of  the  most  highly 
enriched  and  beautiful  Cloisters  in  England,  which  was 
erected  by  Dean  Chambers  in  the  time  of  King  Henry  the 
Eighth.  It  is  the  only  example  remaining  of  a  cloister  of 
two  stories :  it  has  two  oratories,  or  chantry  chapels,  pro- 
jecting into  the  quadrangle,  and  approached  respectively 
from  the  upper  and  lower  western  avenues.  The  roof  is 
vaulted,  covered  with  fan-tracery,  and  adorned  with  finely 
sculptured  bosses  and  shields.  Stow  tells  us  that  these 
cloisters  of  "  curious  workmanship,''  were  erected  at  ''  the 
charges  of  11,000  marks.'' 

Dimensions. — East  and  west  walks,  89,  north  and  south 
walks,  75  feet,  long  ;  height  of  the  lower  avenue,  14  feet, 
upper  story,  13  feet;  width,  12  feet,  6  inches.  [See  Brit- 
ton  and  Bray  ley's  Ancient  Palace  of  Westminster. "]  The 
Cloister  which  adjoined  the  south  side  of  Old  St.  PauPs 
Cathedral,  London,  was  also  in  two  stories,  and  within  the 
space  which  it  inclosed  was  the  chapter  house,  perhaps  the 
only  instance  of  such  a  situation.  This  cloister  is  said  to 
have  been  erected  in  1260;  each  walk  was  91  feet  long 
by  10  feet  wide.  The  north  side  remained  till  the  year 
1549.— Diigdflfe's  St.  PauFs,  p.  87. 

Cloosb,  or  Close,  (Nicholas),  was  a  fellow  of  King's  College, 
Cambridge,  at  the  time  of  its  first  foundation,  and  was,  in 
1462,  Bishop  of  Lichfield  and  Coventry.  Henry  VI.  made 
him  overseer  and  manager  of  all  his  intended  buildings  for 
King's  College ;  and  Heame,  in  the  preface  to  his  History 
of  Glastonbury,  p.  Ixv.,  says  it  appears  from  the  books  of 
the  College,  that  his  father,  who  was  a  Fleming,  was  the 
architect  of  the  chapel  of  that  college.  —  Britton's  Arch. 


Antiq.  vol.  i,  p.  4;  Walpole't  Anecdotes,  by  Daliaway, 
vol.  I.  p.  177. 

Closet,  drr«>,  Sax. ;  claiuum,  Lat. ;  a  cupboard,  an  iaclosed 
place,  or  a  small  apartment  attached  to  a  larger.  For- 
merly closets  adjoined  chapels,  as  private  oratories ;  the 
Will  of  Henry  VI.  containB  directions  Tor  making  a  "  closet 
with  an  altar  therein,"  on  each  side  of  King's  College  Chapel, 
Cambridge.  [Arch.  Antiq.  yo\.  i.p.II.]  Leland,  in  his  de- 
scription of  Wressel  Castle,  says,  "  the  haule  and  the  grete 
chambers  be  fair,  and  so  is  the  chapetle  and  the  cloiettes,"-— 
Itinerary ;  vol.  vi.  p.  54. 

Clota,  low  Lat. ;  an  arch  ;  a  vaulted  room.  In  a  French 
record  dated  in  1387,  the  word  dote  occurs  with  the  same 
signification. — Carpentier  Glot.  Nov, 

Clotonus,  low  Lat.  ;  a  subterraneous  vault.  The  term 
appears  to  denote  a  crypt  in  the  following  passage  from  an 
account  of  payments  in  a  record  of  the  year  1334:  "Item, 
Solvi  pro  oleo  lampadis,  que  comburit  in  dicto  clotono,  in  die 
Ascensionis  Domini,  iiij.  den.  obol," — Gtrpentier  Ghs.  Nov. 

Clusella,  Clausblla,  from  the  Lat.  cittttu,  inclosed,  or 
shut  up ;  a  fort,  or  small  castle,  within  an  iuclosure,  or  a 
close.  In  the  Statutet  ofRaymund,  Count  of  Toulotue,  1223, 
it  ia  ordered  that  Clutella,  within  suspected  or  ilUreported 
places  should  be  destroyed  or  shut  up.  "  Omnes  caband 
sospectiB  &  communi  costrorum  bahitatione  remotae,  et  spe- 
luncfB  inforciatEB,  et  CluteUa,  in  locis  suspectis  et  difiamatia 
destmantur  vel  obtnrentur."  The  word  ciauaella  is  used, 
with  the  same  signification,  in  the  acts  of  the  Couocil  of 
Bituiges,  in  1246.— Dw  Cange.    (See  Castle.) 

Clustebbd  Column.    (See  Colcun.) 

CoAME,  to  crack.  Googe  in  his  "  Whoie  Art  of  Husbandry," 
p.  100,  says,  "the  squared  and  the  round,  or  the  whole 
timber,  doth  coame  and  gape,  specially  the  round,  because 
it  is  fuller  of  pith,  and  therefore  renteth  and  coameth  in 
every  place." 

CoB-wALL,  a  wall  oiade  of  straw,  lime,  and  earth.  The  cot- 
tages of  the  poor  in  many  parts  of  Somersetshire,  Devon- 
shire, and  South  Wiltshire,  are  wholly  constructed  of  these 
materials. 
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Cochlea,  Cochleare,  Cogla,  low  Lat. ;  a  lofty  round  tower» 

with  a  corkscrew  staircase  leading  to  the  summit;    thus 

named  from  the  Lat.  cochleaj  winding  stairs.    Isidor.  Origin. 

lib.  xy.  cap.  2.     Cochlea  also  signifies  a  secret  passage  in 

the  walls  of  a  building.    *'  CochktB  sunt  visB  muris  inter- 

volutsB  latenter/'  —  Durand.    B4itumaL  lib.  i.  cap.  1,  num. 
37.— Du  Cange. 

CocKEYy  a  common  sewer. — Parkin's  History  of  Norwich, 
p.  239. 

Cockle  Stairs,  a  winding  staircase.  (Fosbroke's  Enc.  of 
Antiq.  p.  123*.) 

C(ELUM,  concameratio  lacunar,  Lat. ;  cielo  di  camera,  Ital. ; 
the  ceiling,  or  roof  of  a  church  is  thus  styled  by  Gervase  of 
Canterbury,  in  his  Treatise  *de  CJombustione  et  Reparatione 
Dorobem.  Eccles.  **  Calum  inferius  egregie  depictum, 
superius  ver^  tabules  plumbees  ignem  interius  ascensum 
celaverunt." — See  also,  Tho.  Stubbes,  in  Poniif.  Eborac. 
AngL  Sacr. 

Cgenale,  a  tavern,  or  a  dining-room.  The  coenaculum  was  the 
supper-room  in  ancient  Roman  houses. 

Cof,  Cofa,  Cove,  a  chamber,  or  a  bakehouse. 

Coffer,  cqffre,  Fr.,  from  cof,  Welsh,  a  hollow  trunk ;  a 
chest,  or  a  box.  In  architecture  it  signifies  a  panel  in 
the  ceiling  of  a  room,  or  portico,  or  a  square  depression  or 
sinking  in  each  interval  between  the  modillions  of  the 
Corinthian  cornice. 

Coffin,  probably  from  cope,  oopA,  Sax.  a  cave ;  whence  oofpjie, 
a  cofier;  coffre,  Fr.;  cofano,  Ital.;  cqfin,  Sp. ;  correspond- 
ing by  analogy  to  the  Greek  x6pvog,  a  basket :  the  chest, 
or  box  in  which  a  dead  human  body  is  buried,  or  deposited 
in  a  vault.  This  word  appears  to  owe  its  origin  to  the  ancient 
custom  of  burying  the  dead  in  caves,  a  practice  which  pre- 
vailed not  only  among  many  civilized  nations  of  antiquity, 
but  also  with  the  barbarian  tribes,  and  is  still,  we  believe, 
not  uncommon  in  some  half-civilized  countries.  The  cofiin 
was  made  of  stone^  lead,  or  wood,  —  those  of  stone,  of  the 
oldest  sort,  were  commonly  sunk  into  the  ground  up  to 
their  lids,  upon  which  were  inscribed  the  names  and  titles 
of  the  persons  they  contained,  with  no  other  ornament 


north  aile  of  the  choir  of  York  Cathedrul  are  two  ancient 
Roman  stone  coffins  of  extraordinary  size  and  character, 
which  were  discovered  under  ground  at  Clifton,  ahout  a 
mile  north  of  the  city.  Each  consists  of  a  single  block  of 
stone,  measuring  seven  feet  in  length.  A  skeleton  was 
found  in  one  of  them.  {Britton'a  Cath.  Anliqi.,  York.] 
Stone  coffins  appear  to  have  been  appropriated  to  persona 
of  high  rank,  and  to  the  dignitaries  of  the  ancient  church. 
*'  Earthen  coffins,  and  sepulchres  formed  of  tiles,  were  in 
some  instances  made  use  of  by  the  Romans.  These,  as  well 
as  the  stone  coffins,  hare  been  found  to  contain  not  only 
the  remains  of  bodies  buried  entire,  but  also  cinerary  urns. 
Coffins  of  lead  have  likewise  been  dug  up  in  burial  places 
of  the  Romaut.  A  stone  sarcophagus,  or  coffin,  inclosing 
a  skeleton,  was  discovered  in  1813,  in  the  suburbs  of  St. 
Albans,  the  Roman  Verulamium.  It  was  io  the  form  of  an 
oblong  trough,  perfectly  plain,  of  the  same  width  through- 
out, and  without  any  circular  inclosure  for  the  head,  as  in 
the  stone  coffins  of  the  middle  ages ;  the  lid  was  five  inches 
thick.  Besides  the  skeleton,  the  coffin  contained  three 
glass  vessels  of  different  forms,  which  were  found  standing 
in  different  parts  of  it.  This  coffin  was  afterwards  removed 
to  St.  Michael's  Church." — Bioxam's  Monumental  Archi- 
tecture and  Sculpture:  and  see  Cough's  Sepulchral  Monu- 
menlt. 

Coin,  Quoin,  cuneu$,  Lat. ;  coin,  Fr. ;  a  corner,  or  wedge: 
the  comer  of  a  building,  a  comer-stone.  The  term  occurs 
in  the  latter  signification  in  Smith's  Antiquities  of  Wegt' 
mimter,  in  records  relating  to  the  building  of  St.  Stephen's 
Chapel.  Generally,  all  quoins  in  buildings  project  from  the 
regular  plane. 

Cole  (John),  was  the  architect,  master  mason,  or  builder  of  the 
spire,  or  broach,  of  Louth  Church,  in  Lincolnshire,  between 
the  years  1501  and  1505.  For  particulars  respecting  which. 
See  Arch.  Antiq.  vol.  iv.,  and  Archtcologia,  x.  72. 

CoLBCHVRCH  (Peter),  was  the  curate  or  chaplain  of  St.  Mary 
Cotechurch,  London ;  and,  in  the  year  1 176,  began  to  erect 
the  first  stone  bridge  across  the  I'hames  at  London.  It  is 
also  stated  by  Stow,  that  he  had  previously  erected  a  bridge 
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of  elm  across  the  same  river.  That  of  stone,  however,  he 
did  not  live  to  complete,  but,  dying  in  1205,  was  interred  in 
a  chapel  which  he  had  built  within  its  central  pier,  and 
dedicated  to  Thomas  k  Becket.  The  bridge  was  thirty-three 
years  in  progress,  was  926  feet  in  length,  20  feet  in  width, 
and  rose  40  feet  at  the  centre  above  the  surface  of  the 
water.  There  were  as  many  as  20  pointed  arches  supported 
by  piers  of  from  25  to  34  feet  in  thickness.  [Britton  and 
Pugin's  Public  Buildings  of  London^  ii.  304 ;  and  see 
Thompson's  Chronicles  of  London  Bridge ^  p.  58-91.]  Mot- 
withstanding  the  numerous  alterations  made  in  different 
ages,  some  extensive  remains  of  the  work  of  this  architect 
were  found  on  removing  the  late  bridge. 

Collar,  the  same  as  cincture,  a  hollow  moulding  near  the 
capital  or  at  the  base  of  a  column. 

Collar-Beam;  a  beam  in  the  roof  of  a  building,  above  the 
rafters,  and  occasionally  framed  into  a  queen  post  in  trussed 
roofs. 

College,  from  colligo,  which  forms  collegium,  Lat.  a  fra- 
ternity, or  society,  living  under  the  same  statutes  or  rules : 
also  the  edifice  for  the  residence  of  such  society,  supposed 
to  be  detached  from  the  world  for  the  purposes  of  study 
or  religion.  A  number  of  colleges  together  constitutes  an 
university.  An  English  college  generally  consists  of  one  or 
more  spacious  courts,  surrounded  by  buildings,  which  con- 
tain the  sleeping  apartments,  a  hall,  or  refectory,  a  chapel, 
and  lecture  rooms.  The  most  famed  universities  of  England 
are  those  of  Oxford  and  Cambridge.  The  establishment  of 
colleges  or  universities  is  a  remarkable  era  in  literary  history. 
The  cathedral  and  monastic  schools  were  first  confined  to 
the  teaching  of  grammar  and  music:  but  when  colleges 
were  regularly  established,  professors  were  appointed  to 
teach  other  sciences.  Authors  differ  in  opinion  respecting 
the  first  established  college,  both  as  to  time  and  place. 
[See  the  Histories  of  Oxford  and  of  Cambridge.']  Besides  the 
colleges  of  those  two  eminent  Universities,  there  are  others 
at  Edinburgh,  Aberdeen,  and  Glasgow,  in  Scotland;  at 
Dublin,  in  Ireland :  and  the  following  in  London  still  re- 
tain the  name:  viz.  the  College  of  Civilians,  commoikly  cbM- 
ed  Doctor's  Commons-,    Gresham  College;  College  of  He- 


me  Kjouegto  aetia  -aaptenza,  are  among  we  nnesi  eamces 
in  modeTn  Rome ;  and  the  Jesuits'  College§  at  Genoa  are 
distinguished  by  the  beauty  of  their  architecture. 

At  Ashridge,  in  Buckinghamshire,  a  college  was  fonnded 
at  the  end  of  the  13th  century,  by  Edmund,  Earl  of  Com- 
wftll,  for  a  rector  and  twenty  canons,  called  Bonhommei.  Of 
this  religious  order  there  was  no  previoos  establishment  in 
England  ;  and  there  were  never  more  than  two  or  three  of 
them. — Todd's  History  of  Ashridge. 
Collegiate  Church,  or  Chapel,  a  Christian  edi6ce  to 
which  belongs  an  ecclesiastical  establishment  of  different 
clergymen,  denominated  deans,  wardens,  and  fellows.  "  Col- 
legiate churches  and  chapels,"  before  the  Reformation, 
"consisted  of  a  number  of  secular  canons,  liring  together 
under  the  gOTemment  of  a  dean,  warden,  provost,  or  master ; 
and  having,  for  the  more  solemn  performance  of  divine 
service,  chaplains,  singing-men,  and  choristers  belonging 
to  them."  [Tannej^t  Not.  Man.,  by  Nasmith,  pref.  p.  xv.] 
The  principal  collegiate  edifices  in  England,  are  those  at 
Southwell,  Nottinghamshire ;  Westminster,  Middlesex ; 
Ripon,  Yorkshire ;  Windsor,  Berkshire ;  and  King's  Col- 
lege, Cambridge.  There  were  two  classes  of  collegiate 
churches:  namely,  those  of  royal,  and  others  of  ecclesiastical 
foandation,  both  of  which  were  governed  by  deans  and 
chapters. 
CoLLicifi,  CoLLiQUiffi,  Lat. ;  pipes,  gutters,  gutter-tiles. 
CoLLiSA  PoHTA,  low  Lat.,  porte  coulice.  Ft.,  from  the  Latin 
eollisus,  dashed,  or  thrown  together ;  battered  ;  and  porta,  a 
gate:  a  portcullis.  In  the  Chrotticon  Setumiense,  cap.  13, 
quoted  by  Du  Cange,  it  is  said  that  "some  one  ascended 
the  gate  of  a  fortress  and  let  down  the  portcullis  (portam 
collisam)  from  above." — [See  Portcullis.] 
Colonnade,  from  columna  Lat.,  a  column  ;  colonnata,  Ital. ; 
a  range,  or  series  of  insulated  columns  supporting  an  en- 
tablature, or  a  succession  of  open  arches  :  one  of  the  most 
imposing  works  of  architectural  design.  Colonnades  are 
various  in  form,  design,  and  application,  and  are  composed 
of  an  inde6nite  number  of  columns.  In  temples  and  por< 
ticoes,  where  a  colonnade  of  four  colamoB  support  the  en- 
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tablature,  the  temple  is  termed  Utrastyle ;  when  siir,  hexa- 
style ;  when  eight,  oc tasty le ;  and  when  ten,  decastyh.  When 
the  colonnade  is  in  the  front  of,  and  projecting  from,  a  build- 
ing, it  is  termed  a  portico  ;  when  it  surrounds  a  building,  a 
peristyle;  and  when  it  is  double,  as  in  many  of  the  ancient 
temples,  it  is  called  polystyle.  The  ancient  Egyptians  em- 
ployed the  colonnade  as  an  ornament  for  the  interior  of  their 
temples  to  a  great  extent.  The  Greek  temples  present  many 
colonnades  of  great  beauty  and  simplicity  in  their  arrange- 
ment; but  there  is  not  any  evidence  that  the  Grecian 
architects  ever  employed  coupled,  grouped,  or  clustered 
columns,  in  any  of  their  works.  The  ruins  of  Palmyra  and 
Baalbeck,  the  Temple  of  Jupiter  Olympius,  at  Elis,  and  the 
splendid  ruins  of  the  Parthenon,  at  Athens,  with  the  mag- 
nificent Temple  of  Neptune,  at  Paestum,  afford,  perhaps,  the 
finest  known  examples  of  external  colonnades  in  the  world. 
The  celebrated  wings,  or  colonnades  of  San  Pietro,  at 
Rome,  erected  by  Bernini,  consisting  of  280  columns,  each 
40  feet  in  height,  are  considered  the  finest  architectural  works 
of  the  kind  in  Europe.    (See  Column,  Portico,  Temple.) 

Colosseum,  from  the  Greek  primitive  word  xoXo<r<ro;,  applied 
generally  to  any  thing  of  great  magnitude,  and  particularly 
to  a  large  statue,  is  the  name  of  the  Flavian  amphitheatre 
at  Rome,  once  the  largest  building  of  the  kind  in  the  world, 
and  so  called  from  its  extraordinary  magnitude.  It  was 
built  A.  o.  72,  by  the  Emperor  Flavius  Vespasian,  after 
returning  from  his  victories  over  the  Jews.  It  occupied 
five  years  in  building,  and  no  less  than  30,000  Jewish  cap- 
tives are  said  to  have  been  engaged  in  its  construction.  It 
was  finished  by  Titus,  who  commemorated  the  dedication  of 
it  to  his  father,  by  the  sacrifice  of  five  thousand  wild  beasts, 
and  by  a  series  of  combats  and  games,  which  lasted  for  one 
hundred  days.  The  Colosseum  was  divided  into  three  parts, 
or  tiers  :  the  orchestra^  or  lowest  division,  being  set  apart  for 
the  emperor,  senators,  and  other  persons  of  rank ;  the 
equestria,  for  those  of  the  equestrian  order ;  and  the 
popularia,  for  the  people.  It  would  accommodate  87,000 
spectators,  and  was  of  an  elliptical  figure ;  the  exterior 
circumference  of  the  ellipse  being  1763  feet :  the  greatest 
diameter,  560  feet;  and  the  height  of  the  building,  160  feet. 
;  — See  Maffei  on  Amphitheatres ;  Fontana's  Atifiteatro  Flavio ; 
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Creset/  and  Tajflor's  Arch.  Antiq.  of  Rome,  and  the  article 
Amphitheatre. 

Colossus  (derivation and  signification  as  above).  The  formation 
of  large  statues  was  common  amongst  different  oationH  of  an- 
tiquity. The  Chinese  and  other  Asiatics,  the  Egyptians,  and 
the  Greeks,  have  been  celebrated  for  works  of  this  class.  The 
Cavern  Temples  of  India,  the  ruins  of  Egypt,  of  Athens,  and 
of  Rome,  afford  numerous  specimens  of  gigantic  statues. 
Many  colossal  figures,  and  fragments  of  colossi,  have  been 
found  by  travellers  in  different  parts  of  Egpyt,  and  some  of  the 
latter  have  been  removed  to  England.  Among  the  most  inter- 
esting of  these,  may  be  mentioned  the  bust  now  in  the  British 
Museum,  which  has  been  denominated  the  "  Head  of  the 
younger  Memnon."  That  of  the  Apollo,  called  the  Colossus 
of  Rhodes,  the  work  of  Chares,  a  disciple  of  Lysippus,  was 
esteemed  one  of  the  seven  wonders  of  the  world.  It  was  105 
feet  in  height.  The  colossal  statues  of  Phidias,  according  to 
the  testimony  of  Pausanias,  Cicero,  Pliny,  and  other  classical 
writers,  were  among  the  most  noble  works  of  ancient  art. 
The  Colossus  of  Tarentum,  by  Lysippus,  is  also  recorded  as 
a  performance  of  exceeding  beauty.  The  Roman  colossi 
were  scarcely  inferior  to  those  of  Greece ;  the  bronze  Colossus 
of  Apollo,  erected  by  Augustus,  the  Jupiter  of  Leontium,  va 
Sicily,  the  Jupiter  Capitolinus,  the  Farnese  Hercules,  the 
Flora  of  the  Belvidere,  the  magnificent  Dioscuri  on  the 
Monte  Cavallo,  the  statue  of  Alexander  the  Great,  in  the 
Colonna  Palace,  and  the  Colossus  of  Antoninus,  may  be 
enumerated  among  the  finest  specimens  of  ancient  sculpture. 

CoLCMBAKiuH,  from  colamba,  Lat.,  a  dove  ;  a  term  originally 
applied  to  a  dove-cote,  or  pigeon-house,  and  afterwards  to 
the  apertures  made  in  the  walls  of  ancient  Roman  cemeteries, 
for  the  reception  of  funeral  urns. 

CoLUMBLLJE,  Lat.,  Small  pillars;  synonymous  with  Balusters; 
usually  placed  on  the  upper  parts  of  buildings,  in  balconies, 
staircases,  and  terraces. 

CoLUMEN,  Lat.,  a  principal  support  in  building;  a  main  beam. 

CoLiiMN,co/j(mn<i,  co/umen,  Lat. ;  co/onna,  Ital. ;  co/umna,  Sp. ; 
colonne,Vx.;  coulouenn,  Artn. ;  co/ou,  Welsh ;  a  stalk,  stem, 
or  prop :   derived  from  a  Celtic  word  signifying  the  stem 
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of  a  tree,  which  is  said  to  have  been  first  used  for  the  pur- 
pose. (See  PiLLAK  AND  Shaft.)  In  strictness,  the  shaft 
of  a  column  consists  of  a  single  block  of  a  cylindrical 
form,  whether  of  stone,  marble,  iron,  or  other  material :  if 
formed  of  many  pieces,  it  is  a  pillar,  from  pile,  but  these 
names  are  often  confounded  by  the  most  critical  writers. 
Having  already  treated  of  the  upper  and  lower  members  of 
the  column,  under  the  words  Base  and  Capital,  the  shaft 
only  remains  to  be  considered.  This  is  usually  of  a  circular,  or 
cylindrical  form,  but  it  is  occasionally  square,  oval,  octagonal, 
and  polygonal. 

The  column  is  a  distinguishing  and  important  feature  in 
architecture,  and  is  one  on  which  artists  of  different  ages  and 
nations  have  exercised  their  fancy ;  controlled,  in  some  cases, 
by  the  canons  of  science  and  taste,  but  wantoning  with  every 
degree  of  licentiousness  in  others.  In  the  early  ages  of  the 
civilized  world,  in  India  and  in  Egypt,  we  find  many  grotesque 
and  capricious  specimens;  also  in  Lombardy  and  in  the 
Western  parts  of  Europe  in  the  middle  ages.  Those  of 
Greece  and  in  parts  of  Italy,  in  the  classic  times,  are  generally 
referred  to  as  examples  of  harmonious  proportions,  of  dig- 
nified forms,  of  graceful  symmetry :  but  there  are  many  in 
the  Christian  edifices  of  the  thirteenth  and  fourteenth  centu-* 
ries,  which  are  equally  entitled  to  the  admiration  of  the 
architect  and  artist.  They  are  replete  with  variety;  they 
manifest  novelty;  and  peculiarly  belong  to,  and  harmonize 
with,  the  light,  lofty,  and  poetical  architecture  in  which  they 
constitute  a  marked  feature.  With  bases,  shafts,  and  capitals 
of  great  variety  and  beauty,  they  become  useful  in  construc- 
tion, and  ornamental  in  composition.  Insulated  in  shafts  of 
masonic  materials,  or  in  a  single  stone,  clustered,  and  com- 
pounded of  numerous  mouldings,  both  convex  and  concave ; 
grouped  in  four  or  five  cylinders,  and  braced  by  bands  of 
mouldings,  the  great  churches  of  Europe  present  them  in 
endless  diversity  of  design.  Almost  every  half  century,  from 
the  tenth  to  the  middle  of  the  sixteenth  century,  some  new 
variety  of  form,  proportion,  or  ornamental  detail,  was  in- 
vented and  applied  to  this  member  of  a  building.  To  define 
and  characterize  all  these  varieties  would  occupy  a  larger 
space  than  can  consistently  be  devoted  to  one  subject,  and 
would,  in  fact,  embrace  the  history  of  civil  architecture :  it 


must  suffice  to  notice  some  of  the  most  remarkable  examples, 
and  refer  the  reader  to  illuBtrations,  to  examples,  and  to  books. 

Columns  are  chiefly  designated  and  distinguished  by  the 
forms  of  their  capitals ;  but  they  also  exhibit  abundant  variety 
in  the  figures,  proportions,  and  decorations  of  tlieir  shafts. 
They  may  be  classed  and  arranged  under  the  following  heads : 
Egyptian ;  Indian,  of  ancient  and  of  modern  date ;  Greciani 
of  the  several  clasBic  orders,  namely,  Doric,  Ionic,  and 
Corinthian  ;  Roman,  of  two  orders — the  Tuscan, derived  from 
the  Grecian  Doric,  and  the  Composite,  from  the  Corinthian; 
and  the  columns  used  in  the  religious  buildings  of  the  middle 
ages.  Some  varieties  of  the  latter  class  are  represented  in 
the  accompanying  engraving,  and  will  be  referred  to  in  the 
sequel. 

The  column  is  of  high  antiquity  in  architecture,  being 
mentioned  both  in  the  Scriptures  and  in  the  Odyssey.  The 
Temple  of  Solomon  and  the  Palace  of  Ulysses  are  said  to 
have  had  columns  otwood.  Pausanias  states  that  timber  was 
employed  for  the  same  purpose  in  the  Temples  of  Neptune, 
in  Arcadia,  as  also  tn  those  of  Elis. 

Egt/ptian  columni  are  of  various  forms  and  proportions, 
but  are  mostly  of  stone,  in  single  blocks,  as  the  abundance 
of  that  material,  in  Egypt,  allowed  the  architects  to  employ 
it  in  their  magnificent  temples.  The  Egyptian  column  sel- 
dom has  a  base,  and,  when  this  member  is  added,  it  is 
generally  a  simple  plinth.  The  shaft  is  in  some  instances 
square,  in  others  polygonal,  and  sometimes  ornamented  with 
convex  flutings.  The  capital  is  adorned  with  foliage,  and 
resembles  a  vase,  or  sometimes  a  reversed  bell.  —  "  Genuine 
Egyptian  pillars,  as  a  general  rule,  are  of  an  irregularly 
rounded  form,  but  of  a  diameter  varying  in  different  parts 
of  the  height ;  and  the  intercolumniatioos,  perhaps,  differ 
but  little  from  the  proportions  of  the  old  Doric  temple. 
There  is  a  peculiarity  in  the  columns  of  the  portico  of 
Ashmounein,  not  found,  we  believe,  elsewhere  in  ^ypt. 
Instead  of  being  formed  of  large  masses  placed  one  above 
another,  they  consist  of  irregular  pieces,  fitted  together 
with  such  nicety,  that  it  is  difficult  to  detect  the  lines  of 
junction  ;  and  this  illusion  is  aided  also  by  the  form  of  the 
columns.  The  bottom  is  like  the  lowest  leaves  of  the  lotus, 
after  which  we  see  a  number  of  concentric  rings,  binding 
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the  column  just  like  the  hoops  of  a  cask;  and  again, 
above  them  the  column  is  worked  in  such  a  way,  by  ver- 
tical cuttings,  to  present  the  appearance  of  a  bundle  of 
rods,  held  together  by  hoops;  the  whole  has  the  appear- 
ance of  a  barrel:  the  columns  are  about  40  feet  high, 
including  the  capitals.  Their  greatest  circumference  is  about 
28^  feety  at  the  height  of  5  feet  from  the  ground,  for  the 
column  diminishes  in  thickness  both  towards  the  base  and 
the  capital.  These  columns  were  painted  yellow,  red,  and 
blue.  Similar  pillars  are  found  in  the  temple  at  Gournou.'' 
— HamiltoTi*8  jEgjjfptiaca,  and  British  Museum,  Egt/ptian  An- 
tiquities, vol.  I. 

In  the  stupendous  Cavern  Temples  of  Ellora  and  Ele- 

phanta,  in  Hindoostan,  the  column  is  commonly  short,  stunted, 

and  massive;  varying  not  only  in  size  but  in  decoration. — 

(See  DanielFs  Views  in  India.) — The  capital,  which  appears 

literally  to  support  the  whole  superincumbent  roof  of  solid 

rock,  often  represents  a  cushion  compressed  by  the  immense 

weight  above.    The  bases  of  Hindoo  columns  are  sometimes 

octangular,  graduating  upwards  to  a  multangular  shaft,  which 

frequently  terminates  in  a  circular  upper  shaft.     Many  of 

these  are  elaborately  adorned  with  sculpture.     The  splendid 

column  of  Benares,  according  to  Hodges,  is  in  its  elements 

essentially  Indian,  while  its  ornaments  are  purely  Greek. 

In   the   ancient  Jain  Temple  of  Komulmair,  the  columns 

differ  from  the  general  massive  style  of  Hindoo  architecture  : 

in  the  elegant  colonnaded  portico  of  that  remarkable  temple 

they  are  slight  and  tapering,  and  are  crowned  by  projecting 

cornices.     Engravings  of  three   singular  Hindoo  columns 

are  given  in  Colonel  Tod's  elaborate  work  on  '*  Rhajast'- 

han,'*  from   the  Temples   at  Chandravati,  and  exhibit  an 

extraordinary  variety  of  enrichment  in  every  part  of  the  base, 

shaft,  and  capital. 

The  columns  of  Persepolis,  the  principal  existing  remains 
of  Persian  architecture,  are  of  white  marble,  and  are  sur- 
mounted by  figures  of  monstrous  aniinals. 

In  the  early  ages  of  Greece  and  Rome  columns  appear  to 
have  been  low  and  massive :  Pliny  {Nat.  Hist,  xxxvi.  c.  22.) 
describes  their  height  to  have  been  about  one-third  that  of  the 
whole  building,  but,  in  later  times,  their  altitude  increased. 
The  five  classical  orders  of  architecture  are  known  to  be  cha- 


racteriaed  by  the  forms  and  proportions  of  their  columns, 
respectively.  [See  Order.]  Id  all  the  remains  of  Grecian 
buildings,  and  in  many  of  the  Roman,  as  in  the  portico  of 
the  Pantheon,  the  shaft  is  always  the  frustum  of  a  cone  or 
conoid,  tapering  from  the  base  to  the  capital :  the  practice 
of  gliding  an  entasis  [see  Entasis],  or  swell  to  the  middle  of 
the  shafl,  is  obscurely  mentioned  by  Vitruvius,  and  has  been 
much  followed  by  modem  architects.  The  most  distin- 
guished ornament  of  the  classical  column  is  the  fluting  of  its 
shaft,  which  produces  a  beautiful  variety  of  light  and  shade 
on  the  surface.  In  the  Roman  orders  these  flutings  are 
occasionally  filled  in  with  torus  mouldings  which  reach  one- 
third  of  the  height  of  the  shaft  from  the  base. 

The  ancients  occasionally  formed  columns  of  gravel  and 
flints  of  various  colours,  cemented  together,  which  hardened 
sufficiently  to  bear  a  polish.  Some  of  these  have  been 
discovered  near  Algiers  among  the  supposed  ruins  of  Julia 
CEBsarea;  and  the  manufacture  of  them  having  been  re. 
vired  in  modern  times  under  the  name  of  scagliola,  they 
are  much  used  for  interior  decorations. 

Columns  were  also  made  sometimes  of  precious  and  costly 
materials, — as  the  crystal  columns  of  the  theatre  of  Scaurus, 
mentioned  by  Pliny,  and  those  of  translucent  alabaster  in 
the  church  of  St.  Mark,  Venice. 

The  shafts  of  many  lai^e  single  columns,  as  that  of 
Trajan,  at  Rome,  are  formed  of  many  courses  of  stone,  or 
blocks  of  marble.  Smaller  columns  are  formed  of  three  or 
four  pieces,  and  are  called  by  the  French  cohtinet  par 
trottcons.  They  oflen  build  them  in  courses,  corresponding 
with  the  courses  of  the  ashler  work,  as  in  the  cyclostyle  of  the 
drum  of  the  church  of  St.  Genevieve,  formeriy  the  Pantheon. 

In  different  times  and  countries,  single  columns  have 
been  erected  fora  variety  of  purposes :  for  astronomical  observ- 
ations,— chronological  records,— funeral  monuments, — bound- 
ary marks,  &c.  Some  were  raised  to  denote  distances  from 
one  place  to  another,  and  were  called  miliary  columns: 
others  to  indicate  the  ebb  and  flow  of  tides;  and  others 
to  serve  as  lighthouses.  Columns  ornamented  with  rostra,  or 
the  sculptured  prows  of  ships,  were  intended  to  commemo- 
rate naval  victories;  and,  besides  these,  and  others  which 
might  be  mentioned,  were  the  well-known  commemorative. 
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honorary,  or  triumphal  columns,  which  constitute  the  most 
splendid  ornaments  of  the  kind  in  ancient  and  modern  art. 
The  most  celebrated  of  these  were  the  two  raised  in  honour 
of  Trajan,  and  of  Antoninus  PiuSf  at  Rome :  that  com* 
monly  termed  Pompey^s  Pillar^  near  Alexandria,  in  E^gypt, 
and  the  remains  of  the  triumphal  column  of  Arcadius,  at 
Constantinople,  were  probably  of  the  same  class.  Buo^ 
naparte^s  column,  in  Paris,  is  justly  noted.  In  Great  Britain, 
we  have  the  Monument  of  London,  designed  by  Sir  Christ- 
opher Wren,  a  memorial  of  the  great  fire  of  1666;  and 
one  raised  to  the  memory  of  the  Duke  of'  York,  near 
Pall  Mall,  of  the  size  and  proportions  of  Trajan's  colutnn  : 
there  is  another  to  the  memory  of  Lord  Nelson,  on  the 
Calton  Hill  at  Edinburgh. 

Trajan*8  Column,  at  Rome,  is  commonly  considered  to 
be  of  the  Doric  order,  though  called  Tuscan  by  the  Vitru- 
vians.  Its  shaft  consists  of  34  pieces  of  Greek  marble,  which 
are  covered  with  sculptures,  arranged  spirally  round  it,  repre- 
senting military  exploits.  It  is  raised  on  a  pedestal  19 
feet  in  height,  the  shaft  being  13  feet  in  diameter  at  the 
base,  and  the  whole  is  132  feet  high.  A  folio  volume,  with 
numerous  engravings,  illustrating  the  construction  and  em- 
bellishment of  this  column,  and  of  that  of  Antoninus,  was 
published  by  Piranesi. 

The  column  of  Antoninus  Pius,  in  Rome,  is  also  of  the 
Doric  order,  and  of  the  same  general  character  in  embellish- 
ment as  that  of  Trajan,  though  much  inferior  in  its  execution. 
Its  shaft  is  eleven  feet  and  a  half  in  diameter ;  and  its  hei<rht 
(including  a  pedestal  of  26  feet  high)  is  123  feet. 

Pompey^s  Pillar,  at  Alexandria,  in  Egypt,  is  of  the 
Corinthian  order,  with  a  shaft  of  a  single  block  of  granite, 
well  polished,  and  of  the  most  skilful  workmanship.  The 
whole  height  is  a  fraction  more  than  92  feet,  of  which  the 
shaft  alone  is  between  63  and  66  feet. 

The  Monument  of  London  is  the  lofliest,  if  not  the  most 
beautiful,  of  modern  columns.  It  is  of  the  Italo-Vitruvian 
Doric  order,  with  a  fluted  shaft,  and  measures  202  feet  in 
the  whole  height ;  the  diameter  of  the  shaft  being  15  feet  at 
the  base. 

Forsyth's  remarks  on  the  columns  in  the  church  of  St. 
Paul,  Rome,  are  deserving  of  attention:  "The  columns  which 


portions,  and  their  purpose.  Here,  indeed,  they  are  aliens, 
removed,  it  is  said,  from  Adrian's  tomb,  and  forced  into 
these  ailes  as  a  matter  of  convenience.  In  the  cloister  are 
other  columns,  true  natives  of  the  place,  tortured  into  eveiy 
variety  of  ugliness ;  some  spiral,  some  twisted,  some  doubly 
twisted,  some  spiral  and  twisted  at  once,  with  the  hideous 
addition  of  inlay."  [Remarks  on  Italy,  i.  192,  3d  ed.] 
Again,  bis  comments  on  &  circular  arrangement  of  colummin 
the  church  of  St.  Stephen,  in  Rome,  are  characteristic  of  the 
originality  of  his  views  and  criticism.  "  So  admirable  is  the 
efiect  of  insulated  columns  and  of  a  circular  plan,  that  all 
the  barbarisms  of  tliat  ambiguous  temple,  or  church,  or 
bath,  or  market-place,  called  San  Sle/ano  Rotondo.  cannot 
defeat  it.  Those  ill-set  and  ill-assorted  columns,  that  hideous 
well  in  the  roof,  that  tower  of  Babel  in  the  middle,  that 
slaughtw-house  of  saints  painted  round  the  wall;  all  those 
are  disarmed  and  lose  the  power  of  disgusting ;  for  the  very 
plan  alone  fascinates  the  mind  with  the  full  perception  of 
unity ;  of  a  whole  varied  but  not  concealed ;  while  the  two 
circles  of  the  peristyles  change  their  combinations  at  every 
step,  and  the  shadows  projected  from  one  luminous  orb 
play  fancifully  on  the  pavement.  A  third  ring  of  colnmns  is 
lost  in  the  wall."— /Wd.  193. 

Mr.  Hope  [History  of  Architecture,  pp.  251-7,  432] 
enters  into  a  full  enumeration  of  the  different  varieties  of 
columns  which  characterise  the  early  Lombard  churches:  — 
h«  says  "  the  base  is  usually  a  mere  block,  rounded  at  the 
summit  and  squared  at  the  sides ;  the  shaft  is  in  general 
equal  in  diameter  from  the  root  to  the  summit ;  its  height 
bearingno  fixed  proportion  to  its  diameter.  Where  strength 
is  necessary,  or  their  materials  less  compact,  the  columns 
appear  a  short  thick  trunk,  as  at  Norwich,  Gloucester, 
Durham;  £See  Plate,  Compart.  Cath.  C'hurchei],  8tc.,  but 
the  interiors  of  these  columns  have  been  found  to  he  filled 
up  with  rubbish,  or  small  stones  bedded  in  mortar.  Where 
they  are  merely  ornamental,  the  shaft  grows  to  a  tall  slender 
reed,  and  is  sometimes  divided  by  moulded  bands  and 
string  courses  into  different  articulations  before  it  reaches 
the  capital ;  and  sometimes,  from  one  division  of  the  shaft 
rises  a  higher  one  of  lets  diameter.    When  supporting  any 
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great  weight  they  are  large,  insulated,  or  single ;  but  against 
walls  and  piers,  they  have  smaller  shafts  before  or  beside  them. 

Where  they  support  light  arches  they  are  either  single 
or  doubled  :  and  they  are  coupled  indiflferently  either  along 
the  face,  or  in  the  depth  of  the  impost.  In  the  cloister  of 
San  Lorenzo,  and  Santa  Sabina,  at  Rome,  the  coupled 
columns  are  arranged  in  both  these  ways,  alternately ;  the 
single  columns  carrying  brackets  in  order  to  give  as  deep  a 
base  to  the  imposts  of  the  arches  as  those  which  are  double. 

Sometimes,  as  in  the  church  of  Boppart,  they  are  qua- 
drupled ;  but  in  the  Lombard  style,  columns  are  never  so 
clustered  that  each  shaft  or  stalk  should  be  prolonged  above 
the  capital  in  the  rib  of  an  arch.  Sometimes,  especially  in 
porches  and  tombs,  small  columns,  instead  of  rising  from 
the  ground,  rest  on  the  backs  of  monsters ;  a  species  of 
base,  which,  in  the  Dome  of  Worms,  is  continued  throughout 
a  whole  colonnade ;  whilst,  at  other  times,  the  columns  rise 
from  brackets  at  some  distance  from  the  ground. 

The  larger  and  more  essential  columns  are  generally 
round  and  plain,  the  smaller  frequently  polygonal,  fluted  or 
reeded,  or  formed  of  ribands  or  basket-work,  or  consisting 
of  smaller  columns  twisted  together  perpendicularly,  spirally, 
or  in  zigzags,  and  in  other  whimsical  ways. 

Examples  of  twisted  columns  occur  in  the  Baldacchino 
of  St.  Peter's  Church,  Rome,  the  Cloisters  of  San  Giovanni 
Laterano,  and  San  Paolo,  at  Rome,  and  in  many  other 
buildings.  A  zigzag  moulding  was  often  carved  horizon- 
tally, as  at  Waltham  Abbey  Church  [See  fig.  9,  Plate  of 
Columns],  and  sometimes  vertically  as  at  Barfreston, 
Kent,  and  South-Weald,  Essex.  The  spiral  fluting  is  ex- 
emplified in  fig.  3  of  the  same  Plate,  from  the  crypt  of 
Canterbury  Cathedral.  The  south  door-way  at  Earl's  Bar- 
ton has  a  column  wreathed  with  circular  mouldings,  which, 
from  its  resemblance  to  a  rope,  has  been  called  the  Cable 
mouldings  of  which  pattern  there  exists  numerous  examples. 
Other  columns  are  adorned  with  diamond-shaped  network, 
as  at  Ifliey  Church,  near  Oxford. — See  Britton*s  Arch. 
Antiq.  vol.  v. 

The  capitals  of  columns  in  the  Lombard  style  are 
either  rude  imitations  of  the  Doric,  Corinthian,  or  Compo- 
site, or  ornamented  with  spear-heads,  foliage,  or  scroll-work. 


Many  capitals  are  composed  of  irnitattons  of  aaimated 
beings  of  all  Borta,  real  and  monstrous,  as  Jn  Canterbury 
Cathedral,  and  in  manyother  English  and  foreign  buildings. 
The  column  in  buildings  of  the  middle  ages  gene/^lly 
carries  either  a  rudeandclumsy  architrave,  on  nhich  restAthe 
imposts  of  an  arch,  or  the  corbels  of  the  wall-plate. 

In  the  more  advanced  periods,  however,  of  the  pointed 
style,  the  columns,  which  had  been  formerly  distinct,  but, 
close  to  each  other,  were  united  at  the  base  and  capital  into 
one  single  mass:  but  the  architects  of  the  period  still  gave 
to  the  entire  body  the  appearance  of  a  bundle  of  separate 
cyhnders,  each  branching  out  into  the  arches,  or  ribs  of  the 
roof;  and  the  column  thus  formed  has  received  the  name  of 
8  clustered  column. 

The  annexed  Plate  of  Columns,  with  their  respective 
archivolt  mouldings,  exhibits  twelve  specimens,  mostly  of 
the  Anglo-Norman  era.  No.  1,  from  the  tower-window  of 
Earl's  Barton  Church.  Northamptonshire,  resembles  some  at 
Brixworth,  in  the  same  county;  both  having  been  assigned 
to  the  Saxon  period :  2,  from  the  greater,  or  Ethelwold's, 
crypt  at  Winchester :  3,  from  the  western  crypt  of 
Canterbury  Cathedral,  and  11,  from  the  eastern  crypt  of 
the  same  church  :  4  and  6,  from  the  crypt  of  St.  Peter's 
Church,  Oxford:  8,  from  the  crypt  of  Repton  Church, 
Derbyshire :  5,  from  Malmsbury  Abbey  Church,  Wilt- 
shire: 7,  from  the  Conventual  Church,  at  Ely:  H,  from 
Waltham  Abbey  Church:  and  12,  from  the  church  of  St. 
Cross,  Hampshire:  10,  is  a  shaft  of  lighter  proportion  from 
St.  Peter's  Church,  Northampton,  which  affords  an  early 
instance  of  the  moulded  band,  near  the  middle  of  the  shaft. 
Mr.  Garbett,  inaletter  quoted  in  Britton'tWinchtiter  Cath., 
contends,  that  the  column,  fig.  2,  is  a  genuine  specimen  of 
Anglo-Saxon  work  of  Ethelwold's  erection,  at  the  end 
of  the  tenth  century.  Benthani  [History  of  Ely  Cath.']. 
Millers  [Description  nf  Ely  Cath.'\  and  Lysons  [Mag.  Brit. 
Cambridgeshire]  are  decidedly  of  opinion  that  the  Conven- 
tual Church  at  Ely  [column,  fig.  7]  was  erected  in  the 
seventh  century. 

In  thetwo  Plates  ofCAPiTALs,  three  of  Arcades,  three 
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of  Arches,  and,  more  particularly,  in  the  two  of  Bases, 
several  varieties  of  the  column  are  shewn :  and  it  should  be 
observed,  that  each  marks  a  different  age  and  class,  or  style 
of  architecture.  For  the  position  of  columns  in  a  building,  as 
well  as  for  their  relative  sizes,  it  will  be  expedient  to  refer 
to  the  engraved  Plan  of  the  Crypt  of  Canterbury  Cathedral 
Church ;  to  the  two  Views  of  the  same  crypts ;  to  the 
ground-plan  of  Durham  Cathedral;  to  the  plate  of  Durham 
Cathedral,  nave,  B  ;  to  that  of  Canterbury  Cathedral,  interior 
of  small  transept;  tothefledje  of  Salisbury  Cathedral,  intdnov 
of  nave,  B ;  and  to  that  of  Exeter  Cathedral,  nave,  D. 

CoMBLEA,  CoMBLUS,  low  Lat. ;  comble,  Fr.  culmen,  Lat. ;  a 
roof  of  a  building :  the  timber  frame-work  of  any  edifice 
supporting  a  covering  of  tiles,  lead,  or  any  other  materials. 
"  Item  pro  una  alia  quercu  xxxij.  pedum  longitudinis  ad 
sustinendum  Cambium  navis  juxta  campanile,  viij.  lib." — 
Comput.  MS.fabr.  S,  Petri  InsuL  an.  1469.  Carpentier, 
Glos,  Nov. 

CoMMANDRY,  CoMMANDERY;  a  rcligious  housc  belonging  to 
a  body  of  Knights  of  the  order  of  St.  Bernard  and  St. 
Anthony.  A  commandery  amongst  the  Hospitallers  was 
the  same  as  a  preceptory  with  the  Knights  Templars. 
[Tanner's  Not.  Mon.,  by  Nasmith,  Pre/,  xvii.  See  Precept- 
ory]. At  the  dissolution  of  religious  houses,  in  the  reign  of 
Henry  the  Eighth,  there  were  more  than  fifty  commanderies 
subordinate  to  the  great  priory  of  St.  John  of  Jerusalem. 

Commissure,  Fr.  ;  commissura,  Lat.;  the  joint  between  two 
stones  in  masonry. 

Common  Pitch,  an  old  term  still  applied  by  country  workmen 
to  a  roof  in  which  the  length  of  the  rafters  is  about  three- 
fourths  of  the  entire  span. — Pugin*s  Specimens,  i.  21. 

Communion-Table,  a  piece  of  church  furniture  usually  placed 
near  the  wall  of  the  east  end  of  the  chancel,  and  inclosed  by 
rails,  within  which  the  clergyman  stands  to  administer  the 
sacrament.  The  communion-table  was  substituted  for  the 
altar  at  the  time  of  the  Reformation,  but  was  removed 
from  the  wall  to  the  middle  of  the  church  by  some  of  the 
first  English  Reformers. — (See  Altar.) 

CoMPARTiTioN,  thc  divisiou  or  distribution  of  the  ground -plan 
of  an  edifice  into  its  various  apartments. 


Compartment,  comparttment,  Fr. ;  comparlimento.  It. ;  a  di- 
visioD,  or  separate  part  of  a  general  design  :  but  applied  more 
particularly  to  any  one  division  of  an  edifice,  serving  as  an 
example  of  other  divisions.  Annexed  are  two  plates, 
exhibiting  interior  and  exterior  compartments  of  the  nave  of 
Durham  Cathedral ;  of  the  small  transept,  and  the  Trinity 
Cbapel,  Canterbury  Cathedral ;  and  of  the  naves  of  Salis- 
bury  and  Exeter  Cathedrals. 

CouPASS-HEADBD,  a  term  sometimes  applied  to  a  round,  or 
semicircular  arch. 

CoMFAss-KooF,  One  in  which  the  timbers  of  the  roof  form  a 
sort  of  segmental  or  circular  arch,  by  the  inclination  of  the 
braces,  as  in  tbe  nave  of  Romsey  Abbey  Church.  \^Brilton's 
Arch.  Antiq.  vol.  v.  pi.  37,]  Some  roofs  of  this  kind  are 
ceiled  with  panels,  as  in  the  choir  of  Merton  College  Chapel, 
Oxford. 

Compass-window,  Compassed-window,  a  circular  bay- 
window,  or  oriel,  being  a  variation  of  the  ordinary  bay- 
window  with  rectangular  corners.  Leland,in  his  Itimrarg, 
has  the  term  "  cumpace-wyndowe."    (See  Obiel.) 

Composite  Order.    (See  Ordek.) 

Composition,  the  disposition  or  arrangement  of  the  various 
parts  of  an  architectural  design  so  as  to  form  a  harmonious 
vrhole.     The  term  applies  to  all  the  fine  arts. 

Compound  Archway,  a  series  of  arches  of  different  sizes, 
enclosed  within  one  of  larger  dimensions.  The  smaller  arches 
oflen  recede  gradually  from  tbe  external  face  of  the  wall; 
in  which  case,  the  term  receding  archway  is  used.  Tbe 
forms  of  internal  arches  are  not  always  the  same  as  those 
used  externally:  —  thus,  where  the  latter  are  pointed,  the 
former  may  be  trefoiled,  and  others  may  have  two  or 
more  openings.  These  successive  arches,  or  the  mouldings 
of  which  they  are  formed,  are  either  continued  down  the 
uprights  to  the  ground,  or  base,  or  terminate  in  columns. 
Tbe  buildings  of  tbe  middle  ages  present  numerous  speci- 
mens of  tbe  compound  archway,  which  generally  forms  the 
entrance  to  a  building.  Most  of  tbe  Doorways,  in  plates 
II.  and  111.  have  compound  arches.     (See  Doorway.) 

Compound  Pier,  a  term  Bometimes  applied  to  a  clustered 
column.  (See  plate  ii.  of  Bases,  figs.  1,2,  3,  4,  5,  and  9.) 
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CoNCAMERATio,  Lat.  arched  work;  from  concamero,  to  arch 
over.  Fuller,  in  his  Church  History ^  book  vi.  p.  286,  calls 
by  this  name,  an  arched  room  between  the  east  end  of  the 
church  and  the  high  altar,  so  placed  that  the  priests  in 
procession  might  surround  the  same.  Blakeway  and  Owen 
[History  of  Shrewsbury,  ii.  53]  state  it  to  signify  a  passage, 
corridor,  or  ambulatory ;  but  it  appears  in  fact,  to  apply  to 
any  arched  or  vaulted  apartment. 

Concha,  low  Lat. ;  the  semicircular  vaulted  end  of  a  church; 
thus  named  from  concha,  Lat.  a  shell ;  in  reference  to  its 
shape. — Du  Cange. 

Conclave,  Lat.  from  eon,  and  clavis,  a  key;  an  inner  room  to 
which  access  can  only  be  gained  by  means  of  a  key.  A 
privatei  or  secret  council  is  called  a  conclave,  but  the  term  is 
more  particularly  applied  to  the  meeting  of  the  Roman 
Catholic  Cardinals  for  the  election  of  a  Pope.  The  room  in 
which  such  meeting  is  held  is  also  called  by  the  same  name. 

Concrete,  from  concresco,  Lat.  to  grow  together ;  a  composition 
of  lime,  sand,  pebbles,  or  other  materials,  and  commonly  used 
for  the  foundations  of  buildings.  It  is  supposed  that  many 
of  the  ancient  bridges,  temples,  churches,  and  other  edifices 
were  raised  on  foundations  of  this  kind.  [See  a  learned  and 
ingenious  essay  on  the  subject,  by  George  Godwin,  Jun.  in 
the  *' Transactions  of  the  Institute  of  British  Architects,*^  voh 
I.  1836.]  From  documents  of  the  date  of  1292,  relating  to 
the  building  of  St.  Stephen's  Chapel  at  Westminster,  it  is 
inferred  that  its  foundation  was  of  this  material. — Britton 
and  Brayley*s  Anc.  Palace  of  Westm.,  p.  425.  Quarterly 
Review,  May  1837. 

CoNDiTORiuM,  Lat. ;  a  secret  place;  a  vault;  a  sepulchre;  an 
armoury  ;  an  arsenal,  or  repository  of  arms. 

Conduit,  conducere,  Lat.  to  conduct ;  co;fJiic/o,  Sp. ;  condotto, 
Ital. ;  wasserlietung,  Ger. ;  a  canal,  channel,  or  pipe,  either 
above  or  under  ground,  for  the  conveyance  of  water ;  an 
aqueduct ;  also,  a  narrow  passage,  for  secret  communication 
between  two  or  more  houses  or  apartments.  Although  the 
name  is  properly  applicable  to  the  whole  channel  through 
which  water  is  conveyed,  it  is  often  more  emphatically  given 
to  a  building  erected  in  a  market-place,  or  other  open  space  in 
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a  town,  from  which  water  is  supplied  to  the  public.  Some  of 
these  buildings  of  ancient  date  stil!  remain  in  many  cities  and 
towns,  both  in  England  and  on  the  Continent.  London,  in 
particular,  had  several  conduits :  the  name  of  the  White  Con- 
duit, at  Islington,  is  stiU  retained  ;  and  it  is  only  recently  that 
the  rude  but  ancient  stone  building  so  called,  built  over  a 
spring  which  formerly  supplied  the  Charter-house,  has  been 
removed.  In  Paddington,  at  the  western  extremity  of  Lon- 
don, is  a  plain  building  of  stone,  with  a  stone  roof,  called  the 
Conduit,  whence  water  is  conveyed  for  the  supply  of  Bond 
Street,  and  its  neighbourhood.  There  was  formerly  a  con- 
duit on  the  site  of  the  present  Conduit  Street,  Bond  Street 
(known  in  the  sixteenth  century  as  Conduit  Mead)  ;  others 
near  the  street  called  Lamb's  Conduit  Street,  and  several 
within  the  City,  at  Tyburn,  and  at  Hackney. 

The  careful  preservation  of  these  conduits  was  formerly 
a  matter  of  great  importance ;  and,  until  the  metropolis  was 
supplied  with  water  from  sources  which  rendered  them  less 
valuable,  the  lord  mayor,  aldermen,  and  other  authorities, 
were  in  the  habit  of  periodically  inspecting  their  condition. 
On  many  occasions  of  public  festivity,  some  of  the  conduits 
were  made  to  flow  with  wine. 

At  Lincoln  is  a  stone  conduit,  supposed  to  have  been 
erected  about  the  year  1540.  It  presents  the  appearance  of 
a  small  chapel,  its  ornaments  being  probably  the  fragments 
of  some  highly  decorated  chantry-chapel.  —  Britton*s  Pict. 
Antiq,  of  English  Cities, 

In  the  market-place  of  Wells,  there  stood,  until  lately,  a 
lofty  and  ornamental  conduit,  built  by  Bishop  Beckington, 
for  the  use  of  the  town's-people.     Its  place  is  now  supplied 
by  a  very  paltry  piece  of  masonry. — Picturesque  Antiq.  of 
English  Cities. 

In  the  market-place  of  Durham  is  a  conduit,  or  pant, 
built  of  stone,  on  an  octangular  plan,  surmounted  by  a 
statue  of  Neptune.  The  water  was  first  conveyed  to  this 
place  in  1461. — Beauties  of  England  and  Wales. — Durham. 

At  Northampton  is  a  plain,  octagonal  edifice,  used  as  a 
conduit,  having  an  open  parapet,  and  terminating  with  a 
pinnacle  at  each  angle. 

The  City  of  Rouen  is  supplied  with  water  from  five  dif- 
ferent springs,  by  means  of  conduits,  from  which  it  is  distri- 
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buted  to  the  inhabitants  by  as  many  as  thirty  public  foun- 
tains, or  conduits,  the  water  flowing  from  most  of  them  in  a 
continuous  stream.  Of  these,  two  of  the  most  interesting 
are  the  Fontaine  de  la  Croix,  and  the  Fontaine  de  la  Croix 
de  Pierre.  The  former  projects  from  a  wall,  and  presents  five 
faces,  with  canopied  niches  in  each.  These  are  surmounted 
by  tracery  in  the  style  of  the  fifteenth  century ;  and  the  whole 
is  crowned  by  a  short  truncated  pyramid.  The  other,  erected 
about  the  year  1500,  is  insulated,  and  resembles  the  Queen's 
Crosses  in  England.  It  consists  of  three  stories,  of  varied 
design  ;  in  the  first  and  second  of  which  are  canopied  niches, 
with  pedestals  and  tracery.  It  is  about  33  feet  high. — 
Pugin  and  Le  Keux^s  Arch.  Antig.  of  Normandy.  Cotman^s 
Normandy,  vol.  ii.  90. 

The  magnificence  of  the  ancient  Roman  conduits,  or 
aqueducts,  is  proverbial.  From  the  circumstance  of  their 
being  generally  above  ground,  some  antiquaries  have  sup- 
posed the  Romans  were  ignorant  of  the  principle  which 
impels  water  carried  through  close  tubes  to  rise  to  the  level 
of  its  source  ;  but  the  circumstance  might  have  arisen  from 
the  practical  difficulties  which  then  existed,  to  prevent  the 
construction  of  subterraneous  channels.  The  inhabitants  of 
modem  Rome  have  numerous  fountains,  which  display 
great  variety  of  design  and  execution,  from  a  simple  vase  to 
a  pompous  allegorical  composition  of  sea-gods  and  other 
monsters.  The  term  conduit  is  now  rarely  used  to  signify 
a  secret  or  subterraneous  communication. 
CoNFEssio,  low  Lat. ;  a  term  applied  by  early  ecclesiastical 
writers  to  the  sepulchres  of  martyrs  and  confessors ;  and  hence 
the  term  confession.  Confessio  has  been  used  to  denote  a 
crypt,  beneath  the  great  altar  of  a  church  in  which  the  re- 
lics and  bodies  of  saints  were  buried ;  the  crypt  under  the 
high  altar  of  St.  Peter's  Church,  at  Rome,  has  been  especially 
thus  designated.  **  Locum,  qui  in  plerisque  ecclesiis  sub  altari 
majori  esse  solet,  ubi  SS.  martyrum  corpora  requiescunt, 
qui  martyrum  sen  confessio  appellator. "  [Ceremoniale 
Episcop.  lib.  I.  cap.  12.]  '*  Ad  hsec  altaria  nonnuUis  gradi- 
bus  ascendebatur  ^  choro  cantorum,  quam  cryptam  vel  con- 
fessiofiem  Romani  vocant."  [Gervas.  Dorobem.  in  Descript. 
Eccles.  Cant.']  The  word  confessio  likewise  sometimes  sig- 
nifies a  church  (basilica),  or  an  oratory. — Du  Cange. 


Confessional,  a  recess,  closet,  or  seat  in  a  Catholic  church, 
at  which  penitents  make  confessions  to  their  priest.  The 
term  has  been  improperly  applied  to  certain  seats  in 
churches,  used  only  for  the  clergy  to  sit  in  during  parts  of 
the  service;  an  instance  of  which  misapplication  of  it 
occurs  in  St.  Mary's  Church,  Oxford,  [i^ugtn't  Exam- 
ples of  Gothic  Architecture,  1st  Series.]  A  cliair  with 
high  wooden  sides,  having  a  few  small  holes,  is  some- 
times used  in  foreign  countries  as  a  confessions].  The 
act  of  confession,  may,  however,  he  performed  in  any 
place,  provided  that  none  but  the  priest  and  the  penitent 
be  within  hearing. 

Conprat£BNIt£  des  Fonts,  a  religious  society  of  masons,  or 
freemasons,  whose  duty  it  was  to  construct  and  superintend 
bridges,  &.c.  forthe  accommodation  of  travellers.  St.  Bene- 
dict, the  constructor  of  the  bridge  across  the  Rhone,  be- 
tween Avignon  and  Villeneuve,  established  near  the  former 
place  an  hospital  of  religious  persons,  denominated  lei  Friret 
du  Pont,  whose  oflSce  it  was  to  preserve  the  fabric  and  assist 
travellers.  This  was  perhaps  the  origin  of  the  eovfratermti, 
who,  amongst  their  other  works,  are  supposed  to  have 
erected  a  bridge  across  the  Rhone,  near  Lyons,  about  the 
year  1244,  and  another  called  the  Pont  d'Esprit,  three 
thousand  feet  in  length,  between  the  years  1265  and  1309. 
[Whittington'i  BUt.  Surv.,  60-71.]  The  science  of  bridge 
building,  as  well  as  all  the  other  arts  and  sciences  then 
known,  were,  from  the  fifth  to  the  fifteenth  century,  con- 
fined to  the  monastic  clergy:  and  even  in  ancient  Rome  it 
was  committed  to  a  class  oi  priests  called  Pontifices.  —  (See 
BsincE  and  Benedict.) 

CoNoB.    (See  Apopmyoe.) 

CoNOPEUM,  Lat. ;  a  canopy,  a  pavilion,  the  tester  of  a  bed,  a 
curtain. 

Conrad,  a  prior  of  Canterbury,  at  the  b^inning  of  the  twelfth 
century,  built  the  choir  of  the  cathedral  church,  which  had 
been  commenced  by  Ernulph,  his  predecessor,  and  was 
called  "the  glorious  choir  of  Conrad."  It  was  subsequent- 
ly destroyed  by  fire.— BriHon'j  Cathedral  Atitiqs.  Canter- 
bury, p.  34;  Batteley's  Cant.  Sacr.,  112,  114. 
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Consecration,  consecratio,  Lat. ;  the  act  or  ceremony  of 
sanctifying^  or  making  holy  ;  the  dedication,  or  setting  apart, 
of  any  person  or  thing  to  religious  uses.  The  consecration 
of  churches  and  altars  was  a  ceremony  of  great  importance 
in  the  middle  ages ;  and  was  generally  performed  with  much 
solemn  pomp  and  magnificence.  The  first  authentic  record 
of  the  formal  consecration  of  a  church,  occurs  in  the  case  of 
that  erected  by  Constantine,  over  our  Saviour's  sepulchre  in 
Jerusalem,  in  the  year  335 ;  whilst  the  earliest  authorized 
form  for  consecration  in  England,  is  contained  in  an  ordi- 
nance of  a  synod  held  at  Colchyth,  tinder  Wulfred,  Arch- 
bishop of  Canterbury,  in  the  year  816.  By  this  it  is  or- 
dained, that  on  the  walls  of  the  oratory,  or  in  a  table,  as 
also  on  the  altars,  the  name  of  the  saints  to  which  they  are 
dedicated  shall  be  written.  \^Bingham*s  Works,  I.  324. 
Johnson's  Eccks.  Laws,  816.}  Not  only  sacred  edifices,  but 
men  and  beasts,  houses,  fields,  church-bells,  candles,  crosses, 
pictures,  and  an  infinite  variety  of  other  articles,  applied  to 
Catholic  purposes,  have  been  consecrated  by  different  ages, 
and  in  different  countries:  its  use  is  limited  by  the  Pro- 
testant hierarchy  to  the  consecration  or  dedication  of  a 
sacred  edifice.  Bishops  are  also  made  by  consecration.  In 
the  25th  volume  of  the  Archaologia,  is  an  interesting  paper 
by  J.  Gage,  Esq.,  on  the  Anglo-Saxon  ceremonial  of  dedi- 
cation and  consecration  of  churches. 

CoNsiSTORiuM,  Lat. ;  the  privy-councils  of  the  Roman  em- 
perors, kings,  nobles,  and  abbots  ;  also  a  spiritual  court,  or 
assembly  of  the  college  of  cardinals,  at  Rome. 

CoNS]STOEY  Court;  a  spiritual  court,  formerly  held  in  the 
nave  of  the  cathedral  church,  or  in  some  adjoining  portion 
of  it,  in  which  the  bishop  presided,  in  person.  It  is  now 
held,  however,  by  other  officers  of  the  bishop,  for  the  deter- 
mination of  matters  of  ecclesiastical  cognizance  happening 
within  the  diocesel — Burn's  Ecclesiastical  Law. — Kennett's 
Antiqs.  of  Ambrosden,  p.  773. 

Console,  modiglione,  Ital. ;  canecillo,  Sp. ;  a  truss,  or  project- 
ing member  in  a  building,  used  in  front  of  the  key-stone  of  an 
arch,  or  to  support  the  labie  moulding  of  a  doorway.  Though 
sometimes  employed  only  as  an  ornament,  it  is  generally 
applied  to  support  a  cornice,  a  bust,  or  a  vase.    In  the  palace 
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sition  con,  together,  and  the  verb  slruere,  to  build,  or  place 
in  order;  is  the  art  of  combining  and  skilfully  arranging  the 
Tarious  materials  of  which  a  building  is  to  be  composed,  for 
the  completion  of  the  same.  The  materials,  for  the  most  part, 
are  atone,  brick,  and  timber,  the  combination  of  which  is,  in 
some  cases,  aided,  and  in  others  effected,  by  sand  and  lime, 
as  mortar,  and  by  iron  and  some  other  metallic  substances  in 
the  form  of  cramps,  nails,  bolts,  bars,  Ecc.  These  combina- 
tions are  made  by  a  mason  or  bricklayer,  and  carpenter, 
to  whom  a  smith  and  other  less  important  artificeTB  are 
auxiliary.  To  the  operations  of  the  plumber,  slater,  or  tiler, 
joiner,  plasterer,  glazier,  and  painter,  the  term  construction 
will  hardly  apply;  these  are  either  merely  subsidiary,  or  deco- 
rative ;  for,  though  an  edifice  may  depend  on  some  of  them 
for  protection  from  exciting  causes,  as  on  the  plumber  and 
slater  for  the  exclusion  of  rain,  the  construction  must  be 
complete  before  their  operations  are  even  applicable.  Con- 
struction does  not  consist  in  the  jointing  and  bedding  of 
stones  and  bricks,  in  mortising  and  tenoning  timbers,  nor 
in  placing  them  together  in  such  a  manner  as  to  produce 
certain  impressions;  but  in  the  applied  uses  of  scientific, 
mathematical,  mechanical,  and  chemical  principles,  whoBe 
results  are  the  certain,  determinate  effects  required.  The 
artifice  of  the  mason  would  have  been  inefficiently  wasted  in 
an  attempt  to  raise  the  spire  of  Salisbury  Cathedral,  or  the 
superstructure  of  St.  Paul'st^athedral,  without  the  construc- 
tive science  which  is  independent  of  it;  and  this  alone  could 
have  executed  the  wonderful  piece  of  carpentry  which  the 
roof  of  Westminster  Hall  exhibits.  An  interesting  paper  on 
the  construction  of  Anglo-Norman  buildings  will  be  found  in 
the  Gentleman's  Magazine  for  January  1833. 

CoNTiGNATis,  contignatio,  Lat. ;  con,  and  tigaum,  a  beam; 
a  frame  of  beams.  The  term  is  more  particularly  appli- 
cable to  the  joists  forming  the  support  of  a  fioor.  Contig- 
nation  is  the  act  of  framing  together,  or  uniting  beama  in  a 
fabric. 

ContinuousIm  POSTS,  aterm  given  by  the  Rev.  R.  Willis  to  those 
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"mouldings  of  an  arch  which  are  continued  without  inter- 
ruption down  the  uprights  to  the  ground  or  base,  the  impost 
point  having  no  mark  or  distinction  of  any  kind."  [Remarks 
on  the  Architecture  of  the  Middle  Ages,  p.  28].  The  western 
doorway  of  Iffley  Church,  and  the  exterior  arch  of  the 
southern  porch  of  Maimsbury  Abbey  Church  exhibit  early 
and  perfect  specimens  of  this  "  continuous  impost."  "  It 
pervades  the  whole  buildings  of  the  cathedrals  of  Orleans 
and  Louvain,  to  the  complete  exclusion  of  capitals  or  impost 
mouldings  of  any  kind." — ( Willis,  p.  29.)     [See  Impost.] 

Convent,  conventus,  Lat.  from  convenio,  to  come  together;  an 
assembly  of  persons  devoted  to  a  life  of  religious  seclusion; 
also  the  building  in  which  they  dwell.  A  convent  of  men  is 
termed  a  monastery ;  and  a  convent  of  women  a  nunnery  : 
the  inmates  being  respectively  called  monks  and  nuns. 
When  the  convent  is  under  the  control  of  an  abbot  or  an 
abbess,  it  is  termed  an  abbey ;  and,  if  subject  to  a  prior 
or  a  prioress,  it  is  a  priory :  though,  in  the  latter  case,  it  is 
generally  subordinate  to  an  adjacent  abbey.  ,The  term 
convent,  however,  is  strictly  applicable  to  each  of  them. — 
(See  Abbey,  Monastery,  Nunnery,  and  Priory.) 

CooPERTORiUM,  low  Lat.;  tectum,  Lat.;  the  roof  of  a  building. 
'^Ad  faciendum  cooper/on'um  turris  Exolduni,  xviii  1."  Com- 
putus anni  1202  apud  D.  BrusseL  torn,  de  Usu  Feudorum. 
Du  Cange. 

CooPERTURA,  couverturCy  Fr. ;  the  roof  or  covering  of  a 
building.  "  Coopertura  tegularum,"  a  tiled  roof. —  Madox, 
FormuL  Anglic,  p.  145.     Du  Cange. 

Cope,  Coping,  from  oo]>pey  Sax.,  the  head,  or  top  of  any 
thing;  the  upper  course  of  masonry  on  a  wall,  parapet,  or 
buttress,  forming  a  projecting  or  covering  course,  for  strength 
and  for  defence  from  the  weather. 

CopPE-HousE,  from  copeus,  Lat.,  a  mason's  tool,  occurs  in  the 
accounts  of  expenses  for  erecting   St.   Stephen's  Chapel, 
Westminster,  as  the  name  of  an  apartment  within  the  palace : 
it  is  supposed  to  mean  a  tool-house. — Smith's  Antiqs.  of 
Westminster,  p.  70. 

CoppiRE  DoMUM,  low  Lat.,  to  cope  a  house,  or  to  lay  the 
roof  and  covering  on  the  top  of  it.     '^  Johanni  Coventre  de 


3d  and  4th  Henry  VI. 
CoRB,  CoRBE,  a  term  used  indefinitely  by  Spenser,  and  other 
old  writers,  for  any  architectural  ornament. 

Corbel,  corbU,  Lat. ;  from  the  French  corbeille;  a  piece  of 
Btone,  wood,  or  iron,  projecting  from  the  vertical  face  of  a 
wall ;  intended  to  support  some  superincumbent  object.  It 
is  one  of  the  commonest  members  of  the  pointed  style  of 
architecture ;  and  is  sometimes  in  the  fortn  of  a  modillion, 
a  console,  or  a  small  bracket.  The  interior  roof  of  a  church, 
or  the  main  beams  of  a  floor,  sometimes  appear  to  be  sup- 
ported on  corbels,  the  ends  of  which  are  often  carred  into 
figures  of  angels  holding  shields;  and  into  a  variety  of  other 
forms.  The  machicolations  of  a  fortress,  and  the  projections 
of  a  small  tower,  or  oriel  window,  from  the  perpendicular 
surface  of  a  building,  are  also  frequently  supported  in  the  same 
manner.  The  projection  of  one  stone  beyond  another,  in  the 
manner  ofa  corbel,  is  termed  "corbelling  out,"and  is  occasion- 
ally imitated  in  brick  work.  The  word  has  also  been  applied 
to  a  niche,  or  hollow  in  a  wall.     (See  Corbel-table.) 

Corbel-sous,  corbeille  and  sous,  Fr. ;  an  underprop,  a  sup- 
porting corbel;  distinguished  from  a  corbel  which  was 
merely  ornamental.  By  an  indenture  in  the  Pell  Office,  dated 
in  the  18th  of  Richard  II.  (1393),  it  appears  that  Richard 
Washboume  and  John  Swalve  (Swallow),  masons,  engaged 
to  heighten  the  walls  and  roof  of  Westminsur  Hall,  to  the 
extent  of  two  feet;  and  to  fix  securely  in  the  ipner  walls, 
twenty-six  soutei  or  sustaining  corbels  of  Caen  stone, 
every  corbel  to  be  carved  in  conformity  with  a  pattern 
shewn  them  by  the  King's  treasurer.  For  each  of  these 
corbels,  and  certain  connecting  facings  of  Reigate  stone,  the 
contractors  were  to  bo  paid  2Qt.—Brayley  and  Brittoa't 
Auc.  Palace  of  Weslm.  p.  437. 

CoRBGL-STEP,  a  term  applied  to  the  gables  of  some  old  build- 
ings, when  the  parapet  is  broken  into  several  steps  or 
ledges,  converging  from  the  eaves  to  the  apex. 

CoKBEL-TABLK,a  projecting  part  in  the  face  ofa  wall,  beneath 
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a  parapet;  an  arcade;  a  series  of  windows;  or  the  eaves 
of  a  building,  supported  by  numerous  corbels,  which  are 
variously  ornamented.  In  the  accompanying  Plate  of  Cor- 
bels are  ten  different  specimens,  from  as  many  buildings, 
ail  varying  in  design  and  detail,  but  all  calculated  to  adorn 
the  masonry  of  the  respective  edifices.  In  the  early  Nor- 
man buildings,  the  corbels  are  mostly  grotesque  heads,  or 
monsters,  as  in  figs.  1,  2,  3,  and  4 :  fig.  6,  exhibits  the 
corbel  in  its  simplest  form;  in  fig.  7^  it  is  a  small  bracket 
with  a  regular  capital ;  whilst  fig.  9  is  a  somewhat  unu- 
sual specimen.  In  some  of  the  annexed  examples,  the  corbel- 
table  is  formed  by  a  succession  of  small  arches;  these, >in 
fig.  7,  are  trefoil-headed;  in  fig.  8,  triangular;  and  in  fig. 
10,  semicircular. 

CoRBETS,  CoRBETTs,  CoRBBTTis,  have  all  been  used  as 
synonymous  with  corbels ;  but  corbets  seem  more  particular- 
ly to  signify  niches  for  images  :  Chaucer  uses  corbettis  in 
this  sense. 

CoRBEVUS,  low  Lat. ;  corbeaUf  Fr. ;  a  corbel.  **  Corbeyos  de 
lapidibus  talliatis,'*  are  mentioned  in  a  charter,  dated  1417, 
quoted  in  the  Supplement  to  Du  Cange> 

Corbie-steps  ;  *^  a  term  yet  used  in  Scotland  for  the  battle- 
ment rising  like  steps  up  the  sides  of  gabels  on  many  old 
houses.  From  the  French  corbeauj  a  crow;  those  birds 
being  observed  to  perch  upon  such  steps.'* — Wilbon  in 
Pugin^s  Specimens. — Glossary. 

Corinthian  Order.    (See  Order.) 

Cornel,  **the  forepart  of  a  house." — Ritson's  Metrical  Bo- 
mances. 

Cornice,  from  the  Latin,  corona ;  corniche,  Fr. ;  the  crown, 
or  highest  part ;  a  projecting  member,  consisting  generally 
of  a  congeries  of  mouldings,  and  serving  as  the  crowning  or 
finishing  of  that  part  of  a  composition,  whether  external  or 
internal,  to  which  it  is  afiixed.  Its  application  extends  to 
doorways,  piers,  chimney-pieces,  walls,  and  other  members. 
[See  Entablature,  and  Order.]  When  it  forms  the 
termination  of  a  pedestal,  it  is  called  its  cap. 

CoRNu-ALTARis,  Lat.  the  horn  of  the  altar;   or  that  side  on 


Corona,  Lat.  a  crown;  the  deep  vertical  face  of  the  projecting 
part  of  the  cornice,  between  the  upper  and  lower  mould- 
ings. It  serves  to  diBcharge  the  rain  water  in  drops  from  its 
lower  edge,  and  thua  to  protect  the  subordinate  parts  of  the 
cornice;  and  ia  thence  called  by  the  Italians,  gocciolaiiqs 
and  iagrimalios ;  by  the  French,  larmier;  and  by  the 
English,  drip.  Vitruviua  uses  the  wiwd  to  signify  the  whole 
cornice. 

Corpse-gate,  Lich-gate,  liechea-gang.  Ger.;  a  shed,  or  co- 
vered place,  at  the  entrance  to  a  churchyard,  intended  to 
shelter  the  corpse  and  moumers  from  rain.  A  description, 
with  an  engraving,  of  one  at  Birstall,  Yorkshire,  may  be 
seen  in  the  "  Hiitor^  of  Morley."  by  Morison,  p.  289. 

Corpus  Ecclesix,  the  nave,  or  body  of  a  church. 

CoRRANTS ;  a  term  used  in  old  contracts,  the  meaning  of  which 
is  not  well  defined ;  in  an  "  Abstrecte  of  certayne  reperacions 
done  within  the  Kyng's  Tow"  of  London,"  in  the  24th  of 
Henry  VIII.,  the  following  entry  occurs,  under  "Brick- 
layers' work  :"  "  It'm,  in  the  same  frame,  at  the  gabell  end, 
on  the  northe  syde,  the  bryngyng  up  w'  ragge-stone  and 
brycke.  It'm,  more  for  the  corrantt  of  the  same  frame, 
alle  the  hole  length."  —  Bayley't  Hitt.  of  the  Tower, 
Appendix,  xxiv. 

Corridor,  curritorium.  Low  Lat. ;  corridore,  or  corridoro,  Ital., 
from  curro,  Lat.,  to  run  ;  a  gallery,  or  passage,  leading  from 
one  part  of  an  edifice  to  another. 

Gray,  in  his  poem  of"  The  long  story,"  characterises  the 
corridors  of  the  Elizabethan  houses  as 

" fumagtt  that  l«>d  to  nothing." 

CoRRODY,  corredo,  Ital.,  provision;  an  allowance  of  meat, 
drink,  or  clothing,  or  a  sum  of  money  :  a  right  of  mainte- 
nance formerly  claimed  by  the  monarch  from  every  religious 
house  of  royal  foundation,  for  the  benefit  of  any  one  of  his 
chaplains  or  servants.  The  word  was  occasionally  used  to 
signify,  generally,  a  maintenance  for  life.  According  to 
Blackstone,  the  king  was  entitled  to  a  corrody  out  of  every 
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bishopric,  and  might  send  any^ergymen  to  be  maintained 
by  the  bishop  until  the  prelate  promoted  him  to  a  benefice. 

In  Owen  and  Blakeway^s  Shrewsbury,  II.  p.  105,  is  an 
account  of  the  resistance  made  by  the  abbey  to  certain  writs 
of  Henry  VIII.  commanding  the  abbot  to  settle  a  pension, 
orcorrody  upon  William  Hill,  Clerk,  which  the  abbot  refused 
to  do,  stating  that  his  abbey  was  not  of  royal  foundation. 

CoRSERiA,  a  passage  from  one  tower  to  another,  either  in  the 
walls  of  towns,  or  castles. 

CoRTiLE.  a  small  court,  inclosed  by  the  divisions  or  appur- 
tenances of  a  building.  The  cortile  was  an  important  ad- 
junct to  the  early  Christian  churches,  or  basilicas,  and  was 
usually  of  a  square  form.  Mr.  Hope  supposes  that  it  was 
more  generally  adopted  in  the  buildings  of  Byzantium  than 
in  those  of  Rome,  because  the  former  city  afforded  more 
space  to  the  Romans  than  the  latter.  "  It  still  subsists 
in  those  Greek  churches  which  the  Turks  converted  into 
mosques ;  and  the  Greek  artists  have  since  erected  the 
Mohammedan  mosques  with  the  same  appendage.'' — History 

of  Architecture,  p.  123. 

In  the  Christian  buildings  of  Italy,  the  cortile  is  often 
embellished  with  columns  and  statues. 

Cortina,  Lat.,  a  tripod-table,  according  to  Virgil,  whence  the 
oracles  of  Apollo  were  given  by  the  Pythia,  or  Pythonissa : 
hence,  the  room  in  which  it  was  placed  was  called  Corti- 

NALE. 

CoRTis,  in  the  middle  ages,  signified  a  court  surrounded  by 
edifices  :  also  a  rustic  habitation  for  a  farmer ;  a  manor,  or 
mansion  house,  and  sometimes  a  whole  street  which  had 
been  added  to  a  villa. —  Fosbroke*s  Archaological  Diet. 

Cottage,  from  cot,  Sax.,  a  bed ;  a  small  habitation  erected 
for  the  accommodation  of  labourers  and  poor  persons.  Cot- 
tages were  formerly  constructed  exclusively  for  the  poor ;  and 
were  built  of  the  commonest,  and  least  expensive  materials ; 
which  will  account  for  there  being  none  of  ancient  date 
remaining.  The  poorer  cottage  is  generally  built  of  clay 
and  straw,  or  of  turf,  with  a  roof  of  steep  pitch :  it  has 
seldom  more  than  two  floors,  and  is  commonly  thatched 
with  straw. 


couchedtind  set  with  precious  stone." — Ship  ofFooUs,  169,  a. 
CoutiasE,  Fr. ;  any  piece  of  timber  which  has  grooves  in  it; 

also,  pieces  of  wood  which  hold  the  fiood-gates  in  a  sluice. 

[James'i  Military  Dictionary.']    See  Portcullis. 
Counter-Fort,  a  pier,   buttress,  or  oblique  wall   built   up 

against  a  wall  to  strengthen  and  support  it.     It  is  used  in 

fortification  to  resist  the  pressure  of  a  rampart,  or  of  the 

ground  on  one  side  of  a  ditch. 

CouNTER-GuABD,  In  military  architecture,  is  an  outwork 
formed  to  retard  the  formation  of  a  breach  in  a  fortress. 

CouNTBBVALLATiON,  in  military  architecture,  is  a  chain  of 
redoubts  raised  about  a  fortress  to  prevent  sorties  of  the 
garrison, — the  works  being  either  unconnected,  or  united  by 
a  line  of  parapet.  That  formed  by  the  Lacedemonians 
at  the  siege  of  Plateea,  consisted  of  a  line  of  palisades ; 
whilst  that  executed  by  Ceesar,  at  the  siege  of  Alesia,  was  a 
rampart  of  earth,  with  turrets  at  r^nlar  intervals. 

Couple:  Sandys,  in  his  description  ofthemausolea  in  Turkey, 
says,  "  they  are  built  all  of  white  marble,  round  in  form, 
coupled  at  the  top,  and  having  stately  porches." — Travelt, 
p.  26. 

CoDPLBD  Columns,  columns  disposed  in  pairs.  (See  Column.) 

CouBCY,  Robert  de,  completed  the  church  of  St.  Nicaise, 
and  the  cathedral  at  Rheims  in  France,  and  died  in  the  year 
lin.—  Whiltington'3  Hiil.  Surv.,  pp.  73,  164. 

Course,  count,  Fr. ;  a  continued  range  of  stones,  or  bricks,  tn 
the  wall  of  a  building :  also  the  face  of  an  arch ;  the  arch- 
stones  being  called  votumrs,  or  ring-stones. 

Course  of  Plinths,  otherwise  String-course,  a  continued 
plinth,  or  moulding  in  the  face  of  a  wall,  to  mark  the  division 
of  an  edifice  into  separate  stories.     (See  String-course.) 

Court,  cour,  Fr.;  an  uncovered  area,  either  within  the  walls, 
of  a  building  or  adjoining  it:  the  word  is  equivalent  to  the 
Roman  cavedium.     (See  Base  Court.) 
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Court  of  Guard,  a  guard-room. 

CousiNET,  Fr.  a  cushion;  a  stone  on  the  impost  of  a  pier 
designed  to  receive  the  first  course  of  an  arch :  also  that 
part  of  the  Ionic  capital  between  the  abacus  and  the  echinus. 
(See  Cushion  Capital.) 

Cove,  oop,  oope,  Sax.  a  cave,  a  recess,  a  den;  any  kind  of  con- 
cave moulding;  the  concavity  of  an  arch^  or  of  a  ceiling. 
The  term  akave  is  originally  from  the  Arabic  language, 
meaning  a  cave,  or  recess :  it  passed  into  other  European 
languages  through  the  Spanish. 

CovBD  Ceiling,  the  upper  surface  of  an  apartment  formed  in 
an  arched  or  coved  shape  at  its  junction  with  the  side 
walls.    (See  Ceiling.) 

Cover,  similar  to  Louvre,  which  see;  a  turret  on  the  roof  of 
a  hall,  or  kitchen,  with  openings  for  the  escape  of  smoke  or 
steam.  [See  Leland*s  Itinerary,  viii.  fol.  66].  The  kitchen 
of  Glastonbury  Abbey  has  a  curious  cover. 

Covered-way,  in  military  language,  a  narrow  passage  be- 
tween different  parts  of  a  castle  or  castrametation  for  the 
protection  of  soldiers  in  a  garrison. 

Coving,  the  exterior  projection  of  the  upper  parts  of  a  building 
beyond  the  limits  of  its  ground-plan.  In  former  times,  the 
higher  floors  of  houses  often  extended  considerably  beyond 
the  groundfloor;  as  may  be  seen  in  many  houses  at 
Bristol,  Tewkesbury,  and  in  other  old  towns. 

Coving  of  a  Fire-place,  the  vertical  sides,  inclining  back- 
wards and  inwards,  for  the  purpose  of  reflecting  the  heat. 
In  the  old  Norman  house  at  Winwall,  Norfolk,  the  fire-place 
is  thus  formed 

Cowl,  a  cover  for  the  top  of  a  chimney,  made  to  turn  round  by 
the  wind,  and  used  to  facilitate  the  escape  of  smoke.  Sir 
John  Harrington,  in  his  **  Metamorphosis  of  Ajax^^  written 
at  the  close  of  the  sixteenth  century,  describes  the  cowl  as 
being  then  in  use  for  the  above  purpose. 

Credence,  a  shelf-like  projection  placed  across  a  piscina,  or 
within  a  niche,  as  a  place  for  sacred  vessels  used  at  mass : 
also  a  buflet,  or  side-board  for  plate. — Arcfus.  xi.  355. 


of  Salisbury,  obtained  the  royal  license  to  crenellate  (Jumel- 
landi),  or  fortify,  hia  palaces  in  Wiltshire,  Berkshire,  and  in 
London. — Tanner's  Not.  Mon.  bi/  Nasmith,  under  Salitbari/. 

Cbenellation,  the  act  of  making  crenelles;  frequently  ap- 
plied to  the  loopholes  in  the  walls  ofa  fortresa,  in  the  form 
of  a  cross,  for  the  passage  of  arrows, — the  seme  a*  Eyelet 

or  OiLET. 

Cresset,  an  open  frame,  or  lanthom  for  a  light  to  be  used 
as  a  beacon,  attached  to  a  pole.  It  is  described  by  Cot- 
grave,  under  Falol,  as  being  "  made  of  ropes  wreathed, 
pitched,  and  put  into  small  and  open  cages  of  iron."  The 
word  seems  to  be  derived  either  from  croiset,  a  crucible,  or, 
open  pot ;  or  cromette,  from  the  circumstance  of  beacons 
having  frequently  iinaU  crosses  attached  to  them. 

Portable  cressets  were  formerly  much  used  in  the  cere- 
monials of  the  church,  and  Mr.  Sharp,  of  Coventry,  had  one 
which  belonged  to  the  Cappers'  Company  of  that  place.  It 
was  a  piece  of  open  framework,  or  small  grate,  fixed  so  as  to 
swing  between  the  forked  ends  ofa  long  pole.  The  following 
extract  from  the  Accounts  of  the  Company  alludes  to  the 
subject  j  10th  Hen.  VIII.,  "  Ilm  for  mjkyng  of  iiij.  cressets 
V.8.  viij.d.  Urn  for  lyght  to  the  cressets,  ij.s.  viij.d.  Itm  to 
the  berers  of  the  cressets,  vy.  d."  In  the  'J6th  of  Hen.  VIII., 
we  find  the  item  "  paid  for  vij.  ston  of  cresset  lygth,  ijs.  iiijd." 

On  one  of  the  turrets  of  Hadley  Church,  near  Barnet, 
Middlesex,  there  was  formerly  a  small  pot  filled  with  com- 
bustible matter  to  serve  for  a  cresset,  or  beacon.  (See 
Beacon.) 

Crest,  crista,  Lat. ;  crttla,  low  Lat. ;  carved  work  on  the  top, 
or  other  ridge  of  a  building.  The  copings  of  battlements, 
and  the  tops  of  gables  and  pinnacles,  were  also  termed 
crests.  The  word  is  used  by  heralds  to  signify  the  device 
set  over  a  coat  of  arms,  which  device  was  formerly  the  same 
as  that  worn  by  its  owner  on  the  top  of  his  helmet : 
in  which  situation  it  received  the  same  designation.     The 
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Cathedral  at  Exeter  has  orDamental  crests  of  lead  placed 
along  the  ridge  of  its  roof. 

Cresta,  the  battlement  of  a  fortress  with  square  apertures 
resembling  windows,  through  which  soldiers  might  discharge 
missiles  at  their  besiegers  :  **  Pro  portu  mille  lapidum  in 
sua  barca  aportarum^  ad  faciendam  crestas  per  murum  dicti 
portalis." — Charta  an.  1370,  ex  TabuL  MassiL     Da  Cange. 

Crest-Tiles,  ridge  tiles  placed  along  the  apex  of  a  roof  of  a 
building.  They  were  sometimes  moulded  in  the  form  of 
small  battlements,  of  crockets,  or  leaves,  and  examples  of 
them  are  still  occasionally  seen. 

Crestyde,  Crested,  crestatus^  low  Lat. ;  constructed  with  a 
crest,  or  crenellated  battlement  The  word  occurs  in  '*  a  sur- 
vey of  the  Tower,  23d  year  of  Henry  VIII.,"  in  which  part 
of  the  wall,  from  the  Bell  Tower  to  Beauchamp  Tower,  is 
directed  to  be  "  ventyde,  garyted,  coped,  lowped,  and  also 
cre$tyde.^* — Bayley^s  History  of  the  Tower,  pt.  i.  appendix,  ix. 

Criplings,  short  spars  at  the  sides  of  houses.  —  Du  Cange. 
"  Tigna  brevia  latera  sdium." — Skinner^s  Etymo.  Ling. 

Crista,  Lat.,  a  crest;  the  apex  or  highest  part  of  a  shrine. — 
Dm  Cange. 

Crocia,  Crochia,  low  Lat.;  a  crosier,  or  the  pastoral  staff  of 
a  bishop,  or  an  abbot ;  so  called  from  its  resemblance  to  a 
cross.  *'  Virga  pastoralis  quam  vulgus  crociam  vocat." 
Hariulfi  Chron.  Centulens,  lib.  iv.  cap.  28.  **  Crochiam 
unam  cum  boculo  de  ebure." — Charta  Johannis  Archiep. 
CapuAn.     1301. — Du  Cange.     (See  Crosier.) 

Crocket,  Crochet,  Crotchet,  from  croc^  Fr.  a  hook; 
krog^  Dan. ;  crocus,  low  Lat. ;  a  curl,  or  hook :  a  sculp- 
tured leaf,  or  foliated  ornament,  placed  at  the  angles  of 
pinnacles,  canopies,  gables,  and  other  members  of  Christian 
architecture:  it  usually  terminates  in  a  larger  ornament 
at  the  apex,  termed  a  finial. — [See  Finial.]  On  the  tower 
of  the  church  of  Than,  in  Normandy,  the  crockets  resemble 
hooksy  and  appear  to  serve  the  purpose  of  fastening  together 
the  parts  which  form  the  mouldings  at  the  angles  of  the 
roof. — Cotman*$  Arch.  Antiq.  of  Normandy,  vol.  i.  p.  16, 
pi.  16.  The  early  crocket  resembled  a  trefoil,  branching 
outwards  from  the  moulding  to  which  it  was  attached,  and 


pointed  upwards,  as  ia  figs.  4,  5,  6,  7,  9,  10,  and  U,  of 
which  the  crockets  on  Queen  Eleanor's  crosses  present  some 
of  the  earliest  examples.  The  foliage  represented  by 
crockets>  became  gradually  complicated  and  diversified  to 
a  surprising  extent,  and  for  many  centuries  formed  a  beau- 
tiful and  prominent  ornament  of  the  style  to  which  they 
respectively  belonged.  Instead  of  foliage,  animals  were 
sometimes  used  as  crockets,  of  which  there  are  instances  on 
the  6ying  buttresses  of  Henry  the  Seventh's  Chapel,  West- 
minster,  and  at  the  gables  of  the  hall  at  Hampton  Court 
Palace.  Figs.  3  and  8,  in  Plate  of  Cbdckets,  are  examples 
of  rare  occurrence :  the  former  from  the  monument  of  Arch- 
bishop Kempe  in  Canterbury  Cathedral,  about  the  end  of 
the  fifteenth  century,  and  the  latter  from  the  monument  of 
Bishop  Bingham,  in  Salisbury  Cathedral,  A.n.  1246.  The 
former  are  figures  of  swans,  very  beautifully  carved,  and 
the  latter  angels.  In  the  Account  of  Louth  Steeple,  Anhte. 
vol.  X.  p.  80.,  is  the  charge,  paid  "  for  54  foot  crockytU, 
price,  1  foot,  2(i;  36t.  Ad."  The  crockets  to  the  pin- 
nacles of  the  Oxford  buildings  are  of  unusual  shape  ; 
they  project  nearly  at  right  angles  from  the  pinnacles. — 
See  Pugin't  Specimens  of  Goth.  Archil. 

Croft,  cpoFt^  Sax.,  a  small  inclosure  attached  to  a  dwelling- 
house,  and  used  for  pasture,  tillage,  or  other  purposes.  The 
terra  is  also  used  in  the  same  sense  as  crypt,  probably  from 
its  connexion  with  the  Greek  x{u^ai,  to  conceal. 

Cbomlbch,  CaoMBLBCHB,  Gromlec,  Welsh,  from  crom  or 
crum.  bent  or  bowed ;  and  lech  or  leac,  a  broad  stone :  a 
tabular  or  altar-wise  assemblage  of  stones,  composed  of  three 
or  more  uprights  supporting  another  of  lai^e  dimensions. 
These  singular  and  interesting  relics  of  antiquity  are  found 
in  many  parts  of  England,  Wales,  Scotland,  and  Ireland, 
also  in  France,  Sec.,  and  have  excited  much  discussion 
as  to  their  origin  and  use.  Gough,  in  his  Sepulchral  Monu- 
ments of  Great  BritaiM,  represents  the  cromlechs  as  Danish 
monumeuts  ;  but  other  writers,  with  more  probability, 
attribute  them  to  the  Druids.      Rowlands  [Afona.  Ah- 
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tiqua],  Toland  [History  9f  ^^  Druidsl^  and  King  [Muni- 
metita  Antiqua]  consider  them  as  Druidical  altars  for 
sacrifice ;  but  Borlase  [Antiq.  of  CotTiwalt]  says  they  were 
not  originally  designed  for  altars,  but  were  erected  as  sepul- 
chral monuments ;  and  such  manifestly  appears  to  have 
been  their  real  destination.  There  is  a  noted  one  called 
Kits  coty-house^  in  Kent ;  another  on  Marlborough  Downs, 
Wiltshire,  called  the  DeviFs  Dm:  one  near  the  Land's 
End,  in  Cornwall,  named  Chun-Quoit  i  another  near  Lis- 
keard,  Cornwall,  denominated  Trevethey-Stone :  and  a  double 
one,  at  Plas-Newydd,  Anglesea;  all  of  which  are  noted  in 
the  annals  of  English  archaeology  and  topography. 

Some  cromlechs  were  surrounded  by  banks  of  earth  and 
ditches;  and  others  by  circles  of  upright  stones.  Dr. 
Stukeley,  in  his  Itinerarium  Curiosum,  has  giv^n  representa* 
tions  and  accounts  of  both  kinds. 

Crosettk,  a  truss,  or  console,  on  the  flank,  or  return,  of  an 
architrave  of  a  door,  window,  or  other  aperture  in  a  wall. 

Crosier,  Ceozier,  crosse,  Fr. ;  supposed  to  be  derived  from 
crocia,  low  Lat.,  a  similitudint  cruets ;  called  also  Cambuta, 
Pedum,  and  Baculus  Pastoralis,  the  pastoral  staff,  or  crook 
of  an  archbishop,  a  bishop,  an  abbot,  8ic.  It  was  used  by 
the  Christian  prelates  as  early  as  the  beginning  of  the  sixth 
century,  and  is  supposed  by  some  writers  to  have  been 
imitated  from  the  lituus,  or  augural  staff  of  the  Romans. 
From  Christ's  reiterated  charge  to  Peter,  '*  Feed  my  sheep," 
it  is  likely  that  an  imitation  of  the  shepherd's  staff  and 
crook  was  first  adopted  by  the  Apostles,  and  continued  by 
Christian  prelates.  In  the  Will  of  Archbishop  Remigius,  of 
Rheims,  who  died  a.o.  633,  an  ornamented  silver  crosier  is 
bequeathed  to  the  cathedral  of  that  city.  The  crosiers  of  the 
pope,  of  an  archbishop,  of  a  bishop,  and  other  dignitaries  were 
variously  formed,  or  ornamented  to  mark  the  station  of  the  pro- 
prietor :  but  it  is  presumed  that  these,  like  the  mitres,  varied 
in  different  ages  and  at  the  fancy  of  the  possessor :  by  the 
monumental  stones,  effigies,  and  drawings,  this  may  be  in- 
ferred. The  Archbishop  of  Canterbury  was  privileged  to 
carry  his  crosier  throughout  the  whole  of  his  province ;  which, 
previous  to  the  year  1150,  extended  over  England^  Wales, 
and  Ireland ;  but  the  Archbishop  of  York  was  restricted  to 


blishments. 

The  crozier  waa  Bometimes  a  plain  rod,  or  stafT,  of  gmall 
dimensions,  having  at  its  top  a  cross,  or  crotch-head.  Mr. 
Whitaker  contends  this  was  its  primitive  form,  when  it 
was  simply  used  as  a  crntch-stick  ;  and  that  it  waa  aubse- 
quently  curved  at  the  top,  similarly  to  the  common  shep- 
herd's crook  ;  whence  it  became  a  symbol  of  ecclesiastical 
dignity,  in  allusion  to  the  pastoral  office  of  the  clergy,  and 
to  their  common  name,  as  pastors,  or  shepherds. —  Whitaker'i 
Cathedral  of  Cornwall,  vol.  I.,  p.  197. 

The  old  crosiers  were  of  the  plain  form  above  mentioned; 
but,  in  the  fourteenth  and  fifteenth  centuries  they  were  of  a 
more  costly  description,  being  frequently  formed  of  gold  or 
silver,  and  inlaid  with  jewels  and  precious  stones,  and  other 
elaborate  decorations  and  carvings.  One  of  the  best  ex- 
amples of  the  enriched  crosier  remaining  is  that  of  William 
of  Wykeham,  bishop  of  Winchester,  preserved  in  the  chapel 
of  New  College,  Oxford,  being  a  bequest  from  that  prelate, 
by  his  Will,  dated  July  24th,  1403.  This  has  been  engraved 
by  Carter  in  his  Ancient  Sculpture  and  Painting,  and  de- 
scribed in  page  47  of  that  work  by  the  Rev.  Dr.  Oglander. 
Many  regulations  were  observed  as  to  the  peculiar  rights  of 
different  ranks  of  the  clergy  to  bear  the  crosier,  and  as  to  the 
mannerofemployingit.  These  regulations  created  much  dis- 
sension amongst  dignitaries  of  the  church  ;  a  correct  know- 
ledge of  which  is  useful,  to  distinguish  the  rank  of  the  parties 
represented  aa  bearing  them  in  ancient  paintings,  illumin- 
ations, and  sculpture.  Crosiers  were  occasionally  placed  in 
the  coffins  of  bishops  and  abbots. 
Cross,  crux,  Lat.;  croix,Vt.;  croce,  Ital.;  a  figure  consisting 
of  two  limba  or  lines  crossing  each  other  at  right  angles ; 
also,  certain  symbolical,  religious,  archsological,  and  archi- 
tectural monuments.  Among  the  ancient  Egyptians,  ac- 
cording to  the  Count  de  Caylus,  the  cross  was  considered  an 
emblem  of  a  future  state  of  being;  and  the  cmx  ansata,  or 
cross  with  acrook,  or  handle,  was  one  of  the  chief  attributes 
of  the  Egyptian  Osiris.  Jesus  Christ  having  suffered  death 
on  a  cross,  parts  of  that  fabric,  and  many  fictitious  frag- 
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ments  of  timber,  said  to  have  been  parts  of  it,  were  eagerly 
sought  for  and  treasured  up  as  sainted  relics  by  the  catholic 
devotees  of  former  times  :  and,  like  other  objects  consecrated 
by  certain  religious  ceremonies,  were  regarded  as  possessing 
miraculous  powers.  *'  The  zeal,  perhaps  the  avarice,  of  the 
clergy  of  Jerusalem,"  says  Gibbon,  '*  cherished  and  multi- 
plied" these  devotees.  '*  The  Christian  writers,  Justin, 
Minucius  Fslix,  Tertullian,  Jerome,  and  Maximus  of  Turin, 
have  investigated  with  tolerable  success  the  figure  or  likeness 
of  a  cross  in  almost  every  object  of  nature  or  art;  in  the 
intersection  of  the  meridian  and  equator,  the  human  face,  a 
bird  flying,  a  man  swimming,  a  mast  and  yard,  a  plough, 
a  standard,  &.C.,  &c..  Sec.  See  Lipsius  de  Cruce^  lib.  i. 
c.  9."  [Gibbon's  Roman  Empire^  vol.  iii.  ch.  xx.]  — 
This  learned  and  acute  author  has  some  valuable  and 
highly  interesting  remarks  and  arguments  on  the  subject 
of  the  cross,  particularly  in  connexion  with  the  famous 
vision  of  the  Emperor  Constantine,  which  is  said  to  have 
led  to  his  conversion  to  Christianity.  The  principal 
standard  of  that  emperor,  displaying  the  triumph  of  the 
cross,  was  called  the  Laharum,  '*  an  obscure,  though  cele- 
brated name,  which  has  been  vainly  derived  from  almost  all 
the  languages  of  the  world.  It  is  described  as  a  long  pike 
intersected  by  a  transverse  beam  ;  and  was  intrusted  to  the 
custody  of  fifty  guards  of  approved  valour  and  fidelity." 
Considering  the  enthusiasm  and  infatuation  of  the  early 
Christians,  it  is  not  surprising  that  the  figure  of  the  cross, 
which  had  become  the  emblem  of  their  faith,  was  imitated 
in  every  object  that  was  applied  to,  or  connected  with,  the 
rites,  ceremonies,  and  appendages  of  the  church.  Thus,  we 
find  that  the  Christianised  Greeks  and  Romans  adopted  it 
in  the  ground-plans  of  their  sacred  edifices ;  the  first  making 
its  limbs  of  equal  length,  intersected  at  the  centre,  and  the 
second  forming  it  by  two  lines  of  unequal  length,  intersect- 
ing each  other  at  about  one-third  of  the  length  of  the  longer 
line.  Most  of  the  English  Cathedrals  are  raised  upon  the 
latter  plan,  or,  as  it  is  called,  in  the  form  of  a  Latin  cross ; 
whilst  in  some  of  them,  as  Salisbury,  Lincoln,  &c.,  the 
longest  line  is  intersected  by  a  second  transverse  limb,  or 
transept,  of  shorter  extent  than  the  former.  In  various  parts 
of  churches,  as  well  as  in  their  plans,  the  cross  was  made  a 


annexed  eDgraring,  Flats  III.  of  Urosses,  sbews  twenty 
varieties.  On  tbe  wall  of  the  south  transept  of  Romsey 
Abbey  Church,  Hampshire,  is  a  basso-relievo,  of  early  date, 
of  Christ  OB  the  cross,  with  an  ambry,  or  closet  for  a  per- 
petual light,  adjoining  it.  This  is  supposed  to  be  an  unique 
example  of  the  sort.  Amongst  the  crosses  pertaining  to 
archsology,  are  those  affixed  to  treaties,  charten,  and  other 
deeds,  by  parties  to  those  instruments,  and  thus  em- 
ployed in  the  places  of  subscribed  names.  Crosses  were  also 
frequently  stamped  on  coins ;  and,  as  an  heraldic  figure  and 
emblem,  no  less  than  fifity  varieties  are  used  :  the  latter  ap- 
pear to  have  originated  with  the  crusaders  of  tbe  thirteenth 
century. 

Of  alt  crosses,  however,  those  of  an  architectaral  charac- 
ter are  the  most  interesting ;  and  these  may  be  classed  nnder 
the  heads  of  boundary;  memorials  of  remarkable  public 
events;  monumental,  orsepulcbral ;  preaching;  and  market 
crosses.  Besides  these,  upright  stones,  in  the  form  of,  or 
inscribed  with,acrDs6,were  raised  at  the  sidesior  intersections, 
of  highways  to  excite  the  devotion  of  travellers  and  pilgrims. 

Boundary  crotus  are,  however,  scarcely  entitled  to  be 
called  architectural,  being  generally  little  more  than  upright 
stones  very  slightly  ornamented.  Instances  of  boundary 
crosses  are  still  remaining  at  Frisby,  in  Leicestershire ;  one 
in  Cumberland  divides  that  county  from  Westmoreland ;  and 
there  is  one,  with  an  inscription,  at  Croyland,  Lincolnshire. 

Crossa  of  memorial  were  erected  in  commemoration  of 
battles  and  other  remarkable  events,  and  were  scarcely  more 
ornamental  than  the  preceding  class.  That  called  Neville's 
Cross,  near  Durham,  now  destroyed,  and  another  at  BJore* 
heath,  in  Staffordshire,  are  instances  of  this  kind. 

Numerous  Monumental,  or  Sepulchral  crosses,  are  still 
remaining  in  the  church-yards  of  Cumberland,  Cornwall, 
Scotland,  Ireland,  and  Wales;  and  are  particularly  re- 
ferred to  in  an  essay  on  the  subject  in  the  firat  volume  of 
the  Architectural  Antir/uiliea  of  Great  Britain.  But  the 
most  important  examples  of  this  class  were  tboee  erected  by 
King  Edward  I.  at  the  several  spots  where  the  corpse  of  his 
quean,  Eleanor,  rested  in  its  progress  from  Herdeby,  in  Lincoln- 
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shire,  where  she  died,  to  the  place  of  her  interment  at  West- 
minster. Of  these  there  are  said  to  have  been  originally 
fifteen,  but  no  more  than  three  now  remain.  These  are  at 
Geddington,  at  Northampton,  and  at  Waltham.  Of  the 
latter,  the  accompanying  Plate  I.  of  Crosses  contains  a 
representation  in  a  dilapidated  state,  as  it  appeared  in  1834, 
since  which  time  it  has  been  restored.  It  will  be  seen,  that 
this  is  a  highly  enriched  and  decorated  structure,  of  a  slightly 
pyramidal  form,  in  three  stories,  each  having  six  faces ;  in 
the  second  story  are  three  statues  of  Queen  Eleanor ;  and  the 
whole  was  terminated  by  the  figure  of  a  cross. 

Crosses,  or  towers,  were  erected  in  a  similar  manner  on 
the  interment  of  Louis  XI.  of  France,  on  the  road  between 
Parisand  St.  Denis:  one  ofthese  is  represented  in  the  plate  with 
that  at  Waltham  (fig.  4).  It  is  evident,  that  this  has  no  pre- 
tensions to  an  equality  in  point  of  design  with  those  of  Eng- 
land ;  nor,  indeed,  does  it  appear,  that  there  are  any  Conti- 
nental crosses  at  all  remarkable  for  their  beauty.  A  foun- 
tain at  Rouen,  called  la  Fontaine  de  la  Croix  de  Pierre,  bears 
so  great  a  resemblance,  however,  to  the  crosses  of  Queen 
Eleanor,  that  it  may  be  regarded  as  an  imitation  of  them. — 
Cotman's  Normandj/j  vol.  ii.  p.  90. 

The  Preaching-cross  formed  a  sort  of  open  pulpit,  and 
was  generally  placed  in  the  immediate  vicinity  of  a  church  : 
and  although  it  was  sometimes  used  as  a  place  of  public 
penance,  there  was  another  variety,  called  a  weeping-cross, 
used  for  that  purpose  alone.  Of  preaching-crosses,  perhaps, 
the  most  celebrated  was  that  of  St.  PauVs^  London,  which 
was  a  pulpit  formed  of  wood,  raised  upon  a  flight  of  stone 
steps,  and  covered  with  lead.  Those  still  remaining  at 
Hereford,  and  at  Iron  Acion,  Gloucestershire,  may  be  con- 
sidered the  most  perfect  examples.  The  former  was  attached 
to  the  Monastery  of  Blackfriars,  in  that  city,  and  is  described 
in  Britton's  Picturesque  Antiquities  of  English  Cities;  whilst 
the  latter  is  represented  in  Plate  I.  fig.  6,  of  Crossbs,  and 
was  probably  erected  in  the  reign  of  Henry  the  Fourth .  There 
is  another  at  Uolbeach,  in  Lincolnshire ;  and  attached  to 
the  wall  of  the  Abbey ^  at  Shrewsbury,  is  an  octagonal  stone 
pulpit,  ascended  by  a  flight  of  steps,  covered  with  a  canopy, 
and  open  at  the  sides  ;  though  the  latter,  from  its  situation, 
is  not  strictly  a  preaching-cross,     A  fine  specimen  of  this 
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formed  like  the  monumental  crosses  of  Queen  Eleanor; 
with  the  exception  only  of  iu  basement  being  open  at  the 
sides,  and  having  a  central  shaPt  for  the  support  of  the 
superstructure;  as  in  that  at  Wincketler,  and  another  at 
Leighton- Buzzard,  Bedfordshire.  This  plan  was  probably 
afterwards  further  carried  out  by  the  omission  of  the  steps 
on  which  it  was  raised,  by  extending  the  circumference  of 
the  walls  and  roof,  and  the  bulk  of  the  central  pillar,  and  by 
arching  over  the  roof;  the  height  of  the  whole  structure 
being  at  the  same  time  much  reduced.  This  is  the  form  in 
which  it  exists  at  CAetUar,  Malmsbunf,aad  Salisbury.  The 
first  of  these  was  erected  at  two  very  different  periods,  its 
central  colunm  having  been  a  cross  with  single  shaft  raised  on 
steps ;  and  the  lateral  piers,  with  the  roof,  being  erected  at  a 
later  time.  That  of  Malmsbury  is  one  of  the  most  beautiful 
market-crosses  remaining :  its  plan  is  octagonal,  the  sup- 
porting piers  terminating  in  pinnacles,  and  the  central  shaft 
being  continued  above  the  roof  in  an  ornamental  turret,  sup- 
ported by  flying  buttresses.  It  is  supposed  to  have  been 
built  towards  the  end  of  the  fifteenth,  or  the  beginning  of 
the  sixteenth  century.  Leiand,  who  was  at  Malmsbury,  in  the 
time  of  Henry  VIII.,  says,  "  there  is  a  right,  faire,  and 
costely  peace  of  worke,  for  poor  market  folkes  to  stand  dry 
when  rayne  cummeth :  the  men  of  the  towne  made  this  peace 
of  worke  in  kominum  menioria  "  [Itinerary,  vol.  ii.  p.  26].  The 
cross  at  Salisbury,  erected  at  the  beginning  of  the  fourteenth 
century,  and  intended  to  accommodate  persons  who  sold 
poultry,  is  hexagonal,  with  a  central  column  [Britton's  Pict. 
Antiq.  of  English  Citits\.  In  the  celebrated  monastic  town 
of  Glastonbury  was  a  large  market-cross  of  singular  design, 
which,  after  having  remained  to  adorn  the  place  for  nearly 
three  centuries,  was  taken  down,  with  theadjoiniug  conduit, 
at  the  beginning  of  the  present  century  IBrillon's  Arch. 
Antiq.,  vol.  i.].  The  above  four  crosses  are  represented  in  the 
annexed  Plate  II.  of  Crosses.  Of  other  market-crosses, 
those  of  Chichester  and  Leighton- Buzzard  are  the  most 
important.  The  former,  which  appears  to  have  been  erected 
about  1480,  is  fully  illustrated  in  the  Ptct.  Antiq.  of  English 


CRO]  ARCHITECTURAL  DICTIONARTT.  211 

Cities:  the  latter  is  pentagonal,  in  two  stories,  raised  on 
steps ;  the  lower  story  being  open,  and  supported  by  a  central 
shaft  and  five  buttress-piers  at  the  angles,  each  having  small 
columns  attached  :  the  roof  is  groined.  In  the  second  story 
are  five  statues  in  canopied  niches.  The  shape  of  the  arch 
indicates  this  cross  to  be  of  the  time  of  Henry  the  Eighth. 
The  cross  at  Coventry  was,  perhaps,  the  most  splendid  edifice 
of  the  kind  in  England.  The  indenture,  or  agreement  for 
its  construction,  dated  in  the  38th  Hen.  VIII.,  is  printed  in 
the  '^  Liber  Niger,^*  and  states,  that  it  was  to  be  constructed 
of  good  free-stone  from  the  quarries  of  Attilborough,  or 
Raunton,  in  Warwickshire,  and  set  up  in  a  place  called 
''  crosse  cheeping."  It  was  to  be  ornamented  with  pinnacles 
and  images;  and  its  covenanted  cost  was  197/.  65., to  be  paid 
by  instalments. 

Figs.  1,  2,  and  3,  in  the  accompanying  Plate  I.  of 
Crosses,  are  specimens  of  three  varieties  of  the  same  design, 
consisting  of  a  single  shaft  fixed  in  a  base.  These  are  dif- 
ferently ornamented  with  figures  of  the  crucifixion,  and  one 
is  adorned  with  bassi-relievi  of  numerous  figures. 

Cross,  Palm.  Frequent  mention  of  palm-crosses  is  made  in 
old  wills.  Thus,  in  1462,  John  Turner  gave  forty  shillings 
for  making  a  stone-cross,  called  a  palm-cross,  to  be  set  over 
his  grave.  An  old  French  topographer  describes  a  cross  at 
Caen,  which  seems  to  have  been  something  of  the  kind : 
*'  This  large  and  fine  cross,"  he  says,  **  was  of  a  singular 
form.  The  body  of  it  (/a  masse)  fifteen  feet  high,  and  thirty 
in  circumference,  supported  five  columns,  twenty  feet  high, 
and  six  inches  in  diameter ;  and  upon  these  was  another  masse^ 
seven  feet  high,  and  two  feet  and  a  half  in  diameter.  Round 
it  were  four  figures,  five  feet  high  ;  and  upon  the  jointing  of 
the  capital  {Vammortisement  du  chapiteau)  was  fixed  a  fair 
cross  five  feet  high,  with  other  figures  and  carvings.  Round 
this  structure  ran  a  flight  of  steps,  by  which  the  Catholics 
ascended  on  Palm  Sunday  and  received  the  sign  of  the 
cross,  which  brought  to  their  remembrance  the  Passion  of 
our  Lord." — Owen  and  Blakeways  Shrewsbury,  ii.  368. 

A  cross  was  erected  in  the  church-yard  of  Hadley,  in  Nor- 
folk, by  the  direction  of  the  will  of  Henry  Bunn,  dated  1500, 
and  was  *'  ornamented  with  palm  branches  on  Palm  Sun- 


Cross-Some  R,  a  beam  of  timber.  "A  rofie  made  complete,  w' 
a  cross-iomer,  and  joystes  to  the  same ;  "  is  mentioned  in  a 
document  relative  to  reparations  at  the  Tower,  24tb  Henry 
VIII.,  preserved  in  the  chapter-house  at  Westminster. — 
Batfley's  Hist,  of  the  Tower,  pt.  i.  App.  p.  zix. 

Cbosb-Spbinger,  in  groined  vaulting,  ia  the  nb  which  extends 
diagonally  from  one  pier  to  another. 

Cross-Vaultino,  is  formed  by  the  intersection  of  two  or  more 
simple  vaults  of  arch-work. 

Crota,  low  Lat.,  a  vault,  or  vaulted  apartment.  In  a  charter 
dated  in  1417,  and  quoted  in  the  Supplement  to  the  Gloaary 
of  Da  Cange,  this  term  is  used  to  signify  the  substructure  of 
a  tower;  "  Quamdam  crotam  seu  fundamentum  turris,  sitae 
in  loco  de  Sabraao."  The  analogous  terms,  Cbotb  and 
Crouste,  occur  in  French  records  of  the  fifteenth  century, 
cited  in  the  same  work. 

Cboudb,  Crowde,  the  crypt,  or  undercroft  of  a  church;  a 
subterraneous  vault,  such  as  that  under  old  St.  Paul's, 
London,  which  was  formerly  called  "  the  croudes,"  cor- 
ruptly for  the  crypt.  [See  Shbowds,  and  Dugdale't  St. 
PauCi,  by  Ellis,  p.  76.]  Higgins,  in  his  translation  of 
Junius'sNomenclator,  explains  the  term  Crypto-Porticus,ai 
"  a  secret  walk,  or  vault  underground,  as  the  crowdes  or 
shrowdes  of  Paules,  called  St.  Faith's  Church."— p.  188. 
(See  Crypto-Porticus.) 

Cboufe  or  Crop,  from  «opF  or  cnopp.  Sax.  the  top  or  bead  of 
any  thing ;  croupe,  Fr.,  a  top,  ridge,  or  termination.  Iq 
the  descripUon  of  St.  Stephen's  Churcb,  Bristol,  William 
of  Worcester  gives  the  altitude  of  the  tower,  from  the 
"  erth  table  to  the  crope  which  finishes  the  stone  work." 
[Itin.  p.  282].  Chaucer  uses  the  term  in  the  same  sense. 
From  its  application  by  the  French  to  the  semicircular  end 
of  a  churcb,  which  had  generally  an  arched  roof,  the  word 
has  been  extended  to  mean  a  vaulted  roof  generally,  in 
which  sense  it  agrees  with  the  Latin  term,  tectum  tesludi- 
naluin. 


cry]  architectural  dictionary.  213 

Crown,  the  uppermost  member,  or  finishing  part  of  a  work  ; 
applied  to  the  corona  and  its  superior  mouldings  in  an  en- 
tablature. 

Crown  of  an  Arch,  that  line,  or  point  upon  its  surface,  which 
is  the  highest,  or  most  elevated  from  its  springing. 

Croyland,  (Richard  de)  ;  Abbot  of  Croyland,  Lincolnshire, 
from  1281  to  1303,  is  said  to  have  erected  the  transept  of  the 
Abbey  Church. — Gougk's  Hist,  of  Croyland^  p.  87. 

Croyland,  (William  de);  was  master  of  the  works  in  the 
same  edifice,  during  the  abbacy  of  Upton,  who  presided 
from  1417  to  1427.  He  is  said  to  have  built  the  nave  and 
ailes. — Gough^s  Hist,  of  Croyland,  p.  88. 

Crucifix,  crucijixus,  Lat.,  from  crucis  and  ^xus,  fixed  to  a 
cross;  a  representation,  either  carved  or  painted,  of  Jesus 
Christ  fastened  to  the  cross.  The  crucifix  was  extensively 
used  in  the  processions,  devotions,  and  decorations  of  the 
Roman  Catholics :  it  was  frequently  made  to  contain  relics 
of  saints. 

Crypt,  crypte,  Fr.,  from  x^uaitw,  Gr.,  and  cryptOy  Lat.,  to  hide ; 
a  vault,  or  subterraneous  apartment  beneath  a  church.  In 
the  early  ages  of  Christianity,  when  the  Church  was  harassed 
by  persecution,  it  was  necessary  for  its  members  to  meet  in 
the  most  secret  places ;  subterraneous  chambers  under  dwell- 
ings, and  the  vaults  containing  the  tombs  of  martyrs  were 
generally  selected  for  this  purpose.  Hence,  the  term  used  to 
signify  such  concealment  became  the  name  of  the  place :  a 
church  underground,  or  that  portion  of  it  where  the  congre- 
gation assembled. 

Furnished  with  altars  and  oratories,  it  is  evident,  that 
crypts  were  used  by  the  early  Christians  for  certain  religious 
ceremonies ;  and  it  is  also  apparent,  that  parts  of  them  were 
appropriated  for  the  interments  of  the  most  distinguished 
officers  of  the  church.  Crypts  are  found  in  some  of  the 
most  eminent  of  the  ecclesiastical  edifices  of  Great  Britain, 
as  well  as  in  those  of  France,  Italy,  and  Germany.  Mr. 
Rickman  considers  the  crypt  of  the  Church  of  St.  GermaifiSj 
Rouen,  to  be  of  the  fourth  century  [Attempt^  Ifc,  p.  313] ; 
and  the  small  crypt,  under  the  space  between  the  altar  and 
Lady  Chapel,  Winchester  Cathedral,  has  also  been  referred 


Coneybeare  has  given  a  learned  essay  on  this  church  and  its 
crypt  io  Brilton's  Arckilectural  Anliquilies,  vol.  iv.  io  which 
he  contends,  that  the  latter  is  subsequent  to  the  Norman  in- 
Tasion:  but  the  Rev.  Dr.  Ingram,  in  Memorialt  of  Oxford, 
vol.  i.,  says  there  is  not  "  any  reason  to  doubt  it  was  built 
before"  that  event. 

Beneath  the  east  end  of  Repton  Church,  Derbyghire,  is 
an  early  and  singular  crypt,  which  has  four  slender  spiral 
columns,  and  eight  pilasters  with  panels  on  their  faces, 
giving  the  whole  a  cloBe  resemblance  to  Roman  work.  From 
these  appearances  this  crypt  has  also  been  classed,  by  some 
antiquaries,  with  the  remains  of  early  Norman  architecture; 
but  Messrs.  Lysons  ascribe  it  to  the  Anglo-Saxons,  who 
founded  the  conventual  church  here  before  the  year  660. 
[Magna  Britannia,  Derbt/shire,  p.  ccxix.]  In  that  volume 
is  a  ground-plan,  section,  and  view  of  the  crypt. 

To  Canterbury  Cathedral  we  must  refer  for  the  most 
extensive,  interesting,  and  important  of  these  curious  apart- 
ments.    LiLc  those  at  Winchester,  the  crypts  of  Canterbury 
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Cathedral  appear  to  have  been  built  at  different  times. 
Their  eastern  termination  is  semicircular;  which  form  has 
been  also  observed  in  the  small  lateral  chapels.  The 
interior  length  of  the  Canterbury  Crypts  is  286  feet ;  and 
the  width,  at  the  western  part^  is  83  feet  6  inches.  The 
age  of  the  oldest  part  has  lon|:  been  the  subject  of  contro* 
versy,  but  from  its  similarity  to  the  crypt  at  Oxford,  it  may 
be  regarded  as  contemporaneous  with  that ;  it  was  most 
probably  the  work  of  Lanfranc,  about  a.d.  1080.  The  larger, 
or  western  crypt  is  divided  into  a  nave  and  four  ailes  by  two 
rows  of  massive  piers,  and  by  a  double  range  of  small  co- 
lumns :  whilst  the  piers  and  walls  of  the  ailes  have  semi- 
columns  to  support  the  vaulting.  Branching  laterally  from 
each  aile  is  a  vault,  or  chapel;  that  on  the  south  side,  the  vault- 
ing of  which  is  adorned  with  many  ribs,  bears  evident  marks 
of  innovation,  and  is  supposed  to  have  been  converted  into 
a  chantry-chapel  by  Edward  the  Black  Prince,  whose  arms 
are  seen  among  its  ornaments.  Towards  the  eastern  end  of 
this  crypt  (at  7.  in  the  accompanying  Plan)  was  a  chapel, 
inclosed  with  screenwork,  and  dedicated  to  the  Holy  Virgin. 
The  crypt  under  the  Trinity  chapel,  or  east  end  of  the 
cathedral,  is  singular  in  form  and  character.  Its  plan  as- 
sumes the  figure  of  a  horse-shoe ;  and  is  divided  into  a  nave 
and  ailes  by  a  series  of  eight  piers,  each  formed  of  two 
columns,  engaged  about  one  quarter  of  their  diameter,  sup- 
porting four  semicircular,  and  five  pointed  arches,  their  respec- 
tive forms  being  influenced  by  the  width  of  the  intercolumni- 
ations.  In  its  central  division,  or  nave,  are  two  small  insulated 
shafts,  with  large  capitals  and  bases,  to  support  the  ribbed 
groining,  which  is  distinguished  from  that  of  the  western 
crypt  by  cross  springers  and  bold  mouldings.  At  the  eastern 
extremity  is  a  small  vaulted  chamber,  forming  the  termina- 
tion of  these  interesting  apartments. 

The  two  accompanying  views,  and  ground-plan,  will  fully 
exemplify  the  forms  and  architectural  characteristics  of  these 
very  interesting  crypts.  The  reference-figures,  and  letters, 
in  the  ground-plan,  indicate  th^  following  parts,  or  members 
of  the  crypt: — 1.  Piers  between  the  nave  and  ailes;  2,  3. 
Staircases  from  the  south  and  north  transepts  of  crypt  to  the 
church ;  4.  Stairs  to  the  exterior  part  of  the  building ;  5. 
niche,  or  recess  in  the  wall ;  6.  Semicircular  recessed  chapel. 


adarkcell;  13.Tombof  ArchbishopMoreton;  14.Win<]owi 
16.  Recessed  altar;  16,  17.  Staircases  in  old  towers;  IS, 
19.  Aile  of  crypt  under  Triaity  chapel;  20.  Piers  between 
the  crypts.  A,  B.  Stairs  from  church  to  crypt ;  C.  Nave ; 
D.  E.  Ailes;  F.  North  traosept;  O.  South  transept;  H, 
I,  K.  Cells,  or  chapels;  L.  Entrance  between  crypts;  M. 
Nave ;  N,  O.  Ailea  of  eastern  crypt ;  P.  Vaulted  room 
under  Becket's  crown ;  Q.  Foundation  of  a  cbapel. 

The  crypt  of  Gloucester  Cathedral  is  another  early  eiam- 
ple ;  whilst  the  vaulted  apartment  under  the  chapter-house 
of  Wells  Cathedral  is  one  of  later  date.  These  crypts  are 
illustrated  and  described  in  Brilton's  Cath.  Antiquities. 

Crtpto-Porticus,  a  subterraneous  gallery,  or  arched  passage. 
The  application  of  the  term  has  been  so  far  extended  as  to 
signify  any  gallery  or  corridor,  even  when  lighted  by  win- 
dows or  other  openings.  Pliny's  description  of  bis  favourite 
villa,  near  Laurentinum,  contains  a  reference  to  a  gallery  of 
the  latter  description,  under  the  name  of  Crypto-porticus. 
[Melmoth's  Pliny,  book  ii.  epis.  17.]  Hadrian's  villa  affords 
an  example  of  another  class,  to  which  the  term  would  be 
more  properly  applied;  the  gallery  being  nearly  buried  in 
the  ground,  and  lighted  at  each  end.  The  Crypto-porticus, 
in  its  primitive  form,  was  a  common  appendage  to  a  Roman 
villa,  and  constituted  a  desirable  retreat  from  the  intense 
sun  of  the  climate.     (See  Crouob.) 

CuBicuLE,  Cubic  vLUM.Lat.,  abed-chamber;  also  the  pavilion, 
tent,  or  balcony,  in  which  the  Roman  emperors  sat  to  view 
the  public  games.  We  learn  from  Suetonius,  that  Julius 
Caesar  constructed  one  in  the  circus,  at  Rome;  its  interior 
being  concealed  by  rich  curtains  from  the  view  of  the  spec- 
tators. 

CuBiLB,  Lat.,  the  ground-work,  or  lowest  course  of  stones  in  a 
building. 

CvLLis,  or  Coulisse,  a  gutter  in  a  roof;  any  groove,  or  channel. 
(See  Coi^LissE,  Collisa-Porta,  Killesed,  and  Port- 
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CuLMEN,  low  Lat.,  the  roof  of  a  church,  or  house;  so  named 
from  the  Lat.  culmm,  a  stalk  or  straw  of  wheat,  or  other 
grain ;  the  term  having  been  first  applied  to  thatched  roofs. 
Bede  thus  uses  the  word  in  his  Life  of  St.  Cuthbert,  Bishop 
ofLindisfarne :  '*  Culmina  vero  [habitaculo]  de  lignis  inform- 
ibus  et  foeno  superposuit." — Da  Cange. 

Culvert,  an  arched  passage,  or  bridge  beneath  a  road,  or  canal. 

CuLVERTAiL,  dovc-tail,  from  the  old  English  word  Culver,  a 
pigeon. 

Cumin  ATA,  a  chimney. — Du  Cange. 

CuNEus,  Lat.,  a  wedge ;  a  range  of  seats  in  an  ancient  theatre, 
or  amphitheatre,  was  thus  denominated  from  being  widest 
above,  like  a  wedge. — Gwilfs  Vitruvius,  p.  141. 

CpPDOARD,  a  board,  or  shelf  to  place  cups  on.  The  cupboard 
formerly  supplied  the  place  of  the  modern  side-board  ;  being, 
in  some  instances,  a  single  shelf  fixed  against  a  wall,  and,  in 
others,  framed  in  stages  rising  one  above  another  so  as  to  admit 
of  an  ostentatious  display  of  plate.  It  was  generally  covered 
with  carpets.  In  old  records  are  many  notices  of  the  valuable 
articles  placed  on  cupboards ;  and,  from  Lord  Fairfax's ''  Orders 
for  the  service  of  his  Household,"  it  appears  that  there  was  a 
servant  called  the  cupboard -keeper,  whose  duty  it  was  to 
supply  the  guests  with  wine.  Some  cupboards  of  plate  were 
called  court^upboards ;  and  the  livery-cupboard  is  supposed 
to  have  been  that  on  which  the  liveriesy  or  evening  colla- 
tions, were  divided,  preparatory  to  their  being  sent  to  the 
chambers.  See  Nares^s  Glossary^  Hunt's  Exemplars,  p.  122, 
and  Note  to  p.  108.  of  the  Northumberland  Household  Book. 

Cupola,  from  cupo^  Ital.,  concave,  profound;  a  vaulted  roof 
rising  above  a  building  in  a  hemispherical,  or  hemispheroidal 
form.  The  cupolas  used  in  different  styles  of  architecture,  and 
by  different  nations,  assume  many  varieties  both  of  plan  and 
elevation.  In  plan  they  are  circular,  octagonal,  polygonal, 
and  square ;  whilst  in  contour,  or  external  elevation,  the  semi- 
circular, semi-elliptical,  segmental,  pointed,  bell-shaped,  coni- 
cal, and  bulbous  forms  are  the  chief  varieties.  The  oldest 
cupola,  of  which  we  have  any  record,  is  that  of  the  Pantheon, 
at  Rome,  built  during  the  reign  of  Augustus,  and  is  still  entire : 
the  Greeks  do  not  appear  to  have  produced  any  thing  more 


an  opening  called  the  eve.  The  cupulas  of  the  Sibyl's 
Temple,  at  Tivoli,  and  of  the  Temple  of  Bacchus,  with 
many  other  Roman  examples,  might  be  referred  to.  The 
contour  of  the  Roman  cupola  was  never  more  than  a  semi- 
circle; but  almost  all  of  those  erected  since  that  of  Saint 
Sophia,  Constantinople,  are  raised  higher  than  the  radius  of 
their  bases.  Those  of  the  Romans  had  rarely  any  opening 
but  at  the  summit,  and  were  constructed  of  brick ;  whilst 
modern  cupolas  are  often  perforated  with  numerous  open- 
ings, and  built  of  wood,  covered  with  lead,  copper,  or  other 
materials.  From  the  Romans  it  was  adopted  by  the  Greek 
architects  of  Byzantium:  their  celebrated  church  of  Saint 
Sophia  has  a  cupola  115  feet  in  diameter;  and  so  extensively, 
indeed,  was  this  member  used  by  them,  that  their  buildings 
were  made  to  appear  "  a  vast  conglomeration  of  globes  of 
different  sizes."  ^Hope's  History  of  Architecture,  p.  129.] 
The  same  mode  of  construction  prevails  in  Constantinople,  in 
the  Turkish  mosques  of  the  present  day.  The  cupola  was 
used  in  the  early  churches  of  Italy  to  such  an  extent,  that  the 
name  of  the  church  (a  dome)  was  applied  as  synonymous 
with  the  cupola  which  it  so  frequently  exhibited.  [See  Dome.] 
The  principal  cupola  of  Saint  Mark's  church,  Venice,  is  44 
feet  in  diameter,  and  was  erected  in  the  year  973 ;  that  of  the 
cathedral  of  Pisa,  raised  in  the  eleventh  century,  is  53  feet  in 
diameter;  and  that  of  Saint  Maria,  at  Florence,  (141  feet  in 
diameter),  was  executed  by  Bruneleschi  in  the  fifteenth  cen- 
tury; is  of  octangular  plan,  and  is  only  inferior  in  point  of 
magnitude  to  that  of  St.  Peter's,  at  Rome.  The  early  use  of 
a  hemispherical  roof  may  be  observed  in  the  British  Duns; 
"and  whilst,  among  the  Greeks  of  Constantinople,  and  their 
Italian  imitators,  it  had  at  most  been  elongated  from  its  base 
in  a  perpendicular  direction,  it  was  amongst  the  followers  of 
Islam,  in  India,  Persia,  and  Egypt,  made  to  belly  out  in  the 
midst  of  its  height,  so  as  to  resemble  the  bulb  of  an  onion, 
or  the  body  of  a  Dutch  quart  bottle."  [Ilope't  History  of 
Architecture,  p.  153.]  On  the  introduction  of  the  pointed 
style,  the  cupola,  with  all  other  circular  members,  was  ban- 


cup]  architectural  dictionary.  219 

ished  from  buildings  of  that  class ;  and  it  is  only  in  greatly 
modified  shapes,  that  it  is  occasionally  used  in  the  termina- 
tion of  a  staircase  turret,  or  in  the  interior  of  a  central 
tower  at  the  intersection  of  the  cross ;  in  which  latter  case  it 
usually  rises  from  a  square,  or  octagonal  base,  and  converges 
with  ribs  towards  a  centre;  each  side  being  pierced  with 
windows.  The  lower  part  of  the  central  tower,  or  lantern  of 
Ely  cathedral,  is  of  this  class.  A  cupola  rising  vertically  from 
a  circular  plan,  and  curved  so  as  to  terminate  in  a  sharp 
point,  was  much  used  in  England  in  the  reigns  of  Henry  VII. 
and  VIII. ;  it  is  found  on  the  buttresses  of  Henry  the  Seventh's 
chapel,  and  the  turrets  of  King's  College  Chapel,  Cambridge. 
This  was  succeeded  by  one  of  a  bell-shaped  contour,  rising 
from  a  square  plan,  which,  as  well  as  the  former,  was  fre- 
quently used  in  the  domestic  architecture  of  the  times  of 
Queen  Elizabeth  and  James  I.  After  the  revival  of  classical 
architecture,  the  cupola  of  Saint  Maria,  at  Florence,  already 
mentioned,  was  erected,  and  was  followed  by  the  great  work 
of  Michael  Angelo,  at  St.  Peter's,  Rome,  the  cupola  of  which 
is  156  feet  in  diameter.  That  of  Saint  Paul's  Cathedral, 
London,  raised  by  Sir  Christopher  Wren  about  the  year  1700, 
is,  in  diameter,  106  feet.  Of  modern  cupolas^  the  Pantheon, 
or  church  of  St.  Genevieve,  at  Paris,  and  the  Colosseum, 
London,  ofier  the  best  examples.  The  former  was  designed 
and  constructed  by  Soufflot,  and  is  70  feet  in  diameter;  the 
diameter  of  the  latter  (by  Mr.  Decimus  Burton)  being  126 
feet.  Paris  also  contains  a  cupola  of  ribbed  iron,  covered 
with  copper,  forming  the  roof  of  the  Halle  au  Bles,  which 
supplies  the  place  of  a  dome  of  carpentry,  very  skilfully  con- 
structed by  the  Sieur  Moulineau,  and  destroyed  by  fire  in  the 
year  1802.  The  roof  of  the  Mausoleum  of  Theodoric,  at 
Ravenna,  is  formed  by  a  single  stone,  hollowed  within,  and 
hemispherical  without ;  and  measuring  36  feet  in  diameter. 
See  ArcfuBlogia,  vol.  xxiii.  p.  323.,  and  an  able  essay  on 
domes,  in  Ware*$  Tracts  on  Vaults  and  Bridges. 

CuppuLA,  Cupula,  low  Lat.,  a  cupola,  or  vaulted  dome,  in 
the  shape  of  an  inverted  bowl.  **  Retento  sibi  ex  dictis  reli- 
quiis  frustulo,  ad  effectum  illud  collocandi,  ut  dixit,  in  cruce 
cupula  ccclesiae  prsedictce." — Acta  Sanctor,  torn.  v.  Jumiy  p. 
70.— Da  Cawge, 


municipal  purposes.  Amongst  the  curia  of  ancient  Rome, 
were  the  Curia  Hostilia,  the  senate  house  of  Tulliug  Hostiliui, 
and  the  Curia  Pompeii,  founded  by  Pompey. 

CuRKiTOSiuM,  CoXRiDORiuH,  low  Lat. ;  corridore,  Ital.;  a 
passage,  or  gallery  from  one  part  of  a  house  to  another.    (See 

COBHIDOR.) 

Curtain,  Ital.;  cortina,  Sp.;  in  military  architecture,  that  part 
of  a  rampart,  or  castle  wall,  comprised  between  two  towera, 
or  bastions.  The  entrance  to  a  fortress,  with  ita  drawbridge 
and  accompaniments,  is  commonly  placed  in  the  centre  of  a 
curtain  :  its  approaches  are  defended  hy  flanking  baations. 

Cushion  Capital,  the  capital  of  a  column  ao  sculptured  as  to 
resemble  a  cushion  pressed  down  by  the  weight  of  its  entabla- 
ture :  it  is  very  common  amongst  the  encavations  of  India, 
and  tlie  temples  of  Egpy  t.  The  name  has  also  been  given,  by 
Professor  Whewell,  to  the  common  Pf  orman  capital ;  consist- 
ing of  a  cubical  mass,  rounded  ofl*  at  its  lower  extremity,  to 
unite  with  the  shaft.  Architectural  Notes  on  German 
Churches,  p.  55.  (See  the  accompanying  Plates  of  Arches 
and  Arcades,  and  Plate  of  Columns,  fig.  1.) 

Cusp,  fromcuspii,  Lat. ;  the  point  of  a  spear,  or  similar  weapon, 
or  any  other  triangular  point.  Sir  James  Hall,  in  his  Essay 
on  the  Origin  of  Gothic  Architecture,  p.  32,  says:  "In  all 
the  concave  bends  of  the  stone  work,  a  small  pointed  orna- 
ment occurs,  which  is  very  common  in  gothic  windows,  and 
is  very  general  in  every  branch  of  the  art.  As  this  orna- 
ment has  not,  to  my  knowledge,  been  characterized  by  any 
particular  name,  I  have  ventured  to  apply  to  it  that  of  cusp." 
There  are  four  of  these  shewn  in  Plate  I.  of  door-ways,  fig. 
2,  the  intermediate  arcs  between  which  have  been  frequently 
confounded  with  the  cusps. 

Cuthbert,  Archbishop  of  Canterbury,  in  the  8th  century,  ob- 
tained a  license  from  King  Eadbert  and  the  Pope  to  have  the 
archbishops  of  that  see  interred  in  the  cathedral,  in  preference 
to  giving  up  their  bodies  to  the  monks  of  St.  Augustine's  abbey, 
as  had  been  previously  the  practice:  for  this  purpose  he 
erected  a  chapel  adjoining  the  east  end  of  the  cathedral,  and 
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consecrated  it  for  the  sepulture  of  himself,  and  all  future  pre« 
lates  of  the  see. — Brittons  Cath.  Antiq,,  Canterbury,  p.  27. 

Cyclopean  Architecturk,  a  class  of  building  supposed  to 
have  preceded  the  invention  of  the  classic  orders  in  Greece ; 
so  called  from  its  alleged  inventors  the  Cyclops;  but  who 
those  persons  really  were  is  unknown.  Some  have  supposed 
them  to  be  a  colony  of  Celts,  or  Titans,  and  others  that  they 
came  from  Thrace;  whilst  others,  again,  have  imagined  them 
to  be  the  Pelasgi.  Pliny  and  other  ancient  writers  allude  to 
the  works  of  the  Cyclops;  and  it  appears  probable  that  every 
building  remarkable  for  its  great  size  was  attributed  to  them. 

The  existing  remains  of  Cyclopean  architecture  charac- 
terize it  as  remarkable  chiefly  for  the  immense  size  of  the 
stones  used  in  it,  and  the  absence  of  any  cement.  Its  most 
frequent  application  was  for  the  walls  of  cities  and  fortresses ; 
and  it  is  only  in  the  later  examples  that  it  is  found  to  enter 
into  the  construction  of  a  building.  The  earliest  class  of 
these  works  is  formed  of  rude  irregular  masses  of  stones, 
raised  one  upon  another,  the  interstices  being  filled  up  with 
smaller  blocks ;  in  the  next  class  the  stones  are  polygonal, 
the  sides  of  each  block  fitting  closely  to  those  adjoining ; 
in  the  third  class  they  are  squared,  and  laid  in  courses  of 
different  thicknesses,  which  are  occasionally  interrupted  by 
perpendicular  breaks;  whilst  in  the  last  and  more  perfect 
class,  the  stones  are  continued  in  uniform  and  uninterrupted 
layers  throughout.  Examples  of  each  class  are  represented 
in  DodwelVs  Pelasgic  Remains  in  Greece  and  Italy.  The 
antiquity  of  these  buildings  is  undoubtedly  great,  probably 
many  centuries*  before  Christ.  The  fortress  of  Tiryns  is 
characterized  by  Homer  as  the  "  well-walled  Tirynthus ;" 
whence  it  has  been  inferred  that  the  present  ruins  are  those 
of  the  citadel  which  existed  in  the  time  of  that  poet,  and, 
consequently,  possess  an  antiquity  of  nearly  thirty-two  cen- 
turies. 

Occasionally  openings,  resembling  pointed  arches,  are 
found  in  Cyclopean  walls;  formed,  it  is  supposed,  by  the 
projection  of  each  course  of  stones  over  that  beneath  it,  till 
they  terminate  in  a  point,  the  angles  of  the  stones  having  been 
afterwards  cut  away.  The  lintel  over  the  entrance  to  the 
Treasury  of  Atreus^  at  Mycenae,  is  formed  of  two  stones;  the 


CvLiNc,  used  by  William  of  Worcester  io  the  same  sense  as 
ceiling. — Itinerary,  170. 

Cyma,  Cymatium,  orCiHA,  xu/ucnev.Gr.,  commonly  called  the 
ogee;  the  name  of  a  moulding  in  very  frequent  use,  the  pro- 
file of  which  is  a  curve  of  contniiy  flexure.  When  its  lower 
part  is  convex,  it  is  called  a  cyma  recta ;  and,  when  tbe  upper 
part  is  convex,  a  cyma  reveTsa. 


Dado.    (See  Die.) 

Dais,  Deis,  datium,  low  Lat.;  an  elevated  part  of  a  floor;  a 
platform  io  a  hall,  or  banqueting  room,  raised  above  the  level 
of  the  other  flooring.  On  this  was  placed  the  principal  table, 
having  frequently  a  canopied  seat,  which  was  intended  for 
the  proprietor  of  the  house.  Tbe  genuine  signification  and 
etymology  of  this  term  have  been  much  discussed  :  the  fol- 
lowing statement  by  Mr.Tyrwhitt,  in  his  Notes  on  Chaucer's 
Canterbury  Talet,  may  be  considered  the  most  satisfactory : — 
"  I  apprehend  that  the  word  dau  originally  signified  the  wooden 
6oor  (if  dif,  Fr.,  de  auibut,  Lat.)  which  was  laid  at  tbe  upper 
end  of  the  hall,  as  we  still  see  it  in  college-halls,  &c.  That 
part  of  the  room,  therefore,  which  was  floored  with  planks 
was  called  the  daU,  the  rest  being  either  the  bare  ground,  or 
at  best  paved  with  stone ;  and,  being  raised  above  the  level 
of  the  other  parts,  it  was  often  called  the  high  dais.  In  royal 
halls  there  were  more  dais  than  one,  each  of  them  being  pro- 
bably raised  above  tbe  other  by  one  or  more  steps ;  and  that 
where  tlie  king  sate  was  called  the  highest  dais."  At  a  dinner 
which  Charles  V.  of  France  gave  to  the  Emperor  Charles  IV., 
in  1377,  Christine  de  Pisan  says.  Hist,  de  Char.  K,  pt.  iii. 
ch.  33.,  "  cinq  dots  [dais]  avoit  en  la  salle  plains  de  princes  et 
de  barons,  et  autres  tables  partout — dre^ouers  fais  de  bar- 
n^res  h  I'environ."  As  the  principal  table  was  always  placed 
upon  a  dais,  it  began  very  soon,  by  a  natural  abuse  of  words, 
to  be  called  itself  a  Dais,  and  people  were  said  to  sit  at  the 
dais,  instead  of  at  the  table  upon  tbe  dais.    It  was  so  in  the 
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time  of  M.  Paris,  (  Vii.  Abbat.,  p.  1070) : ''  Priore  prandente  ad 
magnam  raensam  quam  Deis  vocamus."  In  the  Close  Rolls, 
20th  of  Henry  III.,  the  dais  is  clearly  distinguished  from  the 
table  belonging  to  it :  "  Mandatum  est  H.  de  Pateshull  The- 
saurar.  R.  quod  faciat  habere  Constab.  Turr.  Lond.,  denarios 
ad  tabulas  emendas  ad  mensas  inde  faciend'  ad  magnum 
deisium  Regis,  in  magna  aula  ibidem.*'  [^Bayley^s  History  of 
the  Tower,  part  i.,  p.  214.]  The  highest  dais  ("plus  haut 
dois'*)  is  mentioned  in  " Le Roman  de Garin"  a  poem  in  old 
French,  quoted  by  Du  Cange.  That  the  term  continued  in 
use  in  this  country,  at  least  till  the  reign  of  Henry  VIII., 
appears  from  its  occurrence  in  Skelion*s  Ballad  of  Elinor 
Rumming. 

Dancette,  Fr.,  a  term  in  heraldry  synonymous  with  the  zigzag, 
or  cheveron-fret,  frequently  seen  in  Norman  buildings. 

Daubatura,  low  Lat.,  rough-cast  in  plaster. — Da  Cange. 

Day,  a  term  applied  to  one  perpendicular  division  of  a  mullioned 
window ;  probably  a  corruption  of  bay.  The  word  occurs  in 
documents  relating  to  the  building  of  King's  College  Chapel, 
Cambridge.    (See  Bay.) 

Dealbatus,  Lat«,  from  dealbo:  to  whiten,  or  whitewash.  In 
a  mandate  on  the  Close  Roll,  of  25th  Henry  III.,  published 
in  Bayley*s  History  of  the  Tower,  part  i.  p.  107,  the  wall  of 
Caesar's  Tower  is  said  to  have  been  newly  whitewashed: 
"  Murus — de  novo  est  dealbatus.*' 

Dbambulatory.  Deatnbulatorium,  Deambulacrum,  low  Lat., 
an  ambulatory,  or  cloister,  for  exercise ;  also  the  ailes  of  a 
church,  or  the  porticoes  around  the  body  of  a  church.  ''  Pur- 
gavit  templum,  composuit  sedilibus,  et  ornavit  de  super  co- 
lumnalia  cum  basibus,  chorum  purgavit  et  cryptam,  et  Deam^ 
bulatoria  aptavit,  inibi  locatis  decenter  altariis."  Vita  S. 
Geraldi  Abbat.  Grandis  Silva,  Num.  12.  Guibert,  Abbot  of 
Gemblowis,  (de  Combustione  Monasterii  Gemblac.  an.  1 137), 
mentions ''  Deambuloria  Ecclesia.** — Du  Cange.  See  Ambu- 
latory. 

Dearn,  orDERN,  from  ^beafin,  Sax.,  solitary;  a  door-post,  or  a 
threshold :  to  dern,  to  conceal,  or  shut  up,  is  a  word  frequently 
used  in  the  dialect  of  the  northern  counties. — Glossary  in 
Pugins  Specimens  of  Goth.  Arch. 


Biitgham't  Works,  i.  311.)  it  is  ordered  that  offenders  should 
be  "shut  up  in  the  decanica  (m  nTt  iixanxeTf)  of  the  church, 
there  to  sufier  condign  punishment."  [Justinian  Novell,  79, 
C.3.] 

Decastylb,  Decastylos.    (See  Temple.) 

Decemfede,  Fr.;  decempeda,  Lat. ;  decern,  ten;  pet,  a  foot;  a 
measuring  rod,  ten  feet  in  leugth,  used  by  ancient  architects. 
It  was  of  a  cylindrical  form,  having,  at  each  end,  a  capital 
resembling  that  of  a  column. — Foibroke'x  Ency.  of  Antiq. 

Dedication.     (See  Consecration.) 

Degree,  from  the  Fr.,  de  gre:  a  stair,  step,  or  gress.     (See 

Gkess.) 
Delf,  from  delve,  to  dig ;  commonly  applied  to  a  stone  quarry : 

— Stone  del/,     Ray  uses  the  name  Coal  delfior  a  coal  mine. 

—Traveh,  p.  299. 
Deliquis,  Lat.,  from  deliquo,  to  drain ;  a  term  used  by  Vitru- 

vius  to  denote  gutters,  or  gutter-plates,  for  the  passage  of 

rain  from  the  roofs  to  the  cavedia  of  Roman  houses. 

Delubrum,  low  Lat.,  a  font,  a  beptismal  basin.  Among  the 
ancient  Romans,  dtluhra  were  temples  having  basins  or  foun- 
tains, in  which  persons  who  came  to  sacrifice,  or  perform 
other  acts  of  worship,  previously  washed  or  bathed  them- 
selves; hence,  churches  furnished  with  fonts,  in  which  the 
regenerated  were  purified  by  baptism,  were  likewise  styled 
delubra.  The  term  delubrum,  according  to  Isidorus  {Origin. 
lib.  Id,  c.  4.),  is  derived  from  the  Lat.  deluo,  deluendo,  to 
wash  clean.  "  Apud  Delubrum,  ac  sacrum  fontem."  Sebasi. 
Peruiinut,  in  Vita  B,  Columba  Reatina;  Acta  Sanctor. 
Mali,  tom.  v.  p  337. 

Dentil,  Denticulus,  low  Lat.,  from  dens,  a  tooth;  a  small 
square  projecting  piece  of  wood,  brick,  or  stone,  forming  a 
component  part  of  an  Ionic  of  Corinthian  cornice. 

Derham,  Elias  de.     (See  Berham.) 

Descensus, low  Lat.;  xori/Satfi;,  Gr. ;  a  crypt,  or  chapel  beneath 
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the  high  altar  of  a  church,  in  which  were  preserved  the 
bodies,  or  relics,  of  martyrs  and  confessors. — Du  Cange. 
(See  CoNFBssio.) 

Destina,  Lat.f  a  column,  or  pillar  for  the  support  of  an  edifice. 
The  term  is  thus  used  by  Vitruvius :  *'  DestintBy  Furcae, 
Domus  fulcra.'*  [Papias,  in  MS.  Bituric,']  *'  Undefactum 
est  ut  acclinis  destinay  quae  extrinsecus  ecclesiae  pro  munimine 
erat  apposita,  spiritum  vitsi  exhalaret  ultimum.''  \^Bed<a 
Hist.  Eccles.  lib.  iii.  cap.  17.]  Ecclesiastical  writers  em- 
ploy the  word  to  designate  the  aile  of  a  church,  and  also 
for  a  cell,  or  obscure  apartment :  thus  Osbern,  in  the  Life  of 
St.  Dunstan,  styles  the  cell,  built  by  the  latter  at  Glaston- 
bury, destina. —  V.  Acta  Sanctor.     Maii,  tom.  iv.  p.  365. 

Destraria,  low  Lat.,  an  ambulatory,  the  portico  of  a  church. 
— Du  Cange. 

Detail,  from  the  Fr.,  detailler;  a  term  used  to  denote  delinea- 
tions or  drawings  made  on  a  scale  sufficiently  large  to  make 
out  the  smaller  and  more  minute  portions  of  a  subject. 

DiAcoNicuM,  DiAcoNiUM,  low  Lat. ;  d/axov/xoy,  Gr. ;  asacristy 
or  vestry  under  the  superintendence  of  a  deacon.  '^  In  Dia^ 
conio,  id  est,  in  Sacrario."  IGloss,  MS.  ad  Condi.  Laodicens. 
cap.  21.]  Bingham  calls  it  also  the  Secretarium,  and  fur- 
ther makes  a  distinction  between  the  diaconicum  magnum, 
which  was  outside  the  church,  and  the  diaconicum  bematis,  a 
smaller  vestry,  situated  in  the  nave  of  the  building. 

Diagonal-Moulding,  synonymous  with  the  zigzag,  or  che- 
veron.     (See  Cheveron  and  Fret.) 

DiAGONAL-RiB,  a  projecting  band  of  stone  or  timber  passing 
diagonally  from  one  angle  of  a  vaulted  ceiling  across  the 
centre  to  the  opposite  angle. 

Diaper,  diasperatus,  low  Lat.;  diaspro,  Ital. ;  a  panel  or  flat 
recessed  surface  covered  with  carving  or  other  wrought  work 
in  low  relief.  Diaper  signifies  also  a  kind  of  linen  cloth, 
wrought  with  figures  in  weaving.  Nares  derives  the  word 
from  the  French  diapri;  which  Du  Cange  deduces  from 
the  low  Lat.,  diasperus,  a  sort  of  cloth,  the  surface  of 
which  is  variegated.  These  differently  applied  terms  are  all 
derived  from  the  inseparable  Latin  preposition  di,  and  asper, 

Q 


Walthaia  Croea,  and  other  buildings  erected  in  the  reigns  of 
Henry  III.  and  Edward  [. 

SiASTYLE,     (See  Temple.) 

Die;  de,  Fr. ;  truncus,  Lat. ;  dado,  Ital. ;  tour/el,  Ger. ;  a 
cubical  block  of  stone,  or  wood,  the  sides  of  which  form  the 
vertica]  faces  of  an  insulated  pedestal  between  its  base  and 
surbase:  probably  so  called  from  its  resemblance  to  the  die, 
or  dice  used  in  games  of  chance.  The  Italian  word  dado  is, 
however,  more  frequently  used  than  die. 

DiPTEROS.     (See  Tehplb.) 

DiTTON,  (John  de).  Clerk,  was  keeper  of  the  works  at  the  Pa- 
lace ofWestminster  and  the  Tower  of  London,  in  1319.  Rot. 
Orig.  B.  E.  ii.  16.  Braylei/  and  Britton's  Anc.  Palace  of 
Westm.,  p.  137, 

DoGA,  DovA,  low  Lat.;  doga,  Ital.j  douve,  Fr.;  a  plank,  a 
stare,  or  piece  of  timber,  for  making  casks  or  other  wooden 
ressels. — Du  Cange. 

Dogs.     (See  End-Ibons.) 

Doo-TOOTH,  u  term  used  to  designate  an  ornamental  member 
much  used  in  the  hollow  mouldings  of  doorways,  windows, 
arches,  tic.  of  the  Christian  buildings  at  the  beginning  of  the 
thirteenth  century.  Why  called  dc^'s  tooth,  it  is  not  easy 
to  explain,  as  the  ornament  does  not  resemble  that  canine 
member :  it  rather  appears  like  four  leaves  of  the  chestnut-tree 
united,  and  brought  to  a  point  at  one  end,  and  expanded  at 
the  other,  radiating  from  a  central  point.  In  Pugin's  Speci- 
ment,  vol.  i.,  it  is  represented  aod  defined,  (p.  8.  pi.  v.) ;  and 
the  author  observes,  that  "an  appropriate  name  for  it  is 
greatly  wanted." 

Dome,  from  hufta,  Gr.,  a  building  of  any  kind  ;  a  cupola;  the 
hemiipherical  covering  of  a  building.  The  Italians  call  the 
principal  church  in  a  place  iV  duomo,  the  temple ;  hence  many 
French  and  English  architects  apply  the  name  to  that  mem- 
ber which  is  of  such  frequent  occurrence  in  the  domet  of 
Italy ;  namely,  the  cupola.     This  application,  however,  is 
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improper ;  and  the  word  ewpola,  Bignifying  a  large  cup  (as 
cupoletta  does  a  small  one),  is  the  most  correct  word,  and 
carries  with  it  the  full  meaning  of  the  object  designated ; 
which  the  word  dome  does  not.  See  Cupola,  for  a  brief 
essay  on  its  form  and  characteristics,  with  references  to  exam- 
ples. Cotgrave  {Dictionary)  uses  the  word  dome  to  designate 
a  townhouse,  guildhall,  or  mansion. 

Dom  ESTic  ARCHiTECTUEB,from(/oi7ii/5,  whence  ^oiii£5/tct#s,Lat., 
a  house ;  is  that  class,  or  species  of  buildings  appropriated  to 
the  residence  of  man ;  and  contradistinguished  from  the  cas- 
tellated,or  military,  and  the  ecclesiastical,  or  religious  architec- 
ture, from  being  totally  independent  of  both,  and  exclusively 
designed  for,  and  adapted  to  the  dwellings  of  the  human 
race,  in  diiferent  degrees  of  civilization.  Domestic  architec- 
ture embraces  every  gradation  of  building  for  habitation,  from 
a  cottage  to  a  palace ;  and  within  its  range  is  included  farm- 
houses, village,  and  town  houses,  all  the  varieties  of  villas 
and  country  residences,  and  the  street-houses,  shops,  and 
mansions,  of  a  metropolis.  Such  a  variety  gives  great  scope 
for,  and  demands  considerable  skill  in  the  architect  to  contrive 
the  best  posssible  design  for  its  destined  purpose. 

A  full  and  judicious  history  of  domestic  architecture  would 
embrace  a  history  of  the  arts,  the  manners,  the  customs,  and 
the  habits,  of  mankind  in  different  portions  of  the  globe ;  for 
not  only  in  its  great  geographical  and  political  portions, 
but  in  many  of  the  subdivisions  of  governments  and  states, 
there  will  be  found  great  dissimilarity  in  the  styles  of  dwell- 
ing-houses. In  civilized  and  highly  cultivated  stages  of 
society  only  has  architecture  been  fully  studied  and  distin- 
guished ;  but  even  in  such  nations  domestic  architecture  has 
been  only  employed  for  the  higher  orders  of  society,  who  lived 
in  spacious  and  even  sumptuous  houses :  whilst  the  middling 
and  lower  orders  lived  in  small  and  poor  dwellings,  to  which 
the  name  of  architecture  would  have  been  improperly  ap- 
plied. Of  ancient  Egyptian  and  Grecian  domestic  archi- 
tecture very  little  is  known ;  but  the  excavations  in  Rome, 
Herculaneum,  and  Pompeii,  have  displayed  the  arrangements, 
forms,  accommodations,  and  styles  of  decoration  of  some  of 
the  ancient  town  houses  of  the  Romans ;  whilst  the  extent 
and  arrangement  of  the  country  villas  may  be  partly  ascer- 


described;  whilst  those  of  Italy  are  displayed  in  CattelCs 
Villas  of  the  Ancients,  folio.  Pliny  {lib.  ii.  epist.  17.)  de- 
scribes his  celebrated  villa  at  Laurentiuum,  which  description 
serves  to  shew  the  general  characteristic  features  of  the 
country  seats  of  the  Romans  in  the  time  of  the  author.  It  is 
represented  as  containing  37  apartments  on  the  ground  6oor, 
which  seems  to  have  comprised  the  whole  building.  The 
Roman  villa  at  Bignor,  in  Sussex,  appears,  from  Mr.  Lysons's 
plan,  {Reliquite  Romans),  to  have  hod  at  least  74  apartmeats, 
and  to  have  occupied  an  area  measuring  630  by  335  feet.  It 
would  exceed  the  proper  limits  of  this  article  to  detail,  or 
even  give  a  short  sketch  of  the  history  of  domestic  architec- 
ture in  England ;  but  the  reader  will  find  the  subject  eluci- 
dated, and  partly  illustrated,  in  tlie  second  volume  of  the 
Architectural  Antiquities.  It  may  be  proper  to  remark,  that 
the  modern  palaces  and  mansions  of  Europe  far  surpass  those 
of  the  ancient  world  in  all  the  essentials  of  symmetry,  beauty, 
adaptation,  and  even  comfortable  accommodation. 

Domicile,  domiciUum,  Lat. ;  a  dwelling-house. 

BoMiNicuM  is  a  word  used  by  early  ecclesiastical  historians  to 
signify  a  church.  "  In  Antiochia  dominicum,  quod  vocatur, 
aureum  iedificari  coeptum."  S.  llierontftn.  in  Chronica, — 
Du  Cange. 

DoMus  Capitularis,  low  Lat.;  a  chapter-house. 

DoMvs  Pensile,  Lat.;  a  pensile  house;  a  house  placed  on, 
and  partially  projecting  over,  an  ordinary  level ;  particularly 
applied  to  a  house  projecting  from  a  bridge.— Du  Cange. 

DoHus  ScHOLARUM,  low  Lat.;  a  school  house  attached  to  an 
ecclesiastical  edifice.  In  the  register  of  W.  Courteney,  Arch- 
bishop of  Canterbury,  relating  to  a  convocation  at  Salisbury, 
in  1384,  it  is  stated  to  have  been  held  "  in  domo  scholarum 
in  CfBmiterio  ecclesiffi  situata."  [Uody's  History  of  Convo- 
cations, 8vo.  pt.  iii.  p.  236.]  Some  English  cathedrals  still 
retain  this  appendage,  as  Canterbury,  Worcester,  Hereford, 
Winchester,  &c. 
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DoMus  TuRRALBy  Lat. ;  a  house  with  a  tower  or  towers.  The 
term  appears,  from  Du  Cange,  to  have  been  in  use  in  the 
thirteenth  century. 

Donjon,  Fr.;  schlosse-thurm,  Ger. ;  the  principal  tower  of  a 
castle,  which  is  generally  situated  on  a  natural  or  artificial 
mount,  and  usually  in  the  innermost  court,  or  ballium :  it  was 
called  also  the  donjon-tower,  or  keep.  Its  lowest  part,  or  sub- 
structure, was  commonly  used  as  a  prison,  cell,  or  dungeon, 
for  the  confinement  of  captives. 

Door,  tfu^a,  Gr. ;  *w)|ia, *&vji, ^vjie,  Sax.;  thur^  Ger.;  a  movable 
piece  of  framed  timber  placed  upon  hinges,  or  sliding  in 
grooves,  and  used  to  close  or  shut  up  an  opening  called  a 
doorway.  The  distinction  between  the  doorway  and  the  door, 
which  closes  it,  is  both  reasonable  and  convenient ;  and  much 
confusion  prevails  in  the  works  of  many  writers  who  have 
confounded  the  one  with  the  other.  Doors  are  of  various 
materials,  forms,  sizes,  and  patterns:  those  of  Solomon's 
temple  are  recorded  in  Scripture  as  being  made  of  olive-wood ; 
the  inhabitants  of  fiabylon  and  of  ancient  Egypt  probably 
used  bronze  and  other  metals.  (See  Doorway,  and  Gate.) 
The  Greeks  and  Romans  made  their  doors  of  various  mate- 
rials, and  usually  formed  them  of  two  leaves,  or  halves  turning 
upon  hinges,  and  opening  in  the  middle;  they  were  often 
covered  with  elaborate  ornaments  of  ivory,  and  of  precious 
metals.  Those  of  the  middle  ages  (of  which  a  few  specimens 
are  given  in  the  annexed  Plates  of  Doorways)  were  often 
skilfully  made,  and  adorned  with  ornamented  handles, 
knockers,  locks,  and  tracery ;  but  as  they  were  of  more  fragile 
materials  than  the  buildings  to  which  they  belonged,  the 
existing  examples  of  ancient  doors  are  not  numerous. 

Doorway,  an  opening  in  a  wall  used  as  the  entrance  to  an 
apartment,  or  to  an  edifice.  The  forms  and  designs  of  door- 
ways are  found  to  participate  in  the  characteristics  of  the 
#  different  classes  of  architecture  in  which  they  have  been  used  : 
those  of  the  most  ancient  nations,  Egypt  and  Greece  amongst 
the  number,  are  chiefly  rectangular,  and  covered  by  plain 
horizontal  lintels ;  though  the  jambs  of  some  of  the  later 
specimens  converge  inwards,  from  the  base  to  the  lintel, 
which  latter  occasionally  forms  an  ornamental  entablature. — 
The  different  parts  of  doorways  were  dedicated  by  the  ancients 


a  dog;  in  the  absence  of  which,  as  at  Pompeii,  that  animal 
was  frequeotly  painted,  or  represented  in  mosaic,  with  the 
words  "Cave  Canem"  inscribed  beneath.  The  hospitable 
"  Salve,"  also,  was  inscribed  in  a  similar  manner  at  the  en- 
trances of  many  of  the  houses  of  Pompeii,  fn  the  Egyp- 
tian temple  of  Denderah  is  a  highly  decorated  doorway,  30 
feet  in  height,  by  29  feet  wide  at  the  ground ;  a  bold  tonia 
moulding  runs  up  its  salient  edges  and  returns  at  the  top. 
That  in  the  propylon  of  the  temple  of  Carnali,  in  Egypt,  is 
64  feet  feet  high.  Oa  the  introduction  of  the  circular,  and, 
subsequently,  of  the  pointed  arch,  these  forms  were  immedi- 
ately applied  to  doorways,  as  well  as  to  all  other  apertures; 
and,  in  the  religious  edifices  of  the  middle  ages,  much 
attention  was  bestowed  upon  the  designs  and  adornment  of 
the  entrances,  particularly  those  in  the  west  fronts  of  cathe- 
drals. Sixteen  examples  of  English  doorways,  from  the  ear- 
liest to  the  latest  class,  and  including  some  of  the  simplest 
and  most  elaborate  examples,  are  delineated  in  the  accom- 
panying plates. 

Of  those  in  Plate  I,  fig.  1,  from  Briiworth  Church, 
If  orthamptonshire,  if  not  of  Roman  workmanship,  is  of  Ro- 
man character  and  materials;  the  arch,  jambs,  and  wall, 
being  constructed  with  the  bricks  peculiar  to  that  people. 
Fig.  2,  from  Earls  Barton  church,  is  regarded  as  Anglo- 
Saxon,  from  therudenessof  the  design,  and  of  its  masonic  ex- 
ecution. [See  an  account  of  this  building,  with  illustrations, 
in  Arch.  Antiq.,  vol.  v.]  Fig.  3,  from  the  interior  of  the 
north  transept  of  Norwich  Cathedral,  is  of  the  age  of  Bishop 
Lozinga,  about  the  yenr  1 100.  In  this  and  the  three  follow- 
ing doorways  the  whole  of  the  arch  is  filled  up  with  masonry, 
and  adorned  with  different  sculptured  ornaments.  Fig.  4, 
an  interesting  example,  comprising  columns  with  spiral  flutes, 
a  zigzag  archivolt  moulding,  and  some  curious  sculptures;  is 
from  Estendine  Church,  Rutlandshire,  and  is  supposed  to  have 
been  erected  early  in  the  eleventh  century.  [Carter's  Am. 
Arch,^  Fig.  5,  from  Barfreston  Church,  Kent,  is  probably 
of  the  time  of  William  the  Conqueror;  and  fig.  6,  from  the 
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Conventual  Church,  at  Ely,  is  another  Norman  example  of  the 
twelfth  century^  though  Bentham,  &c.,  consider  it  of  the 
seventh.  The  column  is  small  in  proportion  to  its  height, 
and  has  a  band  at  the  middle ;  the  mouldings  of  its  base  and 
capital  being  bold  tori,  with  deep  hollows. 

Plate  II.  (incorrectly  inscribed  Plate  I.)  contains  six  door- 
ways, the  dates  of  which  are  as  follows: — Fig.  1,  Jew's 
house,  Lincoln,  about  1 140,  is  a  very  curious  and  interesting 
example  of  Anglo-Norman  domestic  architecture,  in  which 
there  are  columns  at  the  jambs,  an  ornamental  archivolt,  and 
a  bold  label  moulding.  [Pugin's  Specimens  of  Goth.  Arch.'\ 
In  Fig.  2,  Salisbury  Cathedral,  about  1250,  the  opening  is 
formed  by  a  cinquefoil  moulding,  with  cusps,  and  is  enclosed 
within  a  very  flat  arch.  Fig.  3,  from  St.  John's  Chapel, 
Norwich  Cathedral,  now  a  School-house,  (about  1300),  is  a 
double  archway,  one  retiring  behind  the  other,  as  shewn  in 
the  plan.  The  door  is  ornamented  with  iron  scroll*work, 
connected  with  its  hinges.  IBritton's  Cath.  Antiqs.,  Nor^ 
wichy  p.  39.]  Fig.  4,  is  from  St*  George's  Chapel,  Windsor, 
about  1300 :  fig.  5,  the  entrance  to  the  great  tower  of  Tat-- 
tershall  Castle,  (incorrectly  engraved  Church),  Lincolnshire ; 
and  fig.  6,  from  Horn  Church,  Essex,  date,  probably,  about 
1440.  The  two  latter  are  amongst  the  latest  class  of  pointed 
arch  doorways,  having  square  label  mouldings  and  ornamented 
sprandrils. 

Plate  III.  (inscribed  Plate  II.)  exhibits  four  doorways, 
each  divided  by  a  central  column  into  two  openings.  Fig.  1, 
is  from  Higham  Ferrars  Church,  Northamptonshire :  its  en- 
trances have  flat  segmental  arches,  and  are  enclosed  within 
a  large  pointed  arch,  the  intervening  space  being  occupied  by 
a  pedestal  for  a  statue,  and  some  scriptural  subjects  in  basso- 
relievo.  Fig.  2,  from  the  Chapter-house  of  Lichfield  Cathe- 
draly  (a  beautifully  symmetrical  example),  contains,  within  a 
pointed  arch  of  numerous  mouldings,  and  supported  by  several 
columns,  two  others  more  acutely  pointed,  each  of  the  latter 
having  within  it  a  trefoil  arch,  forming  the  opening.  Its 
date  is  about  1200.  Fig.  3,  being  the  western  entrance  to 
the  same  cathedral,  is  remarkable  for  the  profusion  of  statues, 
canopies,  and  elaborate  sculptures  with  which  it  is  orna- 
mented :  the  tracery  of  the  doors,  and  the  form  of  the  crockets, 
are  also  worthy  of  notice.    Date,  about  1235.    [A  larger  en- 


In  the  eno^Ted  title-page  to  this  volume,  is  a  representa- 
tion of  the  south  porch  of  King's  College  Chapel,  Cambridge, 
within  which  is  a  very  highly  ornamented  doorway.  [See 
Arch.  Antiq.,  vol.  i.] 

The  Rev.  R.  Willis,  in  his  Remarks  on  the  Architecture 
of  Italy,  p.  113,  has  an  essay  on  the  forms  and  characteristic 
varieties  of  Italian  doorways ;  and  Mr.  T.  L.  Donaldson  has 
recently  published  an  interesting  work  on  the  Ancient  and 
Modem  Doorways  of  Greece  and  Italy. 

Doric  Ordeb.     (See  Order.) 

DoRMAN,  a  onws  beam.  "  The  braces  bind  down  and  hold  &st 
the  dormant  to  the  studs  (upright  posts),  and  lean  txa  them 
both." — Gale  of  Languages  unlocked,  Art.  546. 

DoRMAN-TREE,  from  dormant,  Fr.,  sleeping;  and  tpeo,  Sax., 
wood ;  a  lai^e  beam  lying  across  a  room ;  a  joist,  or  sleeper. 
The  latter  term  is  used  in  a  similar  sense,  and  both  are  alike 
applied  to  any  joists  or  beams  fixed  horizontally.  Du  Cange 
gives  a  quotation,  in  which  the  word  dormitor  has  the  same 
signification. 

Dormer-window,  an  opening  for  light  in  the  sloping  roof  of  a 
building,  having  its  frame  in  a  perpendicular  position ;  pro- 
bably so  called  from  lighting  dormitories.  It  is  sometimes 
called  a  porch-window;  and  Cotgrave,  under  the  name  of 
Fenestre  Flamande  (Flemish  window),  describes  a  singular 
variety  of  it,  "A  five-cornered  window  of  timber  work, 
bearing  out,  in  the  upper  parts,  from  the  roof  of  a  house, 
&€.,  and  settled  in  the  bottome  upon  the  height  of  the 
house-wall."  Dormer-windows  are  frequently  met  with  in 
the  steep  roofa  of  houses  in  France  and  Flanders,  where 
they  are  often  peculiarly  rich  in  detail,  and  curious  in  con- 
BtvuctioD.  [See  Woods'  Lettersofan  Architect,  i.  83.]  The 
word  is  defined  by  some  old  writers  as  "a  close  window, 
having  no  casement." 

DoRHiTORV,  DoRTOB, dormiVorium,  Lat.;  dormitoire,dortoire, 
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Fr. ;  a  chamber,  or  sleeping  apartment.  Those  of  monas- 
teries were  usaally  long  rooms  divided  by  small  partitions,  for 
the  beds  of  the  monks.  The  term  dortor  occurs  in  a  Survey 
of  the  Priory  of  St.  Helens,  London,  23d  Henfy  VIII. 
ArchcBologiaf  xvi.  30. 

Dos  o'ane,  Fr.y  a  term  denoting  an  obtuse  ridge,  formed  at  the 
apex  of  two  inclined  planes.  Many  old  stone  coffins  have 
their  lids  shaped  en  dos  d^ane,  (literally,  like  an  ass's  back), 
such  as  that  of  William  Rufus,  in  Winchester  cathedral,  re- 
presented ift  plate  xiii.  of  Britton's  Cathedral  Antiqs.,  Win" 
Chester, 

DosEL,  DosER,  from  dos^  Fr.,  the  back ;  a  hanging  of  rich 
stuiT,  or  a  screen  of  ornamental  wood-work,  at  the  back  of  a 
throne,  or  chair  of  state. 

Dove-Tail,  queue  d^hirondelle,  Fr.,  swallow's  tail ;  a  manner  of 
closing  or  fastening  together  pieces  of  timber,  by  indenta- 
tions or  notches  resembling  the  tail  of  a  dove  or  swallow. 

Dowels,  pins  of  wood  or  iron,  used  at  the  edges  of  boards  in 
laying  floors,  to  obviate  the  appearance  of  nails  on  the  sur- 
face. Floors  thus  constructed  are  called  dowelkd  floors. 
[LoudmCs  Architectural  Magazine,  vol.  i.,  p.  319.]  The 
word  is  probably  a  corruption  of  dove-tail. 

Drawbridge,  a  movable  floor  usually  of  timber,  so  constructed 
as  to  be  raised  or  lowered  at  pleasure.  Its  principal  uses 
were  to  serve  the  purpose  of  a  roadway  over  water  or  a  dry 
foss.  Modern  drawbridges  to  locks  and  docks  are  usually 
made  to  open  and  shut  horizontally. 

Draute-Chambsr,  a  retiring  or  withdrawing  room.  '*  I  have 
take  the  mesure  in  the  draute  chant ,  y^  as  ye  wold  yo'  cofors 
and  yo**  cowntewery  [counter  or  desk  to  sit  and  write  at]  shuld 
be  sette  for  the  whyle."    {Fenn*s  Paston  Letters,  iii.  324.) 

Dresser,  dressoir,  Fr. ;  dressorium,  directorium,  dretectorium, 
Lat. ;  a  fixed  table,  or  board  in  a  kitchen.  The  cook's 
■knocking  on  the  dresser  was  the  signal  for  the  servants  to 
take  the  dinner  from  the  kitchen.  ''  Then  must  he  warn  to 
the  dresser.  Gentlemen,  and  yeomen,  to  dresser,'* — North- 
umberland  Household  Book,  p.  423. 


Drip,  Dbipstonb,  Dripping  Eaves,  the  projecting  moulding 
or  corDJce,  forming  a  canopy  to  a  doorway,  and  to  a  window. 
It  is  usually  hollowed  in  the  under  part.  Tor  the  rain  or  cod- 
deneed  moisture  to  drop  from.  Horizontal  mouldings  on 
walls  and  the  corona  of  a  cornice  are  occasioD&ily  called 
drip-stones.    (See  Eaves.) 

Drops.    (See  Guttx.) 

Druell,  (John),  Archdeacon  of  Exeter  in  the  fifteenth  century, 
was  employed  at  All  Soul's  College,  Oxford,  hy  the  founder. 
Archbishop  Chichele.  Walpole's  Anecdotes,  by  Dallaway, 
Tol.i.,  p.  213. 

Drum,  the  core  or  centre  of  the  Corinthian  and  the  composite 
capitals ;  otherwise  called  the  rase,  or  basket. 

DvSy  Dune,  from  dun,  Brit.,  a  hill ;  a  circular  building  with  a 
hemispherical,  or  conical  roof,  formed  of  rough  stones  without 
cement.  There  were  formerly  several  examples  of  these  houses 
enclosed  within  the  areas  of  hill-forts  in  the  northern  parts  of 
Scotland  and  the  Orkney  Islands.  They  are  supposed  to  have 
been  raised  by  the  original  inhabitants  of  those  countries.  Their 
walls  were  in  some  instances  found  to  be  double,  with  galleries, 
or  horizontal  passages  running  through  them,  connected  by 
perpendicular  openings  from  the  top  to  the  bottom.  Some  of 
the  walls  were  vitrified  ;  a  circumstance  which  has  been  vari- 
ously accounted  for  by  different  writers.  John  Williams 
[Account  of  Remarkable  Ruins,  1777,]  and  James  Anderson 
[Archaolo^a.  v.  241,  vi.  88,]  maintain,  that  the  vitrifaction 
was  effected  intentionally,  when  the  walls  were  erected,  as  a 
mode  of  strengthening  the  building;  whilst  other  writers 
have  ascribed  the  vitrified  masses  to  the  operation  of  acci- 
dental fires,  or  volcanic  eruptions. 

Several  dunt  are  described  and  illustrated  in  the  fiflb  and 
sixth  volumes  of  the  Archteologia :  in  Pennant's  Voyage  to 
the  Hebrides,  p.  337;  in  Chalmers's  Caledonia,  vol.  i. ;  in 
Roy's  Military  Antiquities;  and  in  the  works  of  other  writers 
on  the  antiquities  of  Scotland  and  the  Hebrides. 

Dungeon, <Juff;o,t/otnnio,  low Lat.;  dongeon.Vr.;  a  prison;  so 
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called  from  its  being;  situated  in  the  donjon  or  keep  of  a  cas- 
tle. The  term  is  used  by  Eadmer  as  synonymous  with  the 
donjon,  or  central  tower  of  a  castle :  and  domnio  occurs  with 
the  same  signification  in  a  chronicle  quoted  by  Du  Cange. 
The  word  dun,  a  hill,  found  in  various  Teutonic  dialects,  ap- 
pears to  be  the  root  whence  these  terms  are  derived. 

DuNSTANy  Archbishop  of  Canterbury,  who  died  in  988,  built  a 
cell  at  Glastonbury,  and  was  skilful  in  mechanics.  Angi. 
Sacr.  ii.  96.  Lingard^s  Antiqs.  of  the  Anglo-Sax.  Church, 
2d  ed.,  p.  143. 


E 


Ban  BALD,  archbishop  of  York  in  the  eighth  century,  was  em- 
ployed, in  conjunction  with  Alcuin,  in  superintending  the 
erection  of  the  cathedral.  Britton*$  Cath.  Antiqs.,  York,  p. 
28.  See  the  Life  of  Alcuin,  with  his  poem,  "  de  Pontificibus 
et  Sanctis  Ecclesics  Ebor.,**  published  by  Dr.  Gale,  in  1691. 

Ear,  same  as  An  cone,  which  see. 

Earth-Table,  Ground-Table,  in  a  building,  the  course  of 
stones  level  with  the  earth. 

Eastria,  or  Eastry,  (Henry  de),  prior  of  Christ  Church,  Can- 
terbury, repaired  the  whole  choir  of  that  cathedral  about  the 
year  1304.  He  also  constructed  three  new  doorways,  a 
pulpit,  the  present  organ  screen,  two  new  gables  to  the  chap- 
ter-house, and  a  steeple  on  the  north  side  of  the  church,  since 
taken  down.  These  works  are  said  to  have  cost  the  sum  of 
£839  7s,  Sd.  He  also  erected  many  edifices  in  various  parts 
of  the  possessions  of  the  priory ;  and,  according  to  Batteley, 
presided  for  the  space  of  47  years.  Britton*s  Cath.  Antiqs. 
— Canterbury,  pp.  38,  61.  Somner*s  Antiqs.  ofCanbury,  2d 
ed.  p.  144.     Batteley  s  Cani.  Sacr.  p.  116. 

Eaves,  epere.  Sax.,  the  lower  edge  of  the  roof  of  a  building, 
overhanging  the  wall  so  as  to  throw  off  rain  without  injury 
to  the  fabric. 

Ebor,  (John  de),  abbot  of  Fountains  Abbey,  Yorkshire,  from 
the  year  1203  to  1209,  laid  the  foundations  and  began  to 
build  the  abbey  church.     Leland*s  Collectanea,  vol.  iii.  p.  109. 


used  by  old  writers  u>  signify  churches  of  different  sizes. 
Ecclesiastical  or  Sacred  AitCHtTEcTURK.     (See  Archi- 
tecture, and  Christian  Architecture.) 

EcHEA,  yix^'lii,  from  nx*")  Gr.,  I  sound  ;  bronze  or  earthem  ves- 
sels placed  under  the  seats  of  ancient  theatres,  to  assist,  by 
their  resonance,  the  voices  of  the  performers.  Vitruvius  says 
they  were  fixed  "  with  a  due  regard  to  the  laws  of  harmony 
and  physics,  their  tones  being  fourths,  fifths,  and  octaves; 
so  that  when  the  voice  of  the  actor  was  in  unison  with  the  pitch 
of  these  instruments,  its  power  was  increased  by  impinging 
thereon."  [^Gwilt's  Vitruv.  p.  ti.]  Similar  means  are  said 
to  have  been  employed  in  some  of  the  early  churches,  to 
assist  the  voices  of  the  priests  and  choristers :  Professor 
Oberlin  discovered  similar  vases  in  various  parts  of  the  vaulted 
ceiling  of  the  choit  of  Strasbui^  cathedral. 

Echinus,  t^mi,  Gr.,  an  egg;  a  moulding  of  eccentric  curve 
used  in  the  capitals  and  entablatures  of  the  classic  orders, 
derives  the  names  of  echinut  and  ovalo  from  being  usually 
ornamented  with  truncated  spheroids,  or  carved  eggs  having 
one  end  cut  off,  alternately  with  representations  of  an  anchor, 
or  tongue ;  and  from  this  circumstance  the  moulding  is  called 
the  egg  and  tongue,  and  egg  and  anchor.     (See  Ovalo.) 

Ec  h  o,  tix",  Gt.,  from  nxa,  sound,  is  often  occasioned  in  a  vault, 
passage,  arch,  and  other  parts  of  a  building,  constructed  so  as 
to  return  and  reverberate  sound ;  or,  in  other  words,  to  produce 
an  echo.  The  principles  of  acoustics  may  be  calculated  with 
sufficient  accuracy,  to  produce  an  echo  in  any  building;  and 
some  singular  instances  exist  in  which  such  a  result  is  ob- 
tained ;  but  it  is  scarcely  to  be  supposed  that  buildings  were 
ever  erected  with  a  view  to  such  an  object.  The  whispering 
gallery  of  St.  Paul's  Cathedral,  London,  is  a  well-known  ex- 
ample, in  which  the  slightest  sound  is  conveyed  from  side  to 
side  with  amazing  rapidity  and  distinctness.  The  diameter 
of  the  gallery  is  about  109  feet.  At  Gloucester  Cathedral  is 
a  narrow  passage,  or  whispering-gallery,  at  the  east  end  of  the 
clioir,  which  has  the  power  of  transmitting  or  reverberating 
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sound  in  a  surprising  manner.  It  is  seventy-five  feet  long, 
three  feet  wide,  and  eight  feet  high,  and  has  five  angles  in 
the  course  of  its  length.  IBritton's  Cath.  Antiqs.-^Gloucester.'] 
Woods  (Letters  of  an  Architect,  vol.  ii.  p.  120.)  mentions  a 
church  at  Ferrara  famous  for  its  echoes.  From  the  alcoves 
on  Westminster  bridge,  a  strong  echo  is  produced :  a  low  or 
faint  sound  made  in  one  alcove  is  distinctly  heard  by  a  person 
standing  in  that  which  is  opposite. 

Edifice,  (Bdificium,  Lat.;  a  name  applied  to  any  building,  but 
generally  confined  to  one  of  a  large  or  splendid  character. 
Edification  was  frequently  used  with  the  samemeaning,  and 
edify  {(Bdes,  a  house,  and yacto,  to  make)  signified  to  build,  or 
construct  an  edifice,  and  was  sometimes  extended  to  its 
establishment,  or  endowment. 

Ednoth,  a  monk  of  Worcester,  superintended  the  erection  of 
the  church  and  conventual  offices  of  the  abbey  of  Ramsey, 
the  former  of  which  was  completed  in  the  year  974.  Britton*s 
Arch.Antiq.,  vol.  v.,  p.  126. 

EFFORSAREy  low  Lat. ;  to  fortify.  In  the  confirmation  of  the 
privileges  of  the  church  of  Narbonne,  in  1165,  apud  D* acker 
spiciL,  tom.  xiii.,  p.  319,  it  is  said, ''  Liceat  jam  dicto  Pontic 
Archipra^suli  et  successoribus  suis,  omnia  castra,  &c.,  condi- 
rigere  et  efforsareJ^ 

Effigy,  effigies^  Lat.,  from  effingo,  to  fashion ;  the  image,  statue, 
or  full-length  portraiture,  of  a  person  in  stone  or  wood.  From 
the  twelfth  to  the  sixteenth  century,  it  was  customary  to 
place  effigies  of  monarchs,  ecclesiastics,  nobles,  warriors,  and 
ladies,  upon  their  tombs.  The  ''  Sepulchral  Monuments,*^  by 
Mr.  Gough,  and  the  "  Monumental  Effigies,^*  by  Mr.  Stothard, 
shew  how  skilfully  and  tastefully  these  effigies  were  executed, 
and  also  their  value  as  representations  of  ancient  costume, 
and,  in  many  instances,  of  the  features  of  public  characters 
of  whom  few  other  memorials  exist.  The  latter  work  is  highly 
interesting  and  valuable  for  the  fidelity  with  which  all  the 
effigies  are  delineated,  and  the  labour  and  skill  bestowed  by 
the  artist  in  discovering  and  making  out  the  colours  and  de- 
tails of  the  various  objects.  The  descriptive  and  historical 
accounts  by  Mr.  Kempe  display  great  research  and  know- 
ledge of  archaeology.    The  reader  is  also  referred  to  B/oxam's 


rebuilding  of  his  cathedral, onits  destruction  by  tire,  in  741 : 
the  church  was  completed  by  his  successor,  Albert. — 
Briiton's  Cath.  Antiqt.—York,  p.  28. 

Eginhart,  orEiNARD,  the  secretary  aod  aon-io-law  of  Cbarle- 
magoe,  was  appointed  superintendent  of  hia  buildings.  He 
died  in  the  year  839. 

Egwin,  bishop  of  Worcester,  in  the  beginning  of  the  eighth 
century,  is  mentioned  as  having  built  or  founded  the  monas- 
tery of  Evesham ;  which  was  consecrated  by  his  successor, 
Wilfrid,  in  the  year  IW.—Angl.  5acr.. vol.  i.  p.  470.  May's 
History  of  Evesham,  p.  18. 

Elbvation  ;  elevatio,  Lat.,  from  e  and  leva,  to  raise;  orthogra- 
pkia,  low  Lat. ;  faceiata,  Ital. ;  the  front,  or  any  other  ex- 
tended face  of  a  building;  a  geometrical  delineation  of  an 
object  according  to  its  vertical  and  horizontal  dimensions, 
without  regard  to  its  thickness  or  projections. 

Ellbrton,  or  Elreton,  (Henry  de),  master  mason,  and  pro- 
bably architect  of  Caernarvon  Castle,  erected  under  Edward 
I.,  in  1283.     Britton's  Arch.  Antiq.,  vol.  iv.,  p.  168. 

Elliptic  Arch.    (See  Arch.) 

Elot,  (St.),  a  French  ecclesiastic  of  the  seventh  century,  cele- 
brated for  his  architectural  designs,  but  more  for  his  alcill  as 
an  artificer  of  ornamental  works  in  gold  and  silver.  Amongst 
hia  works  was  a  monastery  at  Solognac,  near  Limoges;  a 
convent  for  nuns,  at  Noyon,  (of  which  city  he  was  made 
bishop) ;  the  churches  of  St.  Paul,  and  St.  Martial,  at  Paris ; 
and  a  number  of  magnificent  shrinea  of  gold,  silver,  and 
jewellery.  He  died  in  the  year  663.  Andoen.  VitaS.  Eligii. 
ap.  spicihg.  D'Acherii,  torn.  v. 

Ei.PHEGE,  the  second  bishop  of  Winchester  of  that  name,  held 
the  see  from  984  to  1006;  and  is  said,  by  Lingard,  {Anttqs. 
of  the  Anglo-Sax.  Church,  2d  ed.,  p.  414.),  to  have  built 
part  of  the  crypts  of  his  cathedral ;  but  these  are  more  com- 
monly attributed  to  Ethelwold,  his  predecessor.  Elphege 
was  killed  by  the  Danes,  at  Greenwich,  Kent,  in  the  year 
1013.     Britton's  Cath.  Avtiq.,  Winchester. 
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Embattled,  crenellated ;  indented  with  notches;  or  provided 
with  battlements.  (See  Barbican,  Battlement,  Cre- 
nelle.) 

Embattled  Fret.    (See  Fret.) 

Emblem,  i^CXii^cMe,  Gr. ;  an  allegorical  representation  of  a 
person  or  object,  indicative  of  its  character  or  quality. 
Emblems  were  extensively  used  by  the  early  Christians,  and 
during  the  middle  ages ;  all  vices  and  virtues,  saints  and 
countries,  having  some  pictorial  sign  by  which  they  were 
indicated.  The  emblem  of  the  Christian  religion  was  a  cross ; 
the  Saviour  was  typified  under  the  form  of  a  lamb ;  the  four 
evangelists  were  accompanied  by  figures  of  certain  animals ; 
and  the  apostles  were  also  designated  by  some  emblem  con- 
nected with  their  lives  or  sufferings.  These  distinguishing 
marks  were  probably  adopted  from  the  mythology  of  the 
ancients,  and  many  of  them  are  still  recognised  by  artists. 
They  were  at  first  purely  allegorical ;  but,  in  the  sixth  cen- 
tury, when  the  new  faith  was  generally  recognised,  actual 
representation  succeeded  to  obscure  allusion,  and  the  cruci- 
fixion of  Christ  was  then  first  plainly  exhibited  in  sculpture. 

Embossed,  adorned  with  bosses  or  raised  figures. 

Embossment,  a  prominence  or  boss ;  figures  and  other  carved 
work  in  relief.    (See  Boss.) 

Embrasure,  Fr.,  from  ebraser,  to  mden  \  fenestra,  low  Lat.; 
cannonierOf  Ital.;  an  aperture  in  the  wall,  or  parapet  of  a  for- 
tress, splaying  or  widening  inwards,  and  used  for  the  dis- 
charge of  missile,  or  war-weapons.  The  crenelle,  or  rectan- 
gular opening  in  a  parapet  is  often  thus  styled,  though  a 
parapet  may  be  provided  with  both  crenelles  and  embrasures. 

Emplbcton,  tfi^\fixro¥y  Gr.;  a  kind  of  walling  used  by  the 
Greeks  and  Romans,  of  which  the  exterior  parts  were  con- 
structed with  wrought  stones,  and  the  inside  filled  up  with 
others,  unwrought,  with  rubble  and  cement.  [Gunlt*8  Vitruv.j 
p.  57.]  Some  of  the  massive  columns  and  walls  of  the  Christ- 
ian churches  were  so  constructed. 

Enamel,  en  and  einatV,  Fr.;  a  vitrified  substance,  the  basis  of 
which  is  a  transparent  and  fusible  glass,  to  which  colour  and 
opacity  are  given  by  the  addition  of  metallic  oxides ;  it  is 


the  Greeka  and  RomaDs,  by  which  latter  people  it  waa,  in 
all  probability,  introduced  into  Britain.  Many  enamelled 
ornaments  hare  been  found  in  the  barrows  of  this  country; 
the  most  remarkable  of  which  was  discovered  by  John  Gage, 
Esq.,  in  the  year  1836,  in  exploring  one  of  the  great  barrows, 
called  Bartlow  Hills,  Essex,  who  has  given  an  interesting 
account  of  the  antiquities  then  found,  in  the  26th  volume  of 
ArchtBologia !  in  which  is  a  representation  ofa  singular  vase, 
with  a  loose  handle,  thesurface  of  which  iscovered  with  enamel. 
At  Oxford  is  preserved  an  enamelled  jewel,  found  at  Atheiney, 
which  bears  an  inacription,  stating  it  to  have  been  made  by 
command  of  Alfred  the  Great.  Walpole  says,  "it  is  certain 
that  in  the  reigns  of  the  two  first  Edwards,  there  were  Greek 
enamellers  in  England,  who  both  practised  and  taught  the 
art."  {Anecdolei  of  Painting,  ^c,  by  Dalhway,  vol.  i.,  p. 
41.]  The  shrine  of  Edward  the  Confessor,  in  Westminster 
Abbey  church,  erected  by  Henry  III.,  still  retains  portions 
of  enamelled  ornaments ;  and  the  crosiers  of  William  of 
Wykeham,  at  New  College,  (of  the  time  of  Edward  III.), 
and  of  Bishop  Fox,  at  Corpus  Christi  College,  Oxford  (of 
the  begi(iniDg  of  the  16th  century),  afford  interesting  exam- 
ples of  the  use  of  this  beantiful  art.  There  is  a  very  curious 
and  richly  eoamelled  cup  of  silver  gilt,  in  the  possession  of 
the  corporation  of  Lynn,  io  Norfolk.  It  is  represented  by 
Carter,  in  his  Ancient  Sculpture  and  Painting,  and  is,  by  him, 
as  by  moat  other  writers,  called  King  Jokn't  Cup,  from  a 
tradition  of  its  having  been  presented  to  the  corporation  by 
that  monarch.  Sir  Samuel  R.  Meyrick,  however,  is  decidedly 
of  opinion  that  it  is  not  older  than  the  time  of  Edward  the 
III.  [See  Shaw'i  Ancient  Furniture,  1836,  p.  55.  In  this 
volume  the  cup  in  question,  as  well  as  an  interesting  enamelled 
casket,  a  candlestick,  two  salt-cellars,  a  tankard,  and  other 
articles,  are  beautifully  represented.]  Part  of  the  ornaments 
on  the  effigy  of  Edward,  the  Black  Prince,  in  Canterbury 
Cathedral,  were  also  enamelled  ;  and  the  art  appears  to  have 
been  applied  to  an  immense  variety  of  objects.  In  an  in- 
strument, dated  1429,  quoted  in  Rymer's  Feedera,  torn.  x.,p. 
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433,  are  the  following  words : — "  Tria  coleria  aurea,  quorum 
duo  sunt  anamelata  cum  albo."  The  workmen  of  Limoges, 
in  France,  were  celebrated  in  the  twelfth  and  thirteenth  cen- 
turies for  their  skill  in  enamelling ;  and  several  eminent  French 
enamellers  practised  in  England  in  the  sixteenth  and  seven- 
teenth centuries ;  but  probably  none  of  them  carried  the  art 
to  such  perfection  as  it  has  attained  in  this  country  within 
the  nineteenth  century. 

Enchased,  ornamented  with  figures  in  low  relief. 

End-Irons,  And-Irons,  or  Dogs,  articles  of  household  furni- 
ture used  in  fire-places  to  sustain  the  ends  of  logs  of  wood. 
Skinner  [Etifmologicon]  suggests  three  etymologies  of  the 
term:  1.  irons  that  may  be  moved  by  the  hand;  2.  end- 
irons,  from  their  supporting  the  ends  of  wood;  3.  brand-irons, 
as  if  a  corruption  of  the  Saxon  word  to  bum.  In  Shrop- 
shire, and  the  neighbouring  counties,  they  are  called  cob-irons: 
and  the  term  end-irons  is,  in  Yorkshire,  applied  to  two  mov- 
able iron  plates  used  to  contract  the  fire-place.  When  a  large 
fire  is  wanted  they  are  placed  at  some  distance  apart,  and  are 
brought  nearer  together  for  a  small  fire. 

Engaged  Columns  are  such  as  are  partly  united  in,  and  partly 
relieved  from,  walls  and  piers.  Such  columns  are  common 
both  in  classical  and  in  Christian  architecture ;  the  proportion 
of  the  shaft  inserted  in  a  wall  varying  from  one  to  three 
fourths  of  its  circumference.  Numerous  examples  of  engaged 
columns  are  represented  in  the  accompanying  Plates  of 
Arcades,  Arches,  Bases,  Capitals,  &c. 

English  Bond  ;  an  arrangement  of  bricks,  or  stones  in  a  wall, 
in  which  the  length  of  those  in  one  course  is  inserted  in  the 
thickness  of  the  wall,  whilst  those  of  the  next  course  have 
their  length  parallel  to  its  face.     (See  Bond.) 

Entablature,  Intablature,  in,  upon,  and  tabula^  Lat,  a 
tablet ;  the  horizontal  mass  of  ornamental  masonry  in  a 
columnar  ordinance,  which  rests  upon  the  tablet  or  abacus  of 
the  column;  and  divided  into  architrave,  frieze,  and  cornice. 
The  first  is  the  lowest  member,  upon  which  rests  the  frieze; 
whilst  the  cornice  forms  the  summit  of  the  entablature.  All 
these  members  are  composed  of  various  mouldings  and  orna- 
ments in  the  diiTcront  classic  orders.     The  entablature  is 
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found  ia  the  architectural  ruins  of  Grecian  and  Roman  build- 
ings, and  in  professed  imitations  of  them ;  and  is  also  traced 
in  some  of  the  Egyptian  temples. 

ENTAii.,enfai//er,Fr.,tocutin;  intag!io,lta\.;  a  term  applied  to 
certain  old  carving  and  sculpture.  In  an  agreement  with  the 
Marbler,  dated  35  Henry  VI.,  for  a  portion  of  the  tomb  of 
Richard,  Earl  of  Warwick,  be  covenants  "  to  do  all  the  work 
and  workmanship  about  the  said  tombe  to  the  entail,  accord- 
ing to  a  portraicture  delivered  him.  And  for  all  the  said 
marble,  carriage,  and  work,  he  was  to  have,  in  sterling  money, 
xIt./i.  The  ailailing  to  be  at  the  chai^  of  the  ezecutora." 
{Britton's  Arch.  Antiq.  vol-  iv.  p.  12.]  Probably  the  finish- 
ing portion  of  the  artist's  labours  was  in  those  days  paid  for 
according  to  the  time  it  occupied,  and  the  style  of  its  execu- 
tion. The  effigy  of  Bishop  Flemyng,  on  his  tomb,  in  Lincoln 
Cathedral,  has  the  robes  entailed  on  the  exposed  side,  but 
left  plain  on  the  other;  perhaps  on  account  of  the  expense  of 
the  work,  exceeding  what  had  been  contemplated.  [  Wilhon't 
Glossary,  in  Pugin's  Specimem  of  Goth.  Arch.'\  In  the  will 
of  Henry  VI.  is  the  following  passage,  applying  to  King's 
College  Chapel,  Cambridge ;  and  similar  words  are  used  in 
reference  to  the  College  of  Eton  : — "  I  will  that  the  edifica- 
tion precede  in  large  forme  of  my  said  colledge,  cleane  and 
substantial ;  setting  apart  superfluity  of  too  great  curious 
works  of  entaile  and  busie  moulding."  Stowe'i  ChronicUi, 
p.  381. 

Entalliatus,  low  Lat.,  from  entailler.Fr.,  to  cut;  wrought  or 
fashioned;  applied  to  stones  prepared  for  a  building.  "To 
John  Le  Rok,  Carpenter,  working  about  a  certain  penthouse, 
newly  constructed  over  the  stones  wrought — entalliatus — for 
the  chapel  of  St.  Stephen."  An  account  of  works  done  at  the 
Palace  of  Westminster,  13th  Edward  II.,  quoted  in  Bradley 
and  Britton's  Ancient  Palace  of  Westm.,  p.  121- 

Entasis,  iiranit,  Gr;  a  stretching,  or  swelling.  Columns  are 
said  to  have  entasis  when  their  diameter  does  not  diminish 
regularly  towards  the  top,  but  in  a  curved  line.  "  The  shaft, 
instead  of  being  the  frustum  of  a  regular  cone,  is  the  frustum 
of  a  cone  whose  outline  is  not  straight,  but  slightly  convex  ; 
so  that,  if  it  were  perfect,  its  vertical  section  would  have  the 
form  of  a  very  acute  pointed  arch."    {Hosking,  in  the  Ency 
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clopcsdia  Briiannica,  Article  Architecture.]    (See  Co- 
lumn.) 

Enterclose,  a  passage  of  commttnication  between  two  apart- 
ments.    William  of  Worcester's  Itinerary, 

Entersole,  entresol f  Fr.;  intertignatio,  Lat.;  mezzanine^  Ital.; 
a  story  of  low  rooms,  between  two  principal  floors. 

Epistyle,  tcet^rvXiov,  Gr. ;  according  to  its  etymology  is  synony- 
mous with  entablature;  but  is  commonly  restricted  to  the 
architrave,  or  that  part  of  a  building  which  rests  more  imme- 
diately upon  the  column ;  in  which  sense  it  has  also  been 
sometimes  used  to  signify  the  abacus. 

Epitaph,  t^i,  upon,  and  rafo^,  a  sepulchre;  an  inscription  to 
the  memory  of  a  deceased  person,  on  a  tomb,  mausoleum* 
sarcophagus,  or  cenotaph  :  also  an  eulogy,  whether  in  prose 
or  verse,  composed  without  any  view  to  its  being  affixed  on  a 
tomb.  The  custom  of  perpetuating  the  memory  of  the  dead 
by  some  durable  record,  as  it  appears  founded  in  our  most 
natural  affections,  may  every  where  be  traced  to  the  earliest 
periods  of  society.  Before  the  general  use  of  the  art  of  writ- 
ing, this  object  was  attained  by  barrows  and  cromlechs,  many 
examples  of  which  are  found  in  Britain,  as  well  as  in  other 
countries.  Genuine  epitaphs  have  been  found  of  an  age 
earlier  than  that  of  Pericles.  At  Sparta,  they  were  allowed 
only  to  persons  who  fell  in  battle,  the  early  Greek  epitaphs 
appearing  to  have  been  chiefly  brief  elegiac  lines:  many 
specimens  of  them  are  still  in  existence.  The  Romans  followed 
the  examples  of  the  Greeks,  occasionally  using,  however,  a 
concise  prose.  During  the  middle  ages,  a  barbarous  rhyming 
Latin,  and,  for  the  less  pompous  monuments,  an  English  verse, 
were  most  generally  used;  since  which  time  the  classical 
models  have  been  again  followed  ;  whilst,  in  other  instances, 
a  diffuse  and  rhetorical  style  has  been  employed :  probably 
introduced  from  France.  T.  Warton,  Popham,  Camden, 
Weever,  Toldervy,  and  other  writers,  have  published  collec- 
tions of  English  and  classical  epitaphs ;  and  Britton's  Bath 
Abbey  Church  contains  an  interesting  essay  on  the  subject, 
by  the  late  Rev.  J.  Conybeare. 

Ernulph.    (See  Arnulph.) 

Escape,  a  term  sometimes  used  to  designate  the  apophyge  of  a 
column.     (See  Apophyge.) 


scriptioa  on  the  said  tomb,  and  a  heai-se  to  cover  the  effigy; 
for  which  work  they  were  to  receive  the  sum  of  £125. 
lirittott's  Arch.  Antiq.,  vol.  iv.  p.  13.  Cough's  Sepulchral 
Monuments,  vol.  ii.  p.  116.  Slothard's  Mon.  Effigies. 
CsTRA,  low  Lat. ;  a  gallery,  or  a  portico,  within  a  house,  or  on 
the  outside  of  it. — Du  Cange- 

Ethelwold,  Bishop  of  Winchester,  from  963  to  984,  when  he 
died ;  IB  called,  in  one  of  King  Edgar's  charters,  the  constructor, 
that  i^,  the  builder  or  architect  of  his  cathedral  church. 
Edgar  is  said  to  have  founded,  or  built  above  forty  monas- 
teries ;  among  which  was  that  of  Peterborough,  the  restora- 
tion of  which  appears  to  have  been  effected  about  the  year 
966,  chiefly  through  the  influence,  and  probably  under  the 
actual  superintendence,  of  Ethelwold.  Having  rebuilt  his 
own  cathedral  with  crypts,  the  present  great,  or  western 
crypt  is  commonly  attributed  to  him  ;  but  this  is  a  disputed 
point. 

EtiFRONius,  a  priest  of  Tours,  having  been  appointed  bishop  of 
that  city,  erected  the  church  of  St.  Syrophorien  ;  repaired,  or 
rebuilt  two  churches  which  had  been  destroyed  by  fire  in  the 
year  564  ;  and  afterwards  rebuilt  the  cathedral  of  Tours,  on 
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which  the  muQificence  of  Clothaire,the  son  of  Clovis,  enabled 
him  to  place  a  covering  of  tin,  or  lead  (stanno).  Greg. 
Turon.  Hist.  France,  x.  31.,  quoted  in  Whittington's  Hist. 
Surv.,  pp.  12,  22, 

EusTACHiuSy  Bishop  of  Ely,  from  1197  till  his  death,  in  1215, 
is  said  to  have  erected  the  Galilee  in  his  cathedral  church. 
Bentham*s  Ely  Cath.,  ed.  1812,  p.  145. 

EusTYLE.    (See  Temple.) 

Etersolt,  or  Eversold,  (Gilbert  de),  built  part  of  St.  Alban's 
Abbey  Church,  in  the  twelfth  century.  Malt.  Paris.  Hist. 
Vit.  Abb.,  p.  103. 

Exchange,  a  merc)antile  edifice  in  which  merchants,  brokers, 
and  others,  meet  to  transact  business.  Amongst  the  Romans, 
the  basilicas  are  said  to  have  been  frequently  used  for  the 
same  purpose ;  and  the  ailes  of  Christian  churches  were  also 
thus  occasionally  occupied.  The  citizens  of  London  were  not 
provided  with  a  building  erected  expressly  for  this  use  until 
the  year  1567.  The  Royal  Exchange  of  that  city,  so  called 
by  command  of  Queen  Elizabeth,  owes  its  origin  to  the  muni- 
ficence of  Sir  Thomas  Gresham ;  but  his  building  being  de- 
stroyed by  the  great  fire  of  London,  the  present  exchange 
was  erected  about  the  year  1669,  from  the  designs  of  Edward 
Jerman  :  the  tower,  in  its  south  front,  was  added  in  1821. 

The  exchanges  of  Amsterdam,  London,  Liverpool,  and 
Paris,  are  the  principal  buildings  of  the  kind  in  Europe : 
that  of  Amsterdam,  in  particular,  is  formed  by  a  peristyle  20 
feet  wide,  enclosing  a  parallelogram  230  by  130  feet. 

The  king^s  exchange,  in  England,  is  the  place  appointed 
by  the  king  for  the  exchange  of  plate,  or  bullion,  for  coin. 
Henry  III.  prohibited  the  exchanging  of  plate  or  silver  at 
any  other  place  than  his  exchange  at  London,  or  at  Canter- 
bury. The  Mint  at  London  is  now  the  only  place  in  England 
for  effecting  such  exchanges. 

Exchequer,  from  echiquier,  Fr.;  chequered-work,  a  chess- 
board :  an  ancient  court  of  record,  intended  principally  for 
the  settlement  of  accounts  connected  with  the  king's  treasury, 
and  for  the  receipt  of  his  debts  and  revenues  ;  so  called  from 
the  table  at  which  the  king's  officers  presided,  being  marked 
in  the  manner  of  a  chess-board,  or  covered  with  a  cloth  so 


computation  of  accounts.  Some  of  the  principal  castles  and 
monasteries  were  also  prorided  with  exchequers,  or  count- 
ing-houses. 

ExcuBtTORiuH,  Lat.;  a  guard-room,  or,  more  particularly,  an 
apartment  or  gallery  in  a  church,  in  which  persons  kept 
watch  during  the  night.  IThorpe't  Custumale  Roffeme,  p. 
171 .]  A  wooden  gallery  still  remaining  in  St.  Alban's  Abbey 
Church,  is  supposed  to  have  been  thus  used. 

ExEDRA.t^t^fix,  Gr.;  a  small  apartment,  or  recess  in  a  portico,  or 
ambulatory,  to  which  the  Grecian  philosophers  and  rhetori- 
cians retired  for  seclusion  or  conversation.  Cicero  designates 
them  as  "cella  ad  colloquendum."  In  the  early  Christian 
churches  and  basilicas  the  exedrte  were  the  outbuildings, 
usually  comprising  the  baptistery,  the  porch,  the  vestry,  the 
diaconica,  or  prisons,  the  schools,  libraries,  &,c.  The  term 
exedra  was  also  applied  to  the  eastern  termination,  or  apsis 
of  a  church,  in  which  the  bishop's  throne  was  usually  placed. 

ExHiPPA.low  Lat.;  the  wall,  or  masonry  which  supports  a  stair- 
case.— Dtt  Cange. 

Extra  DOS,  from  extra,  Lat.,  without,  and  dorsum,  the  back; 
the  external,  or  outer  face  of  an  arch,  in  opposition  to  the 
soffit,  or  intradoB.     (See  Arch.) 

ExTRucToR,  an  architect,  or  a  builder.  This  word,  as  well  as 
Structor,  Mdificator,  Fecit,  Md'ificavit,  Comtruxit,  &c.,  is 
frequently  employed  in  ancient  records ;  and,  from  the  indis- 
criminate manner  in  which  it  is  used,  renders  the  writer's 
meaning  vague  and  indefinite.  Whittington's  Hist.  Surv., 
p.  45. 

Eve,  Sax.,  is  a  name  applied  to  various  circular  parts  and  aper- 
tures in  architecture,  particularly  the  central  circle  of  the  Ionic 
volute ;  the  circular,  or  oval  window  in  a  pediment ;  a  small 
skylight  in  a  roof;  and  the  aperture  at  the  summit  of  a  cupola. 
The  term  bull's-eye,  or  bullock 's-eye,  is  also  used  in  a  similar 
manner. 


Fabric,  from^ier,  Lat.,  a  workman,  an  artificer:  in  England 
it  signifies  a  building  of  magnitude ;  as  a  church,  a  palace,  a 
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college,  &c.  In  the  French  language /a&rt^ue  rather  denotes 
the  manner  in  which  a  building  is  formed^  or  constructed. 
The  Italians  apply  the  word  fabbrica  to  almost  all  sorts  of 
manufacture. 

Facade,  Fr.,  the  face,  front,  or  any  principal  elevation  of  a 
building :  the  term  is  generally  applied  to  an  extended  range 
of  frontage  presenting  some  important  architectural  features ; 
as  the  western  front  of  a  cathedral. 

Facia,  from  the  hsit.,  fades;  a  face,  or  plain  surface. 

Fald-Stgol,  SdJi. ;  faldistorium,  low  Lat.;  a  folding  stool  or 
desk,  provided  with  a  cushion  for  a  person  to  kneel  enduring 
the  performance  of  certain  acts  of  devotion.  Before  the  in- 
troduction of  permanent  pews,  or  other  seats,  in  churches  the 
congregation  knelt  upon  the  bare  pavement,  excepting  those 
who  were  provided  with  fald-stools. 

False  Roof,  the  open  space  between  the  ceiling  of  an  upper 
apartment,  and  the  rafters  of  the  outer  roof. 

Fane,  Phane,  Vane,  a  piece  of  metal,  or  wood,  so  placed  as 
to  turn  on  a  pivot,  or  spindle,  on  the  summit  of  a  building, 
or  any  part  of  it,  and  intended  to  indicate  the  current,  or 
course  of  the  wind.  Chaucer  frequently  refers  to  fanes,  on 
turrets;  as  in  the  Assemblie  of  Ladies,  v.  160 : 

''  The  towrit  hie  fall  pleasant  ihal  ye  finde. 
With  pKanii  freih,  taming  with  ererie  winde." 

Fanes  very  commonly  prevailed  from  the  time  of  Edward 
III.  till  the  extinction  of  the  Tudors,  both  on  the  turrets 
and  staircases  of  houses  and  churches.  Musical  fanes,  and 
others  in  the  shape  of  birds,  are  frequently  mentioned  by 
the  old  poets ;  and  the  circumstance  of  constructing  them 
in  the  figure  of  a  cock  gave  rise  to  the  name  o(  weathercocks. 
Their  common  form  was  that  of  a  small  banner,  gilded : 
they  were  occasionally  emblazoned  with  armorial  bearings, 
and  supported  by  figures  of  men  and  animals.  The  turrets 
and  pinnacles  of  the  market  cross  at  Coventry ;  of  Henry  the 
Seventh's  chapel,  Westminster;  St.  George's  chapel,  Wind- 
sor ;  and  the  Beauchamp  chapel,  Warwick,  were  terminated 
by  fanes. 

FANE,ybiitifii,  Lat.;  a  place  consecrated  to  religion:  including 
a  sacred  building  and  the  ground  belonging  to  it.    Temples 
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erected  to  the  memory  of  distinguished  persons  were  called 
f  ANA  by  the  ancients. 

Farleigh,  or  Farlby,  (William),  was  abbot  of  Gloucester 
from  1472  to  1498.  About  the  year  1490  he  completed  the 
Lady  Chapel,  at  the  east  end  of  his  church,  which  had  been 
commenced  by  his  predecessor.  Calk.  Antiqs.f  Gloucetler, 
p.  28. 

Farleioh,  (Richard  de),  is  supposed  to  have  designed,  or  at 
least  executed,  the  spire  and  part  of  the  tower  of  Salisbury 
Cathedral,  in  the  middle  of  the  fourteenth  century.  He  is 
called  a  builder,  and  appears  to  have  been  employed  at  the 
same  time  in  certain  works  at  the  priory  church  ofBath, and 
at  Reading  Abbey.  In  his  agreement  with  the  precentor  of  . 
Salisbury  (July  1334),  it  was  stipulated  that  he  should 
have  the  custody  of  the  fabric,  and  superintend  the  masons 
and  plasterers.  "  For  his  diligence  and  labour  be  was  to 
receive  sixpence  sterling  each  day  be  was  present;  and  the 
additional  salary  of  ten  marks  at  the  four  quarterly  terms, 
annexed  to  the  office  of  guardian  of  the  fabric,  in  case  he 
should  survive  Robert,  the  builder."  Dodsworlh't  Salisbury 
Calk.,  p.  151. 

Farnekam,  or  Fernemah  (Nicholas),  bishop  of  Durham, 
who  died  in  1257,  is  said,  by  Leiand,  (Itinerary,  vol.  viii.  p. 
11.)  to  have  rebuilt  the  cathedral  in  conjunction  with  Prior 
Melsonby;  but  most  writers  consider  the  works  of  the  latter 
to  have  consisted  only  of  vaulting  the  nave,  and  erecting  the 
chapel  of  the  nine  altars;  and  it  is  probable  that  these  were 
completed  before  the  consecration  of  Bishop  Farneham. 

Farossium,  low  Lat.,  a  pharos,  or  light-house. 

Fascia,  Facia,  Fesse,  faicia,  Lat.,  a  band;  a  plain,  flat  band 
in  masonry,  wider  than  the  fillet,  and  employed  in  many  parts 
of  buildings,  particularly  in  the.architraves  of  the  Ionic  and 
Corinthian  entablatures,  which  are  usually  divided  horizon- 
tally into  three  fascite. 

Fastigia,  Fastigium,  Lat.,  the  upper  or  crowning  member  of 
a  building.  The  term  is  sometimes  used  to  signify  the  pedi- 
ment. 

Featherings,  small   arch-mouldings   meeting  in   points,  or 
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cuspsy  and  employed  in  the  tracery  of  open  arches  and  in 
panelling.  When  three  are  connected  at  their  extremities 
the  combination  is  termed  a  trefoil ;  when  four  are  so  joined, 
a  quatrefoil ;  and,  if  five  are  used,  a  cinquefoil. 

Feretory, yerefrortiim,  low  Lat.,  from y^re^rt/m,  Lat.,  a  bier,  or 
coffin  ;  a  movable  chest,  or  shrine,  in  which  the  bones,  body, 
or  relics  of  a  deceased  person  were  deposited.  The  same 
name  is  very  generally,  though  with  less  propriety,  given  to 
a  fixed  shrine.  That  of  St.  Cuthbert,  in  Durham  Cathedral, 
is  an  instance  of  the  ordinary  application  of  the  term. 

FBSTooN,ye«/on,  Fr.,from  the  Italian ^e^^a,  a  feast,  or  festival : 
festones  of  drapery,  foliage,  &c.,  being  often  used  on  festive 
occasions.  A  sculptured,  or  carved  representation  of  flowers, 
drapery,  and  foliage,  looped,  or  suspended  at  intervals  on 
walls,  is  called  a  festoon.  This  ornament  was  much  used  in 
classical  architecture  on  friezes,  altars,  tablets ;  also  over  and 
under  niches,  and  in  many  other  situations.  It  is  frequently 
seen  to  extend  over  the  frieze  of  a  temple. 

Festum,  low  Lat.,  a  feast,  or  festival;  also  an  assembly  held 
by  monarchs  on  the  principal  festivals  of  the  year.  In  an- 
cient records  the  king  is  frequently  said  to  have  **  kept  his 
festum^'  at  Westminster,  or  elsewhere. 

F I LLZT,  Jiletf  Fr. ;  lista,  Ital.;  from Jilufn,  Lat.,  a  thread;  a 
narrow,  flat  band,  listel,  or  annulet,  used  to  separate  one 
moulding  from  another,  and  to  give  breadth  and  firmness  to 
the  upper  edge  of  a  crowning  moulding,  as  in  an  exterior 
cornice.  The  small  bands  between  the  flutes  of  the  Ionic  and 
Corinthian  columns  are  called  fillets.  (See  Annulet  and 
Band.) 

FiNiAL,  FiNOL,  from ^m5,  Lat.,  the  end;  a  carved  or  sculp- 
tured ornament  forming  the  apex  of  a  pinnacle,  canopy,  pedi- 
ment, gable,  or  other  pyramidal  member  of  a  building,  in  the 
pointed  style ;  and  nearly  corresponding  with  the  Acroterium 
in  Greek  architecture.  Its  most  usual  form  is  imitative  of 
clustered  flowers,  of  fruit,  or  of  foliage ;  and  towards  it  the 
crockets  beneath  appear  naturally  to  merge.  Sometimes 
figures  of  men  and  animals  are  used  as  finials,  as  at  Peter- 
borough Cathedral,  Sec.  Their  forms,  indeed,  are  infinitely 
diversified  in  buildings  of  diflerent  ages,  and  frequently  in 


in  the  Plates  of  Buttresses,  Abches,  &c.,  serve  tx>  shew 
the  elegance  and  variety  which  this  beautiful  ornament  was 
made  to  exhibit. 

In  ancient  documents  we  sometimes  find  the  entire  pin- 
nacle designated  by  the  term  finial.  In  the  will  of  King 
Henry  the  Sixth,  the  walls  of  the  chapel  of  his  college,  at 
Cambridge,  are  directed  to  be  "  sufficiently  butteraced,  and 
every  butteiacQ  fined  with^nuZs."  "The  botlerassts  of  the 
collegiate  church  of  Fotheringhay  were  also  to  be  'fynished 
with  fyniak,'  meaning  tall  pinnacles." — Dugdale't  Mon. 
Angl.,  vol.  iii.  new  edit.  By  an  indenture  of  the'24th  Henry 
VIII.,  the  north  and  south  "bylings"  (ailes)  of  Burnley 
Church,  Lancashire,  were  contracted  to  be  rebuilt,  with 
eighteen  buttresses,  "every  buttress  having  A/urmel  upon 
the  top,  according  to  the  fashion  of  the  funnels  upon  the  new 
chapel  of  our  Lady  of  Whalley."—  Wkitaker't  Wkalley,  p. 
298. 

Fitz-Odo  (Edward),  was  employed  as  director,  or  master,  of  the 
works  carried  on  by  Henry  the  Third,  at  the  Palace  of  West- 
minster. In  some  records  he  is  called  Edward  of  Westmin- 
ster,being  the  son  ofOdo,  the  Goldsmith,  who  had  previously 
held  the  same  office.  Fitz-Odo  was  appointed  treasurer  of 
the  exchequer  in  1246,  in  conjunction  with  the  Archdeacon 
of  Westminster;  and,  shortly  afterwards,  bis  uncle,  John  le 
FuBor,  transferred  to  him  the  office  of  fusor,  or  melter  of  the 
king's  exchequer,  in  consideration  of  the  sum  of  twelve  marks 
of  silver,  towards  the  expenses  of  his  voyage  into  the  Holy 
Land.  Brayley  and  Britton'i  Arte.  Palace  of  Westm.,  pp. 
61-63. 

Fitz-Steph  EN  (Ralph),  chamberlain  to  King  Henry  the  Second, 
built  the  new  church  of  St.  Mary,  at  Glastonbury,  which  was 
dedicated  in  1 186.  DugdaU's  Mon.  Angl.,  new  edit,  vol.  i. 
p.  6. 

Flamimeje,  low  Lat.,  from^atnen,  a  priest ;  a  term  applied  to 
houses  near  a  church  in  which  the  clergy  resided. 

Flamboyant,  a  name  applied  by  Mons.  de  Caumont,  of  Nor- 
mandy, and  adopted  by  other  French  and  English  antiquaries 
to  designate  a  peculiar  class  of  Christian  architecture  com- 
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moQ  in  France  after  the  year  1400,  and  chiefly  marked  by  the 
peculiar  tracery  of  the  windows.  This  diverges  from  the  per- 
pendicular muUions,  in  flowing,  or  waving  lines,  said  to  re- 
semble the  flames  of  fire ;  but  the  term  is  neither  descriptive 
nor  very  apposite.  (See  a  window  of  Magdalen  Church, 
Oxford,  in  Sir  J,  HalPs  Gothic  Arch.,  pi.  xii.  fig.  1.;  and 
windows  of  Dorchester  Church,  in  BriUotCs  Arch.  Antiqs., 
vol.  V.) 

Flank,  the  side,  or  return  wall  of  a  building. 

Flecked;  arched,  vaulted.  From  the  French ^^cAi,  bent,  or 
bowed.     Cotgrave*8  Did. 

Flemish  Bond,  a  mode  of  laying  bricks,  or  stones  in  buildings, 
having  alternate  headers  and  stretchers  in  the  same  course : 
I.  e.  the  ends  and  sides  of  the  bricks  alternating  in  the  front 
of  a  wall.     (See  Bond,  and  English  Bond.) 

Floor,  plon,  plope.  Sax.,  the  bottom,  or  lower  part  of  a  building, 
or  room,  formed  of  planks  of  timber,  of  cement,  or  paved 
with  brick  or  stone :  the  word  extends  also  to  the  frame-work 
supporting  the  platform  or  floor.  Tlie  Romans  devoted 
much  labour  and  skill  to  the  formation  and  decoration  of  the 
floors  of  their  temples,  baths,  and  villas ;  the  best  being 
composed  of  small  pieces  of  brick  or  stone,  inlaid  in  cement, 
so  as  to  form  mosaics  of  various  patterns.  The  ecclesiastics  of 
the  middle  ages  also  constructed  the  floors  of  their  churches, 
and  other  religious  buildings,  with  glazed  and  unglazed 
bricks  or  tiles,  with  stones,  calcareous  cement,  boards,  and 
other  materials.  Inlaid  floors,  formed  of  small  pieces  of  wood, 
fastened  together  by  means  of  pins  or  dowels,  and  arranged 
in  various  devices,  are  also  of  frequent  and  more  recent  occur- 
rence. The  floors  of  old  buildings  in  England  were  often 
strewed  with  straw,  rushes,  herbs,  or  flowers,  and,  occasion- 
ally, tapestry  cloths  were  partially  used.  Fitz-Stephen,  the 
secretary  of  Thomas  k  Becket,  informs  us  that  the  apartments 
of  that  prelate  were  covered  every  day  in  winter  with  clean 
straw,  or  hay,  and,  in  summer,  with  green  rushes,  or  boughs ; 
and  this  practice  was  argued  as  a  proof  of  his  extravagance. 
Earthern,  or  cementitious  floors  are  often  used  in  cottages, 
in  malt-houses,  8cc.,  and  are  usually  composed  of  loam,  lime 
sand,  and  iron  dust. 
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Florid  Style,  a  tenn  employed  by  some  writers  oq  "  Gothic 
architecture,"  to  imply  that  highly  enriched  and  decorated 
species  which  prevailed  in  the  fifteenth  and  at  the  beginning 
ofthe  sixteenth  centuries.  (See  Architect  u  re.)  William 
of  Malmsbury  applies  the  term  Jlorida'Compositione  to  the 
buildings  of  Alexander,  bishop  of  Lincoln,  who  died  in  1147; 
consequently  they  were  termed  florid  only  in  comparison  with 
preceding  specimens,  and  not  to  the  degree  exhibited  in 
buildings  to  which  that  term  is  now  applied. 

Flub,  from^uo,  to  flow ;  a  passage,  or  open  space,  in  a  wall  for 
the  conveyance  of  smoke,  or  for  the  purpose  of  conducting 
heat  from  one  part  of  a  building  to  another. 

Flute,  a  perpendicular  concave  channel  or  cavity  in  the  shafts 
of  some  of  the  classical  columns  and  pilasters;  the  flutes 
collectively  being  called  flutings. 

Flyino  Buttress.     (See  Buttress.) 

Foliage, ycKj'Wtrge,  Vi.;  fogUame,  Ital.;  from  folium,  Lat.,  a 
leaf;  a  carved  or  sculptured  representation  of  an  ornamental 
assemblage  of  leaves  of  plants  and  flowers. 

Foliation.  (Same  as  Featherings,  which  see.)  The  Reo. 
R.  WillU,  in  his  Remarks  on  the  Architecture  ofthe  Middle 
Ages,  has  appropriated  a  chapter  and  a  plate  to  Foliation. 

FovT. fotite,  Fr.  and  Ita].;  forts,  Lat.,  a  fount,  or  spiing;  the 
vessel,  or  basin  in  a  church,  or  baptistery,  appropriated  for 
the  ceremony  of  baptism.  The  term  was  originally  applied 
to  a  lake,  river,  or  stream,  in  which  the  early  Christians  were 
baptized.  According  to  Staveley,  artificial  fountains  were  first 
used  in  the  houses  ofthe  persecuted  Christians:  and  after- 
wards an  appropriate  edifice  was  erected  for  the  performance 
of  baptismal  rites.  This,  called  a  baptistery,  was  placed 
amongst  the  exedrae,  or  buildings  annexed  to  a  church ;  and 
the  reservoir  within  it,  containing  the  water,  was  still  named 
a  font,  or  piscina.  There  was  anciently  but  one  public  font, 
or  baptistery  in  a  city,  and  that  was  connected  with  the 
principal  church,  a  custom  which  prevailed  in  Italy  to  the 
time  of  Durandus,  who  died  in  1296.  Baptisteries,  separated 
from  churches,  continued  in  use  until  the  sixth  century, 
when  the  adoption  of  infant  baptism  superseded  their  general 
use.     A  large  basin  of  stone,  or  of  some  other  material,  was 
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then  employed^  and  continued  to  retain  the  original  appella- 
tion. 

The  font,  as  being  the  instrument  of  a  Christian's  ad- 
mission or  initiation  to  the  religious  faith  he  professed , 
was  at  first  placed  in  the  porch  of  a  church ;  but  afterwards 
it  became  the  practice  to  fix  it  in  the  narthez,  or  western 
part  of  the  building.  The  hallowing  or  consecration  of 
fonts  usually  took  place  on  the  eves  of  Easter  and  Whit- 
suntide, in  each  year ;  the  sacrament  of  baptism  being 
then  chiefly  administered.  Fonts  were  generally  formed 
of  stone,  though  there  are  some  of  lead ;  and  one  of  brass 
was  conveyed  from  Holyrood  Chapel,  by  Sir  Richard  Lea, 
in  1544,  to  St.  Alban's  Abbey  Church,  where  it  was  de- 
stroyed by  the  Puritans.  (See  Beauties  of  England,  vol.  vii., 
Hertfordshire,  p.  89.)  The  cathedrals  and  other  churches 
of  England  contain  numerous  ancient  fonts,  exhibiting 
great  varieties  of  form  and  decoration.  Many  of  these 
have  been  illustrated  in  the  Archaologia,  the  Gentleman's 
Magazine,  and  in  other  antiquarian  and  topographical  works. 
Mr.  Simpson  has  published  engravings  of  a  Series  of  Ancient 
Baptismal  Fonts,  arranged  chronologically,  and  classed  under 
the  heads  of  Norman,  early  English,  Decorated,  and  Per- 
pendicular; thus  adopting  the  nomenclature  and  classifica- 
tion of  Mr.  Rickman.  The  earliest  fonts  were  simply  blocks 
of  stone,  of  cubical,  barrel-shaped,  octagonal,  and  similar 
forms,  placed  upon  a  rude  base,  having  their  sides  orna- 
mented with  foliage,  scroll-work,  and  arcades.  They  were 
afterwards  of  square,  or  circular  forms ;  supported  by  a  cen- 
tral shaft,  and  by  others  at  the  angles,  or  in  the  circum- 
ference ;  raised  upon  one  or  more  steps,  and  decorated  with 
historical  or  emblematical  bas-reliefs.  Subsequently,  armorial 
bearings  and  architectural  ornaments  were  introduced  on  their 
sides.  Inscriptions  are  also  occasionally  found  on  them.  The 
font  was  sometimes  surmounted  by  a  pyramidal  frame-work 
of  wood  suspended  above  it,  executed  in  a  style  correspond- 
ing with  that  of  the  font  itself:  this  was  occasionally  locked 
to  the  font.  One  of  the  constitutions  of  Edmund,  archbishop 
of  Canterbury,  dated  1236,  ordains  that  '*  baptismal  fonts  be 
kept  under  lock  and  key  for  [fear  of]  sorcery."  Johnson^s 
Eccies.  Laws,  1236,  sec.  9.  The  font  in  Luton  Church,  Bed- 
fordshire, is  inclosed  within  an  octagonal  screen  of  stone,  the 


lower  part  of  whicb,  except  od  the  side  of  entrance,  ia  filled 
up  with  panelling,  the  upper  part  forming  a  groined  canopy. 
(See  Simpson's  Ancient  Baptismal  Fonts.)  Norfolk  abounds 
with  fine  fonts.  One  of  these,  at  Walsingham,  is  represented 
and  described  in  Arch.  Antiqi.,  vol.  i.  Another,  at  Eoit 
Dereham,  is  etched  in  Carter's  Ancient  Sculpture  and  Paint- 
ing, vol.  ii.  p.  1.,  in  which  there  are  some  curious  particulars, 
with  items  of  the  expense  of  making  it,  in  1468 :  the  whole 
amounting  to  12/.  lZs.9d.  A  font  covered  with  niches,  cano- 
pies, and  Bculpture,  is  preserved  in  Norwich  Cathedral,  an 
account  and  view  of  which  are  given  in  Cath.  Antiqs,,  Nor- 
wich. In  the  fifth  vol.  of  the  Arch.  Antiqs.  are  views,  with 
short  notices,  of  six  varieties,  all  of  early  date. 

The  accompanying  Engraving  represents  ten  different 
old  English  fonts: — Fig.  1,  in  East  Meoit  Church,  Hamp- 
shire, is  square,  on  a  circular  basement,  supported  by  four 
columns  at  the  angles,  and  ornamented  with  rude  and  in- 
teresting sculptures.  It  is  supposed  to  have  been  executed 
soon  after  the  Norman  conquest,  and  bears  so  great  a  resem- 
blance to  that  in  Winchester  Cathedral  (described  and  en- 
graved in  Britton's  Cath.  Antiqs.,  Winchester),  that  they 
have  been  supposed  to  have  been  made  by  the  same  band. 
Fig.  3,  from  Avebury  Church,  Wiltshire,  is  a  circular  basin, 
placed  on  a  square  basement,  and  adorned  with  an  arcade  of 
interlaced  mouldings,  and  rude  scroll-work.  Fig.  3,  from 
St.  Michael's  Church,  Southampton,  has  a  square  basin  sup- 
ported by  a  central  pillar  and  four  others  at  the  angles, 
and  has  three  circular  compartments  on  each  side.  Fig.  4. 
from  Bodmin  Church,  Cornwall,  is  a  curious  specimen  ;  the 
basin  being  apparently  suspended  from  the  capitals  of  four 
columns,  at  the  angles,  and  again  supported  by  a  central 
shaft.  It  is  ornamented  with  rude  and  grotesque  sculptures. 
The  font  in  Bremhill  Church,  Wilts  (Gg.  6.),  is  curious  for 
its  simplicity  of  form  and  ornament.  That  in  Loslwtthiel 
Church,  Cornwall  (fig.  6.),  is  octagonal,  having  masks  on 
two  of  its  sides,  and  rude  sculptures  on  the  others.  It  stands 
on  clustered  columns.  Fig.  7,  from  Wansford  Church,  Nor- 
thamptonshire, of  lead,  is  circular  in  form,  the  sides  repre- 
senting a  series  of  eight  semicircular  arches,  six  of  which 
contain  figures,  and  the  other  two  an  ornament  of  foliage. 
It  is  supported  on  five  pillars,  and  was  probably  executed 
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about  the  middle  of  the  twelfth  century.  The  font  of  Bar^ 
neck  Church,  in  the  same  county  (fig.  8.),  is  octagonal,  hav- 
ing its  central  pedestal  surrounded  by  eight  piers  supporting 
trefoil  arches.  That  in  Dorchester  Church.  Oxfordshire,  is 
represented  in  fig.  9.  The  lower  is  much  less  ancient  than 
the  upper  portion  of  it;  the  latter  being  of  lead,  and  very 
similar  to  that  at  Wansford.  The  last  portion  of  the  Plate 
exhibits  the  four  sides  of  a  celebrated  font  at  Bridekirk,  in 
Cumberland,  mentioned  by  Camden  in  his  Britannia,  and 
described  by  Bishop  Littleton  in  the  2d  vol.  of  Archaologia. 
It  is  square  in  form,  each  side  having  certain  rude  sculptures, 
amongst  which  is  a  representation  of  the  baptism  of  Christ. 
On  another  side  is  an  inscription  in  Runic  and  Saxon  cha- 
racters, which  Hickes,  Bishop  Littleton,  and  many  other  anti- 
quaries, read  as  commemorating  the  conversion  of  Ekard,  a 
Danish  general,  and  several  of  his  countrymen.  Mr.  Hamper, 
in  vol.  xix.  of  ArcJuBologia^  gives  a  very  different  interpreta- 
tion, by  stating  that  it  means  ''  Richard  he  me  wrought ;  and 
to  this  forme  me  diligently  brought.*^  See  Robinson's  History 
of  Baptism,  4to.  1790. 

FoNTANA  (Domenico),  a  native  of  Mili,  on  the  lake  of  Como, 
Italy,  was  patronized  by  Pope  Sixtus  V.,  who  employed  him 
in  1586,  to  raise  the  great  obelisk  in  the  centre  of  the  court 
before  St.  Peter's,  Rome.  It  weighed  nearly  759,000  pounds, 
and  was  erected  by  means  of  some  complicated  and  ingeni- 
ous machinery,  of  which  he  published  a  description  in  a  folio 
volume,  entitled  "  Transportazione  dell'  Obelisco  Vaticano 
Roma,"  1590.  For  the  skill  with  which  he  accomplished 
this  task  he  was  raised  to  the  dignity  of  a  Roman  noble,  by 
the  Pope.  He  was  extensively  employed  at  St.  Peter's,  the 
Vatican,  the  Quirinal  Palace,  and  other  buildings  in  Rome ; 
the  Royal  Palace  at  Naples,  &c.;  and  died  in  1593,  aged  64. 

Foot-pace,  the  raised  floor,  or  dais  at  theupperendofadining- 
hall.  That  at  Richmond  Palace  bad  a  **  hyr  foot-pace  in 
the  higher  end  thereof."  It  was  called  in  French  ''  le  haut 
pas."  IfVillson,  in  Pugin^s  Specimens  of  Goth.  ArchJ]  In 
the  Builder's  Dictionary,  1703,  the  word  is  described  as  sig- 
nifying a  broad  resting-place  on  a  flight  of  stairs. 

Foot-stall,  the  plinth,  or  base  of  a  pillar. 

FoRMA;  Lat.,  is  used  by  Vitruvius,  and  some  writers  of  the  mid- 


die  agei,  to  signify  an  aqueduct,  or  artificial  canal. — Du 
Cange. 

FoRMARET,  Fr.,  the  rib  moulding  placed  at  the  junction  of  a 
vault,  with  the  vertical  wall  of  a  building. 

Fort,  Fortress,  from/ord'j,  Lat.,  strong  ;  any  place  or  build* 
ing  fortified,  or  strengthened  by  artificial  means ;  conse- 
quently, all  castles  are  forts,  although  the  term  is  usually  ap- 
plied more  particularly  to  one  of  small  size.  The  forts  of  the 
Britons,  Saxons,  and  Danes,  consisted  chiefiy  of  ditches, 
mounds,  and  lerraces  of  earth.     (See  Castlr.) 

FoHTALicu,  a  small  castle.  "In  a  list  of  Northumbrian  for- 
tresses taken  during  the  minority  of  King  Henry  the  Sixth, 
several  fortified  parsonages  are  enumerated  amongst  theybr- 
talicia,  or  lowest  order  of  castelets."  Surleet'  Durham,  vol. 
i.  p.  167. 

Foss,  Fosss,  an  artificial  trench,  or  ditch,  extending  round  a 
fortress,  generally  very  steep  on  each  side,  in  order  to  render 
the  place  more  difficult  of  access  to  assailants. 

FouMDATiON,  the  basis,  or  lowest  portion  of  a  building,  or  that 
part  on  which  the  superstructure  is  raised.  Vitruvius  recom- 
mends the  use  of  piles  of  scorched  or  charred  wood  and  ashes 
for  an  artificial  foundation,  a  method  frequently  adopted  by 
ancient  architects.  Concrete  was  also  used  for  the  more  im- 
portant edifices.  (See  Concrete.)  The  custom  of  deposit- 
ing coins  in  the  foundations  of  buildings  is  very  ancient, 
having  been  practised  by  the  Romans,  Saxons,  Danes,  Nor- 
mans, and  most  other  people.  The  foundation-stone  of  a 
Christian  church  was  usually  inscribed  with  a  cross;  and, 
amongst  other  ceremonies,  it  was  blessed,  and  sprinkled  with 
holy  water  and  salt,  as  an  exorcism  to  keep  away  evil  demons. 
ArchaologiOf  xxvi.  219. 

FouNDYNo  (William),  described  in  old  accounts  a|  a  free- 
mason, was  employed  in  some  repairs  at  the  cathedral  of 
Exeter,  in  the  year  1396,  at  an  annual  salary  of  26s.  M. 
Britton's  Calk.  Antiqs.,  Exeter,  p.  96. 

Fountain.    (See  Conduit.) 

Fox  (Richard),  bishop  of  Winchester,  erected  a  sumptuoui 
chantry  chapel  in  his  cathedral,  and  directed  the  execution 
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of  other  works  there.    He  died  in  1528. — Britton's  Cath. 
Antiqs.,  Winchester,  p,  68. 

Fbatery,  Fratry,  Frater-House,  the  brethren's  hall,  an 
apartment  in  a  convent  used  as  an  eating-room,  or  refectory : 
according  to  Fosbroke  it  was  provided  with  a  dresser,  cup- 
boards, and  a  desk  with  a  Bible.     (See  Refectory.) 

Freda,  low  Lat.,  an  ornament,  or  canopy  placed  over  a  shrine 
of  a  saint. — Du  Cange. 

Free-Masons.    (See  Masons.) 

Free-stone,  a  name  given  in  England  to  stone  which  can  be 
easily  squared  and  wrought  for  building.  All  the  oolites,  of 
different  qualities,  are  included  under  this  name.  The  price 
of  free-stone,  43d  Henry  III.,  is  thus  named  in  an  issue-roll 
of  that  date:  ''for  two  hundred  weight  and  three  quarters 
oi freestone  for  the  use  of  the  chimney  and  laundry,  16s.  6J." 
— Devon*s  Issues.    (See  Ashlar.) 

Fresco,  Ital.  fresh,  a  mode  of  painting,  in  colours,  on  stucco, 
or  plaster,  whilst  that  substance  is  wet  and  fresh  enough  to 
imbibe  the  colours  as  laid  on.  This  process  was  practised 
by  the  Egyptians  and  by  the  Greeks.  From  the  latter  nation 
it  was  adopted  by  the  Romans ;  and  thence  descended  to  the 
time  of  Michael  Angelo,  one  of  its  greatest  masters,  and  to 
the  painters  of  the  middle  ages  in  all  parts  of  Europe.  The 
ancient  palaces  of  the  kings  and  nobles  of  England,  and  some 
of  the  churches  and  chapels,  were  ornamented  with  paintings 
in  fresco.  Henry  III.  kept  several  painters  in  his  service: 
the  apartments  of  the  tower  of  London,  and  of  the  palace  of 
Westminster,  were  thus  painted  ;  and,  in  the  time  of  Edward 
III.,  even  the  bedchambers  of  private  individuals  were  simi- 
larly ornamented.  The  apartment  at  Westminster,  so  well 
known  as  the  painted  chamber^  derived  its  name  from  paint- 
ings on  its  walls  of ''  the  warlike  histories  of  the  Bible,''  with 
explanatory  French  inscriptions. — See  Braifley  and  Britten's 
Wesim.  Palace  J  pp.  46,  419. 

Fret, /return,  Lat.;  a  labyrinthine  ornament  formed  of  one  or 
more  small  fillets,  alternately  disposed  in  a  vertical  and  hori- 
zontal position,  and  extending  to  nearly  equal  distances  ia 
each  direction.  It  is  very  common  in  classical  architecture, 
and  the  Norman  builders  also  introduced  some  varieties  of 


cheveron  fret,  formed  by  a  line  crossiug  diagonally  from  one 
side  of  the  moulding  to  the  other. 

Fhet-wobk,  minute  carving,  or  entail.  Fbetted,  made 
roogh,  or  variegated  with  freta,  or  other  small  ornaments. 
William  of  Worcester  (Itinerary,  p.  268.)  deBcribes  the  roof 
of  RedcLifTe  Church,  Bristol,  as  fretted:  and  its  western  door- 
way as  "  fretted  yn  the  hede." 

Friary, yVere,  Fr.,  fromyVafer.Lat.,  a  brother;  a  brotherhood, 
or  community  of  men,  devoting  their  lives  to  what  they  called 
religion ;  also  the  convent,  or  cloister,  in  which  they  resided. 
The  difference  between  a  friar  and  a  monk  consisted  chiefly 
in  the  original  import  of  the  names  by  which  they  were 
called.  The  word  monk  is  derived  from  /uta^ti,  Gr.,  soli- 
tary ;  being  descriptive  of  the  mode  of  life  adopted  by  the 
early  monks,  which  was  esBcntiaily  different  from  the  fra- 
ternal associations,  or  friaries.  The  various  orders  of  friars 
had  different  regulations  and  also  separate  designations :  the 
principal  being  the  Augustin ;  the  Domiuican ;  the  Black, 
or  Preaching ;  the  Franciscan ;  the  Gray,  or  Begging ;  and 
the  Carmelite,  or  White  friars.— BooM'i  Anal.  Did.  p.  32. 
(See  Abbey,  Convent,  and  Monastery.) 

Fbieze,  Prize,  FBEEZE./regio,  Ital.;  from  phrygtoniui,  Lat., 
enriched  or  embroidered  ;  the  principal  member  of  a  classical 
entablature,  separating  the  cornice  from  the  architrave,  and 
consisting  of  a  broad  band,  ornamented,  in  the  Doric  style, 
with  triglyphs  and  intermediate  sculptures :  in  the  Ionic 
and  Corinthian  styles,  it  is  both  plain  and  ornamented.  Its 
name  is  derived  from  being  adapted  to  receive  sculptnred 
enrichments,  either  of  foliage,  or  figures. 

Front  of  a  building;  its  principal  exterior  (ace,  or  elevation. 
The  term  is  also  indiscriminately  applied  to  any  side,  or  ele- 
vation before,  or  opposite  the  spectator,  and  distinguished  by 
the  terms  back-front,  side-front,  &c.  The  west  fronts  of 
cathedrals  and  large  churohes  are  their  most  important  and 
interesting  exterior  features. 
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Frontal^  Fronton,  is  a  term  sometimes  applied  to  a  small 
pediment,  or  the  segment  of  a  circle,  placed  over  a  porch,  a 
door,  a  niche,  or  other  member  of  a  building. 

Frontella,  low  Lat.,  a  piece  of  drapery  attached  to  a  Catholic 
altar.  By  a  statute  of  the  dean  and  chapter  of  York,  made 
in  1291,  directing  what  furniture  and  ornaments  were  to  be 
provided  for  the  altars  of  chantry  chapels,  "  three/row^a/s" 
are  mentioned. — Drake^s  Eboracum,  p.  620. 

Frontispiecb,  the  principal  ornamented  front  of  a  building. 
More  usually  applied  to  a  decorated  doorway. 

Frosted,  ornamented  with  a  species  of  rustic  work  in  imitation 
of  irregular  icicles. 

Froucester,  or  Frowcestbr,  (Walter),  abbot  of  Gloucester 
from  1381  till  his  death,  in  1412,  completed  the  magnificent 
cloister  attached  to  the  abbey  church,  which  had  been  com- 
menced by  Abbot  Horton,  his  predecessor.  (See  Cloister.) 
— BrittorCs  Cath.  Antiqs.,  Gloucester^  p.  26. 

FuNTicus,  FoNTicus,  low  Lat.,  an  exchange,  a  market-house, 
or  a  warehouse.  Bernard  de  Braydenback,  in  his  Itinerary, 
tom.  i.,  speaking  of  Alexandria,  says  :  ''There  is  ^.fonticuSy 
a  large  house,  where  merchants  assemble,  warehouse  their 
goods,  and  hold  a  market  of  them." — Du  Cange. 

Fylletory-Gutters  "  to  convey  the  waters  from  the  wallys," 
occur  in  an  account  of  repairs  to  the  tower  of  London,  24th 
Henry  VIII. — Bay  ley*  s  History  of  the  Tower  y  pt.  i.  t^p.  xxi. 


G 

Gabion,  gabbia,  Ital.,  acage;  a  wicker  basket  filled  with  earth 
and  used  in  fortifications  to  shelter  men  from  an  enemy's  fire. 
Du  Cange  employs  the  word  gabia  to  signify  a  prison. 

Gable,  Gabel,  gavael,  Welsh,  a  hold,  or  grasp  ;  the  vertical 
triangular  wall  on  the  flank  of  a  building,  closing  one  end 
of  the  roof:  sometimes  applied  to  the  whole  end  of  a 
building.  Gavel-head,  or  gavel-end,  is  still  used  in  some 
parts  of  England.  A  peak  of  one  of  the  mountains  in  Cum- 
berland is  called  ''  the  great  gavel,"  from  its  resemblance  to 
the  gable-end  of  a  house.    The  gable  is  profusely  introduced 


oroamented  on  its  face,  and  enclosed  within  a  cornice,  the 
gable  is  usually  plain ;  witb  the  exception  of  bold  copings 
on  each  side,  which,  in  some  of  the  old  English  mansions, 
are  of  carved  oak,  or  other  wood,  and  called  barge-boards. 
The  gables  of  churches  and  halls  were  usually  occupied  by  a 
large  window,  and  ornamented  with  pinnacles,  crockets,  and 
fioials.  Some  curious  examples  occur  in  the  hall  of  Hampton- 
court  palace,  and  at  Great  Chalfield,  Wiltshire ;  and  many 
others  are  represented  in  the  second  volume  of  the  Architec- 
tural Antiquities. 

Gablb-Roofbd,  having  a  roof  converging  to  an  apex  in  the 
manner  of  a  gable,  the  sloping  rafters  being  left  open  to  the 
intcnor,  without  the  intervention  ofcross  beams,  or  an  arched 
ceiling.  The  nave  of  Ely  Cathedral  is  described  by  Browne 
Willis,  as  being  compass-roofed,  and  the  great  transept 
"  gabell'Toofed,  in  a  alopiog  fashion." — Survey  ofCaths.,  ii. 
334. 

Gablet,  a  small  gable,  or  gable-shaped  decoration;  frequently 
introduced  on  buttresses,  tabernacles,  screens,  ffcc.  Gablett, 
or  gabletz,  are  mentioned  in  the  contracts  for  the  tomb  of 
Richard  H.  (Rymer'i  Fadera,  torn.  vii.  p.  798);  and  "gab- 
hletts  "  are  enumerated  among  the  appendages  to  a  tower,  or 
turret  of  King's  College  Chapel,  Cambridge. —  WalpoU'a 
Anecdotes,  by  Dallaway,  i.  179. 

Gable-win  now,  a  window  in  the  end,  or  gable  of  a  building; 
or  a  window  having  its  upper  part  shaped  like  a  gable.  (See 
Window.)  The  word  occursinthe  will  of  Henry  the  Sixth, 
in  allusion  to  the  college  of  Eton. 

Gainsborough,  or  Gaynisburgh,  (Richard  de);  an  archi- 
tect, or  mason  employed  at  Lincoln  Cathedral,  in  the  thir- 
teenth century.  Hia.  grave-stone  still  remains,  and  bears  the 
following  inscription: — "Hie  jacet  Ricardus  de  Gaynis- 
burgh, olym  cementariua  hujus  ecclesie,  qui  obiit.  duodecim. 
Kalendarum  Junii,  anno  Domini,  hccc" — (the  concluding 
figures  are  obliterated). —  Walpole's  Anecdotes,  by  Dallaway, 
i.2n. 
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Galilee,  a  porch^  or  porticus  annexed  to  a  church.     It  was 
used  for  various  purposes :  public  penitents  were  stationed 
in  it;  dead  bodies  were  there  deposited,  previously  to  their 
interment ;  religious  processions  formed ;  and  it  was  only  in 
the  galilee  belonging  to  certain  religious  houses  that  the 
female  relatives  of  the  monks  were  allowed  to  converse  with 
them>  or  even  to  attend  divine  service.    Much  speculation 
has  been  excited   as  to  the  origin  of  this   name.    (See 
Bentham's  Eljf  Cath.,  p.  282^  and  Stevefisons  Supplement, 
p.  163 ;  Miller's  Ely  Cath.,  p.  43 ;  Milner's  Treatise  on  Eccles. 
Arch.  p.  106;  and  Wild's  Lincoln  Cath.,  new  ed.,  p.  24.) 
The  most  commonly  received  opinion  (founded  chiefly  upon 
a  passage  in  the  writings  of  Gervase  of  Canterbury)  is  as 
follows  : — When  a  female  made  an  application  to  see  a  monk, 
she  was  directed  to  the  porch,  usually  at  the  western  ex- 
tremity of  the  church,  being  answered,  in  the  words  of  Scrip- 
ture, ''  He  goeth  before  you  into  Galilee;  there  shall  you  see 
»  him."    {Milner's  Treatise  on  Eccles,  Archit.,  p.  106.)    The 
only  English  buildings  to  which  the  term  Galilee  is  ap* 
plied,  are  those  attached  to  the  cathedrals  of  Durham  and 
Ely :  the  former  of  these  is  an  highly  ornamented  building, 
measuring  60  feet  by  80,  and  divided  into  five  ailes,  by  clus- 
tered columns  and  semicircular  arches.     It  was  erected  by 
Bishop  Hugh  de  Pudsey,  towards  the  end  of  the  twelfth  cen- 
tury, and  repaired  about  1406 :  it  originally  contained  three 
altars :  a  portion  of  that  dedicated  to  the  Holy  Virgin  (to 
whom  also  the  Galilee  was  dedicated)  still  remains.    A  mar- 
ble stone,  covering  the  remains  of  the  venerable  Bede,  is  also 
contained  in  the  Galilee.    That  of  Ely  Cathedral  is  much 
smaller.    It  is  still  used  as  the  principal  entrance  to  the 
church,  and  is  without  columns,  or  other  internal  support. 
The  walls  on  each  of  the  interior  sides  are  occupied  by  two 
large  pointed  arches,  comprising  within  each  two  tiers  of 
smaller  dimensions,  beneath  which  is  a  stone  seat.     It  is 
generally  attributed  to  Eustachius,  who  presided  over  the  see 
from  1197  to  1216.     A  porch,  at  the  south  end  of  the  great 
transept  of  Lincoln  Cathedral,  is  also  sometimes  called  a 
Galilee.     It  is  richly  ornamented  with  columns  and  arches 
in  the  style  of  the  beginning  of  the  thirteenth  century. 

The  same  word  has  been  used  to  designate  the  nave  of  a 
church  ;  and  also  a  small  gallery,  or  balcony  opening  towards 


ia  the  park  belonging  to  a  mansion.  Charles  I.  kept  his 
statues  in  a  gallery,  grated  in  front.  Galleries,  or  balconies 
in  churches  were  erected  beneath  the  ailes  of  some  of  the 
earliest  Christian  churches  and  basihcas ;  as  in  St  Mark's 
cburch,  at  Venice,  and  the  cathedrals  of  Zurich,  Andernacb, 
and  Bonn. — Hope'i  Hist,  of  Architecture,  p.  95. 

GAOL,^eo/a,gao/a,  low  Lat.,acage;  £eo/e,Fr.:  a  prison.  The 
word  was  used  in  the  reign  of  Henry  III. — Du  Cange. 

Gargtta;  garite,  Fr.;  from  the  EDglish  guard,  and  ward,  a 
small  tower.  Turrets  on  houses  and  castles  were  called 
guerites,  or  garitet,  from  affording  protection  to  persons 
within.  [Du  Cange.'\  Cotgrave  renders  garite  "a  place  of 
refuge  and  of  safe  retyrall  in  a  rout,  disaster,  or  danger :  the 
recourse  of  such  as  are  discomfited,  (hence)  also  the  dungeon 
of  a  fortresse,  whether  the  beleagured  soldiers  make  their 
last  retire  and  flyght;  also  a  sentrie  or  little  lodge  for  a  sen- 
tinell,  built  on  high." 

Gakgoyle,  Gargle,  Gargyle,  and  Gargylle,  a  sculp- 
tured representation  of  the  face  of  a  human  being,  an  animal, 
or  a  monster,  the  moutb  of  which  serves  as  a  spout  for  the 
discharge  of  water  from  the  roof  of  a  building.    This  singular 
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ornament  is  very  common  on  the  cornices  and  parapets  of 
English  edifices.  The  gargoyle  partook  equally  with  all  the 
other  decorations  of  Christian  architecture  in  the  variety  and 
irregularity  which  characterize  that  style.  The  collegiate 
buildings  of  Oxford  afford  numerous  varieties. 

Garland,  guirlande,  Fr.,  probably  from  the  root  of  gyrus,  Lat., 
a  circle,  or  circlet ;  a  wreath,  or  chaplet  of  branches,  of  foliage, 
or  of  flowers :  also  a  sculptured  representation  of  them  on  a 
frieze  or  other  part  of  a  building.  It  is  frequently  used  on 
triumphal  arches,  altars,  &c. 

Garret,  from  garite^  Fr.,  the  uppermost  apartment  of  a  house, 
immediately  under  its  roof.  Garrets  were  formerly  left  open 
to  the  rafters  without  a  ceiling.  The  Scottish  word  garret, 
retaining  its  allusion  to  a  lofty  situation,  has  been  applied 
to  a  watch-tower,  or  the  top  of  a  hill. 

Garretyd,  Garyted,  Garyttede,  &c.  In  a  document  of 
the  23d  of  Henry  VIII.,  preserved  in  the  chapter-house  at 
Westminster,  various  parts  of  the  walls  of  the  tower  of  London 
are  ordered  to  be  *'  copyde,  lowpyd,  garretyd,  and  crestyd,'* 
by  the  masons.  Probably  the  providing  them  with  small 
turrets,  or  garites^  may  be  intended. — Bayley^s  History  of 
the  Tower,  pt.  i.  app.  ix. 

Gate,  ^are.  Sax.,  signified  originally  a  road,  avenue,  or  open- 
ing; and  was  afterwards  applied  both  to  the  opening  or 
passage  into  an  enclosure,  or  a  building,  and  to  the  frame  of 
boards,  planks,  or  timber,  which  closed  such  passage.  Al- 
though the  term  gate-way  is,  in  point  of  fact,  a  pleonasm, 
(the  words  gate  and  way  having  properly  the  same  significa- 
tion); yet,  as  in  the  case  of  door  and  door-way,  it  is  probably 
advisable  to  continue  it,  as  applied  to  the  passage  itself,  and 
to  the  building  within  which  the  wooden  frame  is  enclosed ; 
and  to  confine  the  word  gate  to  the  latter  only.  The  word 
^ate  will  thus  signify  a  frame  of  timber,  differing  only  from  a 
door  in  being  of  larger  dimensions,  and  usually  opening  in  the 
manner  of  folding  doors.  Most  old  cities,  castles,  abbeys,  and 
mansions,  were  entered  by  a  gate  placed  within  a  Gate-way, 
or  Gatehouse;  and  these  gates  were  often  carved  in  the 
style  of  architecture  prevalent  at  the  time  of  their  erection ; 
thickly  studded  with  large  nails ;  protected  by  bars,  bolts, 
and  locks ;  and  placed  in  charge  of  a  porter,  or  gate-keeper. 


entire  gate  being  only  opened  od  remarkable  occasions.  The 
word  gate  is  employed  synonymausly  with  street  in  many 
towns  of  England;  as  in  Shrewsbury,  where  there  is  an 
Abbey  Foregate,  and  a.  Castlegafe :  a  street  in  Worcester  is 
improperly  called  Vongate  Street. 

Qatgwat,  a  passage,  or  way  through  a  wall,  or,  as  above  de- 
fined, the  buildiug  in  which  a  gate  is  fixed.  These  struc- 
tures are.  however,  generally  so  large  as  to  be  called  Gate- 
houses. 

Gatehouses  were  of  various  kinds.  They  were  placed  in  the 
walls  of  cities,  castles,  abbeys,  colleges,  and  mansions ;  and 
constituted  the  residence  of  the  gate-keeper.  In  London, 
Lincoln,  York,  Canterbury,  Southampton,  Bristol,  Evesham, 
St.  Edmnndsbury,  &«.,  are  remains  of  several  of  these  ancient 
buildings ;  some  of  which  are  represented  and  described  in 
Brilton's  Pict.  Antiqs.  ofEnglith  Citiet.  In  addition  to  the 
great  archway,  many  of  them  were  provided  with  one  or  two 
■mailer  by'gates,  or  posterju,  the  latter  being  used  by  foot 
passengers,  whilst  the  former  were  devoted  to  carri^es  and 
horsemen.  These,  as  well  as  those  of  castles,  were  of  great 
strength,  and  well  adapted  for  purposes  of  defence.  Those 
attached  to  mansions  and  abbeys  (see  Abbey  Gatehouse) 
were  of  a  more  ornamental  character ;  and  those  of  colleges 
were  frequently  decorated  with  niches,  statues,  buttresses, 
and  pinnacles.  The  celling  of  the  open  portion  of  the  gate- 
house was  often  groined  and  ribbed,  and  a  tower  was  raised 
upon,  or  formed  the  gatehouse.  Large  windows,  probably 
used  for  reconnoitering,  are  also  found.  The  interesting 
structure  called  St.  John's  Gate,  at  Clerkenwell,  London; 
and  the  arches  of  communication  between  the  inner  courts 
of  mansions  (as  at  Hampton  Court,  Middlesex)  are  examples 
ot  gatehouses. 

Gbntese.  William  of  Worcester  states  that  the  west  door  of 
Redclifie  Church,  Bristol,  is  "  fretted  yn  the  hede  with  great 
gentese  and  small."  [/tin.  p.  268.]  Gente,  or  janle,  is  the  old 
French  word  signifying  the  felly,  or  felloe,  of  a  wheel ;  the 
rim  of  which  is  formed  of  curved  pieces  of  wood  resembling 
the  segments,  or  featherings,  of  which  architectural  trefoils. 
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quatrefoils,  8cc.,  are  composed ;  hence  those  featherings  have 
received  the  name  of  geniese. — Wilhon,  in  Glossary  to  Pugin*s 
Specimens  of  Goth.  Arch. 

Gerbier  D'Ouvily,  (Sir  Balthazar),  was  born  at  Antwerp,  in 
1591.  In  1613  we  find  him  a  retainer  of  Villiers,  duke  of 
Buckingham.  Lord  Orford  says  he  ''was  both  architect 
and  painter,  though  excellent  in  neither  branch."  According 
to  Lysons  [Environs  of  London,  vol.  ii.  p.  31.]  he  esta- 
blished an  *'  academic  for  forrain  languages,  and  all  noble 
sciences  and  exercises.''  On  the  restoration  of  Charles  II. 
he  designed  the  triumphal  arches  which  were  erected  as  en- 
trances to  the  city  of  London.  Gerbier  wrote  a  small  and 
trifling  volume  on  architecture,  fortification,  8cc.  He  died  in 
1667,  and  was  interred  in  the  church  of  Hempsted  Marshall, 
where  he  was  engaged  in  building  a  mansion  for  Lord 
Craven. — WalpoWs  Anecdotes,  by  Dallaway,  vol.  ii.  p.  114. 

Gernerium,  Lat.,  is  a  word  used  in  an  order  for  repairing  the 
White  Tower,  London,  to  signify  a  granary.  "  PrsBcipimus 
vobis  quod  gernerium  infra  eandem  turrim  reparari,"  &c. 
Bayleys  History  of  the  Tower,  pt.  i.  p.  107. 

Germain,  (Saint),  bishop  of  Paris  in  the  sixth  century,  is  re- 
ported to  have  given  the  design  for  a  church  founded  by 
Childeberty  near  Paris,  and  to  have  been  sent  to  Angers  by 
that  monarch  to  construct  another  building.  He  also  erected 
a  monastery  near  Mans. — Felibien  Vies  des  Arch.y  lib.  iii. 
p.  146.     Whittington's  Hist.  Surv.,  p.  22. 

GiBBEs,  (William),  the  last  prior  of  Bath,  continued  the  build- 
ing of  the  priory  church  of  that  city  until  the  dissolution  of 
monasteries. — Britton^s  Bath  Abbey  Church,  p.  36. 

Gild,  Gild-Hall.    (See  Guild-Hall.) 

Girder,  a  beam  of  timber,  or  iron  employed  to  lessen  the  bearing 
of  the  joists  of  a  floor. 

Girdle,  a  small  circular  band,  or  fillet,  round  the  shaft  of  a 
column. 

Glass,  ^lap  Sax.,  an  artificial,  transparent  substance  formed  by 
fusing  sand,  or  silicious  earths  with  fixed  alkalies,  the  inven- 
tion and  general  application  of  which  produced  great  changes 


were  the  principal  means  by  which  an  apartment  was  lighted. 
Talc  (under  the  name  of  lapis  speculari),  pheiigites,  beryl, 
crystal,  hom,  lattice  of  wicker,  and  various  other  materials, 
were  used  in  England  and  by  the  ancients,  before  glass  was 
BO  appropriated  ;  a  circumstance  which  did  not  take  place  at 
Rome  until  the  end  of  the  third  century,  nor  in  England 
until  the  seventh.  The  ancient  Egyptians  and  Phoenicians 
were  well  acquainted  with  the  arts  of  making  and  colouring 
various  small  ornaments  of  glass.  It  is  mentioned  by  several 
of  the  old  classical  writers ;  and  its  alleged  accidental  dis- 
covery is  particularly  detailed  by  Pliny,  but  with  some  ap- 
pearance of  fable.  Small  pieces  of  glass  have  been  found  io 
Roman  mosaics;  and  plates  of  it  have  been  discovered  at 
Uerculaneum  sufficiently  lar^e  to  induce  some  antiquaries  to 
believe  tbey  had  been  used  in  windows.  The  earliest  posi- 
tive authority,  however,  connecting  glass  with  windows, 
occurs  in  a  passage  of  Lactantius,  written  about  the  close  of 
the  third  century.  Pennant  supposes  the  Druids  manufac- 
tured glass  beads  and  amulets  before  the  Roman  invasion. 
Bede  expressly  states,  that  artificers  skilled  in  making  glass 
were  brought  into  England  from  Gaul,  in  674,  to  glaze  the 
windows  of  the  church  and  monastery  of  Weremouth.  The 
windows  of  private  houses  were  not  glazed  till  about  1180, 
and  even  so  late  as  the  reign  of  Queen  Elizabeth  many  large 
farmhouses  were  totally  without  glass.  The  glass  of  Alnwick 
castle  is  stated  to  have  been  removed  from  the  windows  in 
1567,  for  preservation  during  the  absence  of  the  owner. 
Venice  was  long  the  most  celebrated  place  at  which  glass  was 
manufactured ;  and,  that  foreign  glass  was  esteemed  superior 
to  English,  is  evident  by  the  agreement  for  glazing  the  win- 
dows of  the  Beauchanp  Chapel,  Warwick,  (25th  Henry  VI.) 
which  stipulates  that  the  glass  used  shall  be  from  "beyond 
tlie  seas."  "  Fortunatus,  who  lived  towards  the  end  of  the 
sixth  century,  in  a  poetical  description  of  the  church  of 
Notre  Dame,  at  Paris,  gives  a  pompous  account  of  its  painfetf 
glass."  {Hawkiiiion  Gothic  Architecture,  p.  160.]  Other, 
and  more  accurate  authorities,  prove  the  employment  of 
coloured  glass  in  the  ninth  century;  and  Lysona  describes 
some  of  the  oldest  in  England  (of  the  date  of  1244)  as  being 
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in  Chetwode  Ch urch,  Buckinghamshire.  [Magna  Britannia^ 
Bucks,  p.  488.]  The  indenture  for  glazing  the  great  east 
window  of  York  Cathedral,  dated  1405,  with  stained  glass, 
is  still  preserved.  By  this  document  John  Thornton  cove- 
nants to  execute  the  whole  in  three  years,  for  £35,  payable 
by  instalments,  and  £10  more,  in  silver,  if  done  to  the  satis- 
faction of  his  employers.  After  the  Reformation,  the  use  of 
painted  glass  in  churches  was  deemed  superstitious,  and  the 
greatest  havoc  and  destruction  took  place :  it  was  only  intro- 
duced into  some  of  the  mansions  and  palaces  of  the  Eliza- 
bethan era,  and  then  chiefly  in  the  shape  of  portraits  and 
armorial  bearings.  The  Abbot's  Hospital,\Quildford,  pre- 
sents examples  of  the  time  of  James  I. 

Gloucester,  (John  de),  is  styled  in  a  precept  of  Henry  III. 
"  cementario  suo"  (his  plasterer) ;  and  is  granted  a  freedom 
for  life  from  all  tallage  and  tolls  throughout  the  realm.  The 
nature  of  his  services  are  unknown,  except  that  in  another 
precept  he  is  directed  to  make  five  statues  of  kings,  carved 
in  free-stone,  to  be  given  by  the  king  to  the  church  of  St. 
Martin,  London.'— Walpoles  Anecdotes,  by  Dallaway,  i.  25. 

Glover,  (Moses),  made  a  survey  of  Sion,  Middlesex,  and  the 
adjoining  villages,  containing  views  of  the  neighbouring 
royal  houses  and  seats,  in  the  reign  of  James  I.  This  survey 
is  still  preserved  at  Sion-house,  and  on  it  he  is  termed  a 
'*  painter  and  architecter."  From  some  letters  found  on  the 
front  of  Northumberland  house,  London,  when  partly  rebuilt, 
it  was  inferred  that  Glover  was  its  architect. —  Walpole's 
Anecdotes,  by  Dallaway,  ii.  73. 

Glyph,  an  engraved,  or  cut  channel  or  cavity.     (See  Tri- 

GLYPH.) 

Gnomon,  Gr.,  an  index ;  the  style,  or  pin  of  a  sun-dial,  indi- 
cating the  hour  of  the  day  by  its  shadow.  Columns,  or 
obelisks,  were  anciently  used  as  gnomons. 

GoBBETTs,  a  term  employed  in  the  accounts  for  building  St. 
Stephen's  Chapel,  Westminster.  "June,  1330.  To  400 
Caen  Stones,  called  goiieWs,  price,  each  hundred,  £4;  £16." 
— Brayley  and  Brittons  Ancient  Pal.  of  Westm.,  p.  150. 

GoLDCLiFF,  (Hugo  dc),  an  architect  of  the  twelfth  century 


1438,  to  have  been  the  chief  carpenter,  disposer,  and  surveyor 
of  the  king's  works,  in  the  palace  of  Westminster,  and  at 
the  tower  of  London,  with  a  yearly  fee  of  £20. — Bradley 
and  Brilton'i  Ancient  Pal,  of  Weatm..  p.  314. 

GoLDSTONB,  (Thomas),  was  appointed  prior  of  Christ  Church, 
Canterbury,  in  1449,  and  died  in  1468,  during  which  time 
he,  at  the  expense  of  Archbishop  Cbichely,  erected  the 
BouLh-weBtem  tower  and  the  porch  of  the  cathedral ;  and  also 
a  beautiful  chapel,  dedicated  to  the  Virgin  Mary,  now  called 
the  Deatti  ckapel. — Britton's  Cath.  Anliqi.  Canterbury, 
p.  38. 

GoLDSTONE,  (Thomas),  the  second  of  that  name,  was  prior  of 
Canterbury  from  1496  to  about  1616,  and,  in  conjunction 
with  Archbishop  Morton,  built  the  central  tower  of  the  cathe- 
dral, called  the  Bell  Harry  steeple.  His  works  there  are 
indicated  by  a  rebus  sculptured  upon  them  expressive  of  his 
name. — Btillon't  Cath.  Antiqt.  Canterbury,  p.  38. 

Gouge,  Fr.,  a  cavetto,  or  concave  moulding,  sometimes  applied 
to  the  cyma-recta. 

GoRGEHiN,  the  neck  of  a  capital,  or,  more  commonly,  the  part 
forming  the  junction  between  the  shaft  and  the  capital.  This 
is  either  a  projecting  fillet  or  moulding,  or  a  concave  channel. 
(See  Hyfotbacheliuh.) 

Gothic  Architecture,  is  a  phrase  very  generally  used  by 
writers  and  speakers,  to  contradistinguish  the  buildings  of 
the  middle  ages  from  those  of  ancient  Greece  and  Italy ;  but 
scarcely  one  of  those  persons  apply  the  term  with  any  pre- 
cise or  definite  meaning.  Some  embrace  within  its  scope  all 
the  varieties  of  building,  however  differently  formed  in 
arches  and  details,  which  have  been  used  from  the  decline  of 
the  Roman  orders  till  their  revival  in  the  sixteenth  century ; 
others  limit  the  phrase  to  the  architecture  of  the  Lombards, 
the  Saxons,  and  the  N'ormans,  in  which  the  semicircular  arch 
is  the  marked  feature,  some  contend  that  the  Pointed  style  is 
the  Gothic,  whilst  others  extend  its  application  to  all  deviations 
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from  what  is  called  classical  architecture.  At  first  the  term  la 
maniera  Gotica^ov,  the  Go/Atc  manner,  was  employed  by  Italian 
writers  to  stigmatize  the  architecture  which  the  Goths  and 
other  demi-civilized  nations  adopted  and  made  essentially 
different  to  the  Greek  and  Roman  orders.  Mr.  Evelyn  (in 
a  Treatise  on  Architecture,)  and  Sir  Christopher  Wren  (in  his 
Parentalia)  gave  currency  to  the  appellation  in  England,  ap- 
plying it  to  the  pointed  as  well  as  semicircular  ai'ched  build- 
ings, though  Wren  also  used  the  word  Saracenic  in  reference 
to  pointed  architecture.  To  shew  the  prejudiced  and  absurd 
notions  which  those  writers  entertained,  we  need  only  notice 
their  language  on  the  subject  of  the  pointed  style.  Evelyn 
says,  ''  Gothic  architecture  is  a  congestion  of  heavy,  dark, 
melancholy,  monkish  piles."  And  Sir  Christopher's  language 
is  equally  absurd  and  inappropriate.  Ue  calls  the  English 
cathedrals  and  churches  "  mountains  of  stone ;  vast,  gigantic 
buildings ;  but  not  worthy  the  name  of  architecture.  This,'' 
he  adds,  "  we  now  call  the  Gothic  manner :  so  the  Italians 
called  wbat  was  not  after  the  Roman  style."  In  another 
passage  he  reprobates  the  builders  for  "  setting  up  misshapen 
pillars,  or  rather  bundles  of  staves,  and  other  incongruous 
props  to  support  ponderous  arched  roofs  without  entablature." 
At  the  time  these  writers  lived  it  was  the  fashion  to  ridicule 
the  architecture  in  question,  and  to  consider  it  as  unworthy 
of  study  or  imitation ;  but  later  architects  and  authors  have 
regarded  it  with  very  different  feeUngs,  and  described  it  in 
very  different  terms.  It  is  at  length  duly  appreciated ;  and, 
within  the  last  half  century,  has  been  skilfully  and  amply 
illustrated  by  artists,  and  described  by  authors,  alike  in  Eng- 
land, Germany,  and  France.  Still  there  is  much  discrepancy 
of  opinion  and  confusion  of  ideas,  even  amongst  the  best 
informed,  as  to  a  proper  and  judicious  nomenclature  of  it. 
Warton,  the  learned  historian  of  English  poetry,  and  who 
had  projected  a  ''  History  of  Gothic  Architecture,?  in  speak- 
ing of  Salisbury  Cathedral,  denies  that  it  is  Gothic,  although 
he  says  that  '*  the  true  Gothic  style  is  supposed  to  have  ex- 
pired in  the  reign  of  Henry  VIII."  The  Rev.  James  Ben« 
tham,  and  Captain  Grose,  pronounce  Salisbury  Cathedral 
''entirely  in  the  Gothic  style."  Warton  divides,  what  he 
calls,  Gothic  architecture,  into  four  classes,  or  orders,  in  a 
chronological  series ;  namely,  a  sort  of  Gothic  Saxon,  com- 


Gothic,  from  about  1300  to  1400;  the  ornamental  Gothic, 
lasting  till  about  1440;  and,  finally,  the  Jiorid  Gothic. 

Mr.  Riclcman,  in  "an  Attempt  to  Discriminate  the  Styles 
of  Architecture  in  England."  uses  the  terms  Norman,  Early 
Eoglish,  Decorated  English,  and  Perpendicular  English,  to 
designate  the  chronological  varieties  of  pointed  buildings. 
The  perplexity  and  uncertainty  of  an  ordinary  reader  must 
be  increased  by  the  different  senses  in  which  the  terms  an- 
cient  architecture,  modem  architecture,  Saxon  architecture, 
Romanesque  architecture,  English  architecture,  and  many 
others  are  used  by  different  authors.  The  best  essay  on  the 
subject  is  by  the  Rev.  Dr.  Milner,  in  his  "  Treatise  on  Eccle- 
siastical Architecture,"  8vo.  1811.  The  same  author  pub- 
lished his  opinions  also  in  Rees's  Cycloptcdia,  under  the  head 
Gothic  Architecture,  and  in  a  Letter  to  Mr.  Taylor,  which 
appears  in  a  volume  of  "  Essays  on  Gothic  Architecture,"  by 
the  Rev.  T.  Warton,  the  Rev.  J.  Bentham,  and  Captain 
Grose,  8vo.  1808,  3d  edit.  This  letter  is  a  reprint  of  an 
essay  which  he  first  published  in  the  second  volume  of  "  the 
Hiitory  of  Winchester."  4to.  1809.  Sir  James  Hall  pub- 
lished a  4to.  volume  in  1813,  with  the  title  "Essay  on  the 
Origin,  History,  and  Principles  of  Gothic  Architecture," 
with  60  engraviDgs,  from  designs  by  E.  Blore.  The  theory 
advanced  by  the  author  is,  that  all  the  forms  and  details  of 
Gothic  architecturearederivablefrom  rods,  branches  of  trees, 
wicker-work,  &c.  J.  S.  Hawkins,  Esq.  published  an  8vo. 
vol.  1813,  entitled  "A  History  of  the  Origin  and  Establish- 
ment of  Gothic  Architecture"  &.c.  (See  Architectube, 
Christian  Aechitectuub,  Norman,  Pointed,  and 
Saxon  Abchitecture.) 

Oeadarioh,  low  Lat.,  a  staircase  ;  a  series  of  steps  from  one 
floor  to  another  in  a  building.     (See  Gradus.) 

Gradatory,  any  ascent  by  steps. 

Gradus,  Lat.,  a  step,  denotes,  in  old  documents,  a  flight  of 
steps;  as  the  "gradus  chori"  of  the  royal  chapels  of  Eton 
and  Cambridge,  mentioned  in  the  Will  of  their  founder. 
According  to  Dit  Cange,  the  pulpit,  or  reading  desk  of  a 
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church,  being  ascended  by  steps,  was  called  by  the  same 
name.  The  Italian  terms  gradini,  and  to  gradinate,  are  still 
used  by  architects,  instead  of  the  English,  steps  and  to  gra- 
duate. 

Grange,  Fr.;  grangia^  low  Lat. ;  granarium,  Lat.;  properly  a 
granary,  or  barn.  Hence  the  word  is  applied  to  a  farm  with 
all  its  buildings,  and  also  to  a  residence  connected  with  a 
farm,  or  granary.  The  houses  termed  granges  on  the  lands 
of  monasteries  were  usually  substantial  timber  buildings,  and 
often  richly  decorated.  The  bailiffs,  or  overseers  of  the  farm, 
who  resided  in  them,  were  often  called  ''  the  Priors  of  the 
Grange."  Bams,  formerly  connected  with  the  Granges  at 
Ely,  Abbotsbury,  and  Glastonbury,  still  remain,  and  claim 
attention  for  their  architecture  and  magnitude. 

Graver,  occurs  in  old  documents  for  a  sculptor.  See  Archao- 
logia,  xvi.  84. 

Grecian  or  Greek  Architecture.    (See  Architecture.) 

Grees,  Gres,  a  degree,  or  step,  is  variously  written  grese, 
gryse,  greece,  greces,  gressys,  all  from  the  Lat.  gressus,  a 
step.  William  of  Worcester,  describing  the  meeting  of  four 
cross-ways  in  Bristol,  says :  ''  the  second  waye  goyng  north- 
ward by  a  high  grese^  called  a  steyr,  of  xxxii  steppys,  ynto 
Seynt  CoUas  strete."  The  will  of  Henry  VI.,  describing  his 
intended  college  at  Eton,  says :  ''  Item,  I  have  devised  and 
appointed  six  greces  to  be  before  the  high  altare."  A  flight 
of  stone  steps  leading  into  the  cathedral  close  of  Lincoln,  are 
called  the  Grecian  stairs,  from  a  supposed  corruption  of  this 
term. —  Willson,  in  Glossary  to  Pugin^s  Specimens. 

Grimbald,  or  Grymbald,  (Saint),  an  ecclesiastic  said  to  have 
been  invited  to  England  by  Alfred  the  Great,  and  conjec- 
tured, by  some  antiquaries,  to  have  built  the  crypt  of  St. 
Peter's  Church,  at  Oxford,  still  remaining.  Mr.  Conybeare, 
however,  supposes  that  the  crypt  in  question  is  not  older 
than  the  time  of  the  Norman  conquest. — Arch.  Antiqs.  vol. 
iv.  p.  123.    (See  Crypt.) 

Groin,  the  diagonal  line  of  junction  formed  by  the  cross  vault- 
ings of  buildings.  In  some  ancient  Roman  works,  and  in  those 
also  of  the  earlier  class  of  the  middle  ages,  the  groins  were 
plain  and  simple ;  but  in  later  times  they  were  multiplied  in 


the  Colosseum,  and  in  the  baths  of  Diodesiao,  at  Rome. 
The  word  is  oflea  improperly  applied  to  the  ribs  which  cover 
the  diagonal  lines  of  the  groins.  In  the  accompanying  view 
of  the  crypt  under  the  choir  of  Canterbury  Cathedral,  the 
groined  arch  is  clearly  represented,  divested  of  any  rib-mould- 
ing; whilst  the  view  under  the  Trinity  Chapel  shews  the 
situation  of  the  groins  covered  with  bold  ribs. 
Qrosteste,  (Roger),  bishop  of  Lincoln  from  1235  till  his  death 
in  1253,  built  the  lower  part  of  the  present  central  tower  of 
the  cathedral,  and  made  some  additions  to  the  choir  and 
great  transept. —  Wiid^t  Lincoln,  new  edit.  p.  23. 

Grotto,  a  building  in  imitation  of  a  natural  cave :  it  is  gene- 
rally of  rustic  work,  with  a  profusion  of  shells,  fossils,  Etc. 

Ground-plan,  the  delineation  of  a  horizontal  section  through 
the  walls  of  a  building,  on  a  level  with  the  surface  of  the 
ground.  The  Greek  compound  word,  ichnography,  and  the 
term  ground-plot,  were  formerly  used  in  thesame  sense.  The 
ground-plot,  however,  is  more  properly  applicable  to  the 
ground  on  which  a  building  is  placed. 

Ouest-Hall,  Guestern-Hall,  a  large  apartment  annexed  to 
a  monastery,  but  separated  from  the  cells  of  the  monks,  and 
destined  for  the  reception  and  entertainment  of  pilgrims,  or 
visitors.  These  hosptlia,  as  they  were  occasionally  termed, 
were  often  large  and  magnificent.  It  is  recorded  that  John 
of  Hertford,  abbot  of  St.  Albans,  in  1260,  built  a  noble  ball 
there  for  strangers,  "  adding  many  chambers  to  the  same, 
with  an  inner  parlour,  having  a  chimney  with  a  noble  picture, 
and  an  entry ;  also  a  smalt  hall."  [  Willis's  Mitred  Abbeys^ 
That  at  Canterbury  is  said  to  have  been  150  feet  long,  by  40 
feet  broad ;  and  that  still  remaining  at  Worcester  Cathedral 
is  65  feet  by  35.  The  latter  was  erected  in  1320,  and  is  now 
appropriated  to  festive  entertainments  at  the  annual  audit  of 
the  chapter. — Brittan's  Calk.  Antiqs.,  Worcester,  p.  26. 

Guild,  ^ilb,  ^iclb.  Sax.,  from  ^ilban,  to  pay;  an  association, 
fraternity,  or  company  of  persons,  forming  a  commercial 
and  social  society.    Merchants,  manufacturers,  and  trades- 
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men,  formerly  associated  together  in  most  of  the  old  cities 
and  towns  of  England,  binding  themselves  by  local  laws,  and 
assembling  at  certain  festivals  in  their  respective  halls.  The 
guilds  of  the  Anglo-Saxons  were  instituted  both  for  the  pur- 
pose of  carrying  on  commerce,  and  for  the  interment  of  their 
members ;  as  in  the  benefit  societies  of  the  present  time. 
Subsequently  the  different  trades,  both  in  England  and  on 
the  Continent,  were  associated  under  the  same  name ;  were 
licensed  by  the  king ;  possessed  each  a  hail ;  and  were 
governed  by  rules  of  their  own.  The  various  companies  of 
London  are,  in  fact,  the  successors  of  ancient  guilds,  and 
still  possess  their  respective  halls  of  meeting.  The  corpora^ 
tions  of  towns  and  cities  were  guilds,  or  associations  for  the 
government  of  the  respective  places.  T\iQ  freemasons  are  a 
prominent  and  influential  guild. 

Guildhall  ;  a  house,  or  building  belonging  to  a  guild,  or  fra- 
ternity of  merchants,  or  tradesmen.  At  these  places  the 
business  of  the  respective  guilds  was  transacted,  and,  in 
some  instances,  they  served  as  market-houses  for  the  sale  of 
the  goods  of  the  associated  members.  The  houses  of  cor- 
porations were,  and  still  are,  in  some  places,  called  guild- 
halls, although  the  term  town-hall  is  more  common.  (See 
Town-hall.)  The  guildhall  of  London  is  the  most  distin- 
guished building  of  the  kind  in  England.  The  hotels  de 
ville  on  the  Continent  are  of  the  same  class. 

GuiLLOCHE,  from  yviov,  Gr.,  a  member,  and  Xo;^o(,  a  snare, 
an  interlaced  ornament  resembling  network,  frequently  used 
in  classical  architecture  to  enrich  the  torus  and  other  mould- 
ings.    Several  examples  are   represented   in  plate  xxi.  of 
Lysons's  Woodchester» 

GuLA  or  GuEULE,  same  as  Cymatium.     (See  Gola.) 

GuNDULPH,  a  monk  of  the  abbey  of  Bee,  in  Normandy,  was 
invited  to  England  by  Archbishop  Lanfranc,  and  made 
bishop  of  Rochester  in  1077:  he  died  in  1108.  He  is  re- 
garded as  the  greatest  improver  of  castellated  architecture 
among  the  Normans  after  the  conquest,  and  is  recorded  to 
have  purchased  the  favour  of  the  king  (William  Rufus)  by 
expending  sixty  pounds  in  repairing  the  walls,  and  in  com- 
mencing ''  a  new  tower  of  stone  '*  at  Rochester.    The  keep- 
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bave  erected  parts  of  Rochester  Cathedral,  and  Mailing 
Abbey ;  and  also  the  chapel  within  the  keep  of  the  tower  of 
liOndon.  His  succesior,  Emulpb,  say&of  him  :  "  Episcopus 
Gundulphus  in  opere  cementarii  plurimum  sciens  et  efficax 
erat." 

GuNZO,  a  monk  of  the  abbey  of  Clugny,  in  France,  fumiBhed 
the  desigDB  for,  and  superintended  the  erection  of  the  present 
abbey  church,  which  was  commenced  io  1093,  and  finished 
in  1131.  The  building  contains  an  early  instance  of  pointed 
arches,  those  of  the  nave  and  of  the  vestibule  being  thus 
formed,  but  those  of  the  clerestory  are  semicircular.  (See 
Hawkins's  Gothic  Arch.,  p.  135,  plates  i.  and  ii.,  and  the 
authorities  quoted  by  him).  The  uave  of  Malmsbury  Abbey 
Church  is  very  similar  in  its  arches,  and  is  of  about  the  same 
age. 

GuTTAi,  Lat.,  drops;  the  small  conical  or  cylindrical  pendants 
attached  to  the  mutules  and  triglyphs  of  the  Doric  enubla- 
ture. 

H 

"  Habenribb"  are  mentioned  by  Chaucer  amongst  the  archi- 
tectural ornaments  of  the  House  of  Fame ;  but  io  some 
editions  the  word  barbicans  is  subsUtuted.  Habena,  Lat., 
signifies  a  bridle,  strap,  or  thong ;  but  the  nature  of  the 
ornament  alluded  to  is  not  easily  to  be  explained. —  Wilison, 
in  Gloisary  to  Pugin'g  Specimetti  of  Goth,  Arch. 

Hall,  Sax.,  aula,  Lat.,  lalle,  Fr.;  a  large  apartment  in  a 
dwelling-house ;  also  the  chief  room  in  the  council,  or  towo- 
house  of  a  corporate  place.  Many  of  the  country  houses  of 
the  nobility  and  gentry  of  England  are  called  halls;  as 
Hengrave  Hall,  in  Norfolk ;  Wollaton  Hall,  Nottinghamshire, 
Ecc.  Some  of  the  colleges  in  the  two  English  Universities 
have  the  same  name.  The  guildhalls  of  the  cities  and  old 
towns  of  Great  Britain  are  interesting  and  ancient  specimens 
of  civil  architecture.  In  many  old  mansions,  castles,  and 
palaces,  the  hall  was  usually  occupied  for  feasts,  and  for  the 
administration  of  justice.    The  great  hall  of  the  royal  palace 
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at  Westminster  was  used  occasionally  for  the  assembling  of 
parliaments,  for  the  trial  of  important  legal  causes  and  other 
matters.  The  law-courts  of  the  kingdom,  and  the  houses 
of  parliament,  are  still  connected  with  this  national  building. 
This  hall,  which  was  erected  by  William  Rufus,  and  partially 
rebuilt  by  Richard  the  Second,  is  not  only  the  largest,  but 
the  most  magnificent  apartment  without  columns  in  England. 
The  skilful  construction  of  its  immense  timber  roof  is  prover- 
bial. The  internal  length  of  it  is  238  feet,  and  its  width  68. 
[See  Illustrations  of  the  Public  Buildings  of  London,  and 
Bray  ley  and  Brit  ton*  s  Ancient  Palace  of  Westminster.']  The 
halls  of  the  royal  palace  at  Eltham,  in  Kent,  and  of  the  archi- 
episcopal  palace  at  Lambeth,  are  similar  to  that  of  Westmin- 
ster, but  are  smaller  and  less  ancient.  Those  of  Hampton 
Court  Palace,  and  Penshurst  Place,  Kent ;  that  built  by  Sir 
John  Crosby,  near  Bishopsgate  Street,  London  ;  those  of  the 
colleges  of  Oxford  and  Cambridge,  of  the  Middle  Temple,  and 
other  courts  of  law,  in  London,  and  many  others,  present 
interesting  and  beautiful  architectural  features.  For  parti- 
cular accounts  of  some  of  these,  with  illustrations,  the  reader 
is  referred  to  Britton's  Arch.  Antiqs.,  vol.  ii.,  and  Picturesque 
Antiqs.  of  English  Cities.  Their  most  distinguishing  fea- 
tures were  a  dais,  or  raised  floor  at  the  upper  end,  with  an 
oriel  window  on  one  side,  and  occasionally  one  on  the  other 
side;  other  windows  considerably  above  the  paved  floor; 
and  an  ornamental  screen  at  the  lower  end,  connected  with 
a  passage  to  the  buttery,  kitchen,  &c.  The  fire-place  was 
usually  on  the  floor,  in  the  centre;  in  which  case  the  smoke 
escaped  through  an  open  lantern,  or  louvre,  in  the  roof;  or 
in  a  fire-place  at  one  side  of  the  room.  Over  the  screen,  or 
in  some  part  of  the  wall,  was  a  gallery  for  musicians,  or  for 
visitors.    (See  Gubsthall  and  Guildhall.) 

Halpace,  Halpas,  a  corruption  of  the  French  "haut  pas;"  a 
dais,  or  raised  floor.  (See  Foot-Pa ce.)  In  some  accounts 
of  repairs  to  the  tower  of  London  (24th  Henry  VIIL),  quoted 
in  Bayley's  Hist,  of  the  Tower,  pt.  i.  app.  xix.,  a  ^'halpas" 
is  said  to  have  been  made  before  the  chimney  in  the  king's 
great  chamber ;  and, in  the  queen's  dining-chamber, ''  a  great 

carrall  wyndow  made  new, and  a  halpace  under  fote 

new  joysted  and  bourded." 


field  near  home.  The  word  ii  an  affix  to  the  names  of  many 
English  towns  and  cities ;  as  Buckingham,  Chippenham,  &g. 
Hammek-Beaus,  horizontal  pieces  of  timber  frequently  used 
in  the  roofs  of  old  English  huildings,  in  pairs  on  the  opposite 
sides  of  the  same  roof.  Each  heam  extends  some  distance 
from  the  side  wall,  without  reaching  half-way  across  the 
apartment :  it  is  usually  supported  by  a  rib  springing  from  a 
corbel,  beneath ;  and,  in  its  turn,  supports  another  rib,  form- 
ing, with  that  springing  from  the  opposite  hammer-beaoi, 
an  arch.  The  extremities  of  these  beams  are  often  carved 
into  a  variety  of  devices,  amongst  which  that  of  angels  hold- 
ing shields  is  of  frequent  occurrence. 

Hangings,  drapery  hnng  against,  or  fastened  to  the  walls  of  a 
room.  (See  Tapestry.)  Paper  was  used  for  this  purpose 
about  the  commencement  of  the  seventeenth  century :  whence 
the  person  employed  in  the  work  was,  and  is  called  a  paptr- 
Aanger. 

Hatch,  from  hacker,  Fr.,  to  engrave,  to  mark  with  lines,  or  to 
cut.  "The  champeB(See  Champ)  about  the  letters"  on  the 
tomb  of  the  Earl  of  Warwick,  in  the  Beauchamp  chapel,  were 
covenanted  to  be  "abated  and  hatched,  curiously  to  set  out 
the  letters." — Arch.  Antiqi.,  vol.  iv.  p.  13.  The  word  is 
synonymous  with  a  wicket,  or  low  door;  as  the  buttery- 
hatch,  Slc. 

Hatch'd-Mouldinc,  an  ornamental  member  much  used  in 
Norman  buildings,  and  marked  with  notches,  or  indenta- 
tions, appearing  as  if  done  with  a  hatchet.  In  string  courses^ 
and  archtvolt  mouldings,  it  is  chiefly  employed. 

Hearse,  Hebsb,  from  hci^n,  or  hyp]-ian,  Sax.,  to  honour;  a 
frame,  platform,  or  carriage,  on,  or  within  which  a  corpse  is 
home  to  its  place  of  interment.  A  temporary  monument 
over  a  grave. —  Weever.  The  place,  or  the  case  in  which  a 
dead  body  is  deposited. — Fairfax.  The  word  is  now  con- 
fined to  the  carriage  in  which  a  dead  body  is  conveyed  to  the 
grave.  Escutcheons  affixed  to  a  tomb  were  formerly  called 
hertet.  The  effigy  of  the  earl  of  Warwick,  in  the  Beauchamp 
Chapel,  is  covered  by  a  frame-work  of  brass,  on  which  dra- 
pery was  originally  suspended  ;  and  which  is  called  a  hearse 
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in  the  agreement  for  its  erection.  (See  Arch.  Antiqs.,  vol. 
iv.  p.  13.  pi.  V.)  Shakspeare  uses  the  word  to  denote  a 
monument  raised  over  a  grave.  The  portcullis  employed  in 
the  fortification  of  buildings  was  similarly  denominated. 

Hbarth,  heofip,  Sax.»  a  pavement,  or  floor  on  which  a  fire  is 
made  to  heat  an  apartment,  or  for  culinary  purposes.  That 
of  the  Anglo-Saxons  was  the  bare  earth.  Until  tlie  fourteenth 
century  English  hearths  were  often  in  the  middle  of  a  room, 
and  were  made  of  brick  or  stone. 

Hbarth-money,  and  Hearth-penny,  was  a  tax  laid  on 
houses  with  fire-places.  It  is  called  chimney-money  in  Black- 
stone's  Commentaries. 

Heil,  to  cover  a  building  with  tiles,  or  other  materials.  Piers 
Plowman  notices  the  cloister  of  a  convent  as  *'  yhyled  with 
lede." 

Helix,  fX/^,  Gr.,  a  wreath,  or  ringlet;  plural,  Helices;  the 
smaller  scroll,  or  volute  of  the  Corinthian  capital ;  also  called 
Cauliculi. 

Hblpstone  (John),  built  the  tower  called  the  'New,  or  Water 
Tower,  in  the  walls  of  Chester,  in  1322,  for  the  sum  of  £100. 
— Lysons*s  Mag.  Brit.y  Cheshire^  p.  613. 

Henry,  surnamed  Lathom,  Latomus,  or  the  Stone-cutter, 
(a  frequent  appellation  of  ancient  workmen),  rebuilt  the 
chapter«house,  dormitory,  refectory,  and  other  parts  of  the 
Abbey  of  Evesham,  about  the  end  of  the  thirteenth  century. 
Of  the  chapter-house,  part  of  the  entrance-gateway  remains. 
— May's  Hist,  of  Evesham,  p.  29. 

Herlewin,  abbot  of  Glastonbury  in  1097,  is  stated  by  Dugdale 
to  have  rebuilt  the  Abbey  Church :  the  present  remains  are 
of  a  later  age. — Mon.  AngL^  new  edit.  vol.  i.  p.  4. 

Hermitage,  the  habitation  of  a  hermit,  or  recluse:  usually  a 
small  house,  hut,  or  cell ;  and  sometimes  an  appendage  to  an 
abbey. 

Herring-bone  Ashlar  (see  Ashlar),  a  mode  of  arranging 
bricks  or  stones  in  the  face  of  a  wall,  so  that  those  in  each 
course  are  placed  obliquely  to  the  right  and  left  alternately. 
So  called  from  the  resemblance  which  two  such  courses  bear 
to  the  bones  of  a  herring. 


Newcome's  History  of  the  Abbey  of  St.  Alban,  p.  136. 

Hexastyle.     (See  Temple.) 

HiorNG-PLACEs,  rendered  neceBsary  by  the  troubled  state  of 
the  country  for  many  years,  are  found  in  several  of  the  old 
mansions  of  England,  particularly  in  those  which  belonged 
to  families  of  the  Roman  Catholic  faith.  In  one  of  the  floors 
of  the  gatehouse  to  Oxburgh  Hall,  Norfolk,  is  a  hollow  space, 
or  cell,  measuring  about  six  feet  long,  five  feet  wide,  and 
seven  feet  deep.  It  has  a  trap-door  of  wood,  so  covered  with 
bricks  as  to  appear  a  part  of  the  pavement :  its  centre  turns 
on  an  iron  axle,  and,  by  a  forcible  pressure  at  one  end,  the 
other  rises,  and  discloses  the  cell,  or  hiding-place  alluded  to. 
— Arch.  Antiqs.,  ii.  88, 

High-Dais,  High-Dese.     (See  Dais.) 

HiLDUARD,  a  Benedictine  monk,  was  employed  about  the  year 
1 1 70  by  Foulcher,  abbot  of  St.  Pere,  at  Chartres.  to  rebuild 
the  church  of  his  convent,  which  is  admired  for  its  design 
and  construction. —  W/uttington'i  Hist.  Surv.,  p.  69. 

Hilts  (John),  of  Cologne,  carried  on  the  erection  of  one  of  the 
towers  of  Strasbourg  Cathedral,  after  the  death  of  Erwin  de 
Steinbach,  by  whom  it  had  been  commenced. —  Whittington's 
Hist.  Sum.,  p.  73. 

Hinge,  the  book,  or  joint  on  which  a  door  or  gate  bangs  and 
turns.  Hinges  in  Christian  churches,  and  old  English  man- 
sions, were  commonly  wrought  into  scroll-work  and  other 
devices  on  the  outside  of  the  door,  and  occasionally  enriched 
with  inscriptions.  Some  beautiful  specimens  are  shewn  in 
Carter's  Ancient  Architecture :  and  in  his  Aacient  Scuipture 
and  Painting. 

HippODROHE.  hrxc(,  Gr.,  a  horse,  and  iic/mf,  a  course ;  a  place 
for  equestrian  exercise,  horse-racing,  8cc.  Several  are  noticed 
as  being  used  by  the  ancient  Greeks  and  Romans. 

HoLBiEN  (Hans),  a  native  of  Basle,  in  Switzerland,  was  bom 
in  1498,  and,  at  the  suggestion  of  Erasmus,  settled  in  Eng- 
land about  the  year  1526.  He  was  patronised,  as  a  painter, 
by  Sir  Thomas  More,  and  afterwards  by  Henry  Vllt.,  who 
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gave  him  an  annual  Halary  of  £30 ;  besides  paying  for  his 
productions.  He  made  designs  for  chimney-pieces,  jewellery, 
and  enamelling,  and  also  executed  some  carving  and  model- 
ling. As  an  architect,  his  only  works  were  a  gatehouse  to 
the  royal  palace  at  Whitehall,  and  a  porch  to  the  Earl  of 
Pembroke's  mansion  at  Wilton.  The  former,  represented 
in  the  first  volume  of  the  Veiusta  Monumenta,  exhibits  the 
features  of  the  latest  Tudor  style;  that  at  Wilton,  in  the  re- 
vived Italian  style,  is  engraved  for  Sir  Richard  Hoare's 
Modern  Wiltshire. 

Hoo  (William  de),  prior  of  Rochester  in  the  middle  of  the  thir- 
teenth century,  rebuilt  or  finished  the  choir  of  that  cathedral, 
and  is  supposed  to  have  left  it  very  nearly  as  it  appears  at 
present. — Thorpe's  Custumale  Roffense,  p.  167. 

Hood-mould,  a  band,  or  string  over  the  head  ofa  door,  window, 
or  other  opening  in  an  ancient  building :  so  called  from  its 
enclosing,  as  within  a  hood,  the  inferior  mouldings  and  the 
opening  itself.  The  terms  weather^mouldingj  and  label- 
moulding^  are  used  synonymously.  The  doorways  represented 
in  figs.  3,  4,  5,  and  6  of  the  accompanying  Plate  II.  (in- 
scribed Plate  I.)  of  Doorways  have  each  a  hood-mould. 
The  ends  of  these  generally  terminate  either  in  a  return  (as 
in  figs.  6  and  6.),  a  corbel  (as  in  fig.  4.),  or  other  ornament. 
Some  of  the  churches  of  Italy  have  hoods  (as  they  are  termed 
by  the  Rev.  R.  Willis)  over  their  doorways.  These  resem- 
ble the  upper  part  ofa  slightly  projecting  porch,  and,  with- 
out descending  to  the  ground,  are  sustained  by  corbels,  or 
by  bracket  shafts. — Remarks  on  the  Arch,  of  the  Middle  Ages 
in  Italy,  p.  123. 

HoRicuDiUM,  a  clock  or  other  instrument  for  striking  the 
hours.  In  the  bailiff's  accounts  of  Shrewsbury  (as  quoted 
in  Owen  and  Blakeways  Shrewsbury,  ii.  428),  are  several 
entries  in  which  this  word  occurs.  Under  the  date  of  1436, 
is  the  following: — "Will'  Dawe,  custodi  commwms horicudii 
ecclesie  S'c'i  Cedde  pro  termino  natalis  D'ni  2s.  6d."  Sub- 
sequently the  payment  is  '*  pro  custodia  horicudii  et  le  chyme 
in  ecclesia  S*c'i  Cedde."  Similar  entries  occur  down  to  the 
13th  of  Henry  VIII. 

HoROLOGivM,  Horologe,  Lat.,  a  clock.    (See  Clock.) 


Hospital,  from  hospes,  Lat.,  a  guest,  and  spital,  a  charitable 
house ;  a  buildJDg  for  the  residence  of  sick  persoDs.  Houses 
endowed  for  the  abode  and  maintenance  of  infirm  and  aged 
people  were  formerly  called  hospitals ;  but  the  term  alms- 
houses is  now  usually  applied  to  those  buildings.  Hospitals 
were  originally  under  the  control  of  religious  communities, 
and  were  founded  by  various  persons  from  motives  of  piety, 
or,  in  many  instances,  in  expiation  of  crimes.  The  hospital 
of  St.  Cross,  near  WtucheUer,  retains  more  of  its  original 
characteristics  than  any  similar  establishment  in  the  king- 
dom. It  was  founded  between  the  years  1132  and  1136, 
by  Henry  de  Blois,  bishop  of  Winchester,  for  the  resi- 
dence and  support  of  13  poor  men,  and  the  daily  relief  of 
100  other  poor  inhabitants  of  Winchester.  Its  government 
was  remodelled  by  Bishop  Wykeham;  and  Cardinal  Beau- 
fort endowed  it  with  extensive  possessions.  Though  not 
dissolved,  like  many  other  monastic  establishments,  this 
hospital  suffered  much  at  the  time  of  the  Reformation, 
and  now  consists  of  only  ten  resident  brethren  and  three 
out- pensioners,  with  a  chaplain  and  a  master.  Of  the 
buildings,  which  surrounded  two  courts,  the  greater  part  re- 
mains. {Milner's  IlUtory  of  Winchester,  ii.  141.)  The  city 
of  Coventry  contains  two  veuerable  fabrics  of  this  class. 
Bablake's  hospital,  and  Ford's  hospital,  both  founded  and 
built  in  the  sixteenth  century,  exhibit  (particularly  the  latter) 
the  principal  features  of  the  timber  buildings  of  that  period, 
in  great  perfection.  Carved  gables,  windows  with  tracery, 
buttresses,  and  crocketed  pinnacles,  are  amongst  the  decora- 
tions of  these  interesting  buildings.  York,  London,  Shrews- 
bury, Burton-Lazars,  in  Leicestershire,  and,  indeed,  almost 
every  town  and  city  of  any  antiquity  in  the  kingdom,  pos- 
sessed some  of  these  houses.  Prior  to  the  Reformation,  they 
appear  to  have  been  governed  by  one  or  two  members  of 
some  monastery ; — generally  of  the  order  of  St.  Augustine. 
They  were  oftea  incorporated  by  moDarchs,  as  were  those  of 
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Bridewell,  Christ  Church,  Bethlem,  and  others  in  London. 
Several  of  the  religious  communities  who  protected  and  re- 
lieved the  poor  and  the  sick  were  called  hospitallers;  and 
the  same  name  was  particularly  applied  to  the  influential 
order  of  knights  of  St.  John  of  Jerusalem*  who  erected  a 
hospital  in  that  city  for  the  reception  of* pilgrims.  In  Dug- 
dale's  Monastkon  are  accounts  of  the  principal  of  the  English 
hospitals. 

Hostel,  Hotel,  Fr.,  a  house  used  as  the  lodging,  or  abode  of 
a  person  of  distinction ;  also  a  lodging-house  in  general ; 
whence  it  has  been  applied  to  an  inn,  or  house  of  public 
entertainment.  The  word  hostry  was  also  popularly  used  for 
an  inn,  or  lodging.  Before  the  colleges,  &c.  were  regularly 
established  at  Oxford  and  Cambridge,  the  houses  in  which 
the  students  lodged  were  called  hostles,  inns,  halls,  and  hos- 
pitia  studiosorum.  (  Dyers  Hist,  of  Cambridge.)  Some  inter- 
esting remains  of  the  hostelry,  or  town  lodging  of  the  Prior 
of  Lewes,  in  Sussex,  were  recently  discovered  near  the  church 
of  St.  Olave,  Southwark ;  and  are  described  and  illustrated 
in  the  Archaologia,  vol.  xxiii.  (See  Guestuall,  Hos- 
pital, and  Inn.) 

House,  huf.  Sax.,  a  dwelling,  or  building  for  the  habitation  of 
man.  The  term  is  used  in  various  modified  ways ;  it  often 
denotes  any  detached  part  of  a  building,  and  sometimes  a 
single  apartment :  in  the  phrase  "  a  religious  house,"  either 
the  buildings  of  a  monastery,  or  the  community  of  persons 
inhabiting  them,  may  be  indicated.  The  retirement  of  a 
family  to  seclusion  in  a  lodge  connected  with  their  mansion, 
or  to  their  country  seat,  appears  to  have  been  called  *' keep- 
ing their  secret  house.*'  (Northumberland  Household  Book, 
361,  442.)  Niches,  or  tabernacles  for  the  reception  of 
statues,  were  also  called  houses,  or  housings,  and  occasionally 
hovels.  (Rymers  Fadera,  tom.  vii.  p.  98.  Arch.  Anttqs., 
iv.  12.)  The  houses,  or  dwellings,  of  the  middle  ages  will 
be  found  noticed  under  the  heads  of  their  respective  classes 
of  Castle,  Mansion,  Timber-Building,  Villa,  &c. 
(See  Domestic  Architectuee.) 

Hovel,  a  small  rude  building  for  the  shelter  of  cattle ;  a  covered 
place :  commonly  applied  to  a  mean  habitation. 


hie  works. —  WiltTs  Lincoln  Cath.,  new  edit.  p.  7. 

Humbert,  archbishop  of  Lyons,  erected  a  stone  bridge  across 
the  Saone,  in  that  city,  in  tbe  year  1050.  It  is  expressly 
recorded  that,  besides  defraying  the  cost  of  the  work,  he  was 
himself  the  architect. — Whittington't  Hitt.  Surv.,  p.  62. 

HoEST,  hurj^>  hyMt,  Sax.,  a  wood,  or  grore,  is  a  term  fre- 
quently used,  alone  and  as  an  affix,  in  the  names  of  places. 
It  still  appears  in  those  of  Hazlehurst,  Penshurst,  Speldburst, 
UurBtmooceauz,  &c. 

Hut,  a  small  house  or  hovel,  usually  constructed  of  wood. 

Htling.  In  Whilaker's  History  of  Whalley,  book  it.  ch.  iii., 
an  indenture,  dated  24th  Henry  VIII.,  is  recited,  for  build- 
ing "the  north  and  south  hylingt  of  Bamley  church,  with 
eighteen  buttresses,"  Etc.;  meaning  the  north  and  south  ailes. 
Willson,  in  Glossary  to  Pugin's  Specimens,  derives  the  word 
from  heil,  to  cover.     (See  Hbil.) 

Hylmbh  (John),  in  conjunction  with  William  Vertue.both^ree- 
masom,  by  indenture,  dated  June  6th,  1507,  agreed  to  con- 
struct the  roof,  or  groined  ceihng  of  the  choir  of  St.  George's 
Chapel,  Windsor,  for  the  sum  of  £700,  and  to  complete  it  by 
Christmas,  1608. — Arch.  Aniiqs.,  iii. 36.     (SeeMAsoNSY.) 

HvpoTRACHELiUM,  t«ro,  Gr.,  Upon,  and  rfa;^X«(,  the  neck; 
same  as  Gorgbbin  (which  see). 

I 

IcHNOORAPBY,  ly^nt,  Gr.,  a  footstep,  or  track,  and  yii^pn,  & 
description,  or  writing;  tbe  delineation  of  a  horizontal  aec- 
tion  through  tbe  lower  part  of  a  building,  or  other  object : 
the  same  as  Ghouno-Plan  (which  see). 

IcRHAM  (Thomas),  a  monk  and  sacrist  of  St.  Augustin's  Abbey, 
Canterbury,  according  to  Somner,  erected  the  west  gatehouse 
of  the  cemetery  to  that  monastery,  at  a  cost  of  £466.  I3s.  4(f. 
It  is  noticed  in  a  document  dated  1268;  and  Somner  describes 
it  as  standing  in  his  time,  about  1640. — Antiqs.  of  Canter- 
bury, 2d  ed.  1703,  p.  33. 
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Im AOB,  imagoj  Lat.,  a  representation,  or  model  of  a  person  or 
any  living  thing;  formed  of  stone,  wood,  or  other  substance. 
Effigies  on  tombs,  and  statues  of  saints,  or  individuals,  were 
commonly  termed  images.  The  painted  representation  of 
men  and  animals,  whether  on  glass  or  any  other  substance, 
was  called  imagery.  The  worship  of  '*  graven  images  **  appears 
to  have  been  one  of  the  earliest  superstitions  to  which  the 
erring  nature  of  man  was  subjected.  Many  of  these  deified 
relics  are  found  amongst  Egyptian,  PhoBuician,  Hindoo, 
and  Chinese  antiquities.  The  most  ignorant  and  uncivilised 
portion  of  the  human  race  still  continue  to  worship  mon- 
strous images.  After  the  introduction  of  the  Christian  reli- 
gion, images  of  saints  took  the  places  of  those  of  Pagan 
divinities,  and,  among  the  infatuated  and  ignorant  devotees, 
were  reverenced  and  worshipped :  a  practice  which  served, 
however,  to  foster  the  arts  of  sculpture  and  carving*  (See 
Effigy  and  Monument.) 

Imbowment,  an  arch,  or  vault.  (See  Bow.)  The  word  bow 
being  sometimes  used  to  signify  any  thing  curved,  or  bent, 
caused  its  application  to  an  arch ;  and,  in  a  similar  manner, 
to  a  projecting,  or  bow  window.  The  arched  gatehouse  of 
entrance  to  the  southern  part  of  the  city  of  Lincoln  is  still 
called  the  stone-bow. 

Impost,  imposituu,  Lat.,  laid  on;  an  architectural  term  often 
applied  indefinitely  by  various  writers.  According  to  some 
it  denotes  the  upper  part  of  a  pier,  pilaster,  pillar,  or  co- 
lumn, or  the  whole  capital,  whence  the  arch  springs.  Others 
define  it  as  the  abacus,  or  entablature  between  the  capital 
and  the  springing  of  the  arch.  The  third  chapter  of  the 
Rev.  R.  Willis's  Remarks  on  the  Architecture  of  the  Middle 
Ages  is  devoted  to  the  imposts  of  Christian  churches.  He 
defines  an  impost  to  be  the  point  where  the  vertical  line  of 
a  support  terminates,  and  the  curved  line  of  an  arch  begins. 
He  also  distinguishes  between  the  real  impost  and  the 
decorative  impost,  the  latter  being  the  object  on  which  the 
ornamental  capital,  or  impost  moulding,  is  placed.  This 
is  often  much  lower  than  the  real  impost,  in  which  case  the 
arch  is  said  to  be  stilted.  (See  the  accompanying  Platb  L 
of  Arches,  fig.  4.)  Mr.  Willis  considers  the  absence  or 
presence  of  impost  mouldings,  and  the  similarity  and  dis- 


tion  of  impoBts. 

Indian  Architecture.     (See  Architecture.) 

Infirmary,  infirmarium,  Lat..  an  apartment  for  the  receptioa 
of  sick  and  infirm  peraonB.  (See  Hospital.)  Those  of 
religious  houses  were  spacious  apartments  under  the  care  of 
an  Infirmarer,  or  Infirmaress,  and  for  the  management  of 
which  strict  regulations  were  instituted.  Here  the  monks  or 
nuns  were  not  to  be  admitted  unless  really  sick  ;  but,  when 
admitted,  they  were  granted  various  dietary  indulgences, 
although  little  medical  attendance  appears  to  have  been 
employed. 

Ingelraume,  a  Norman  architect,  is  recorded' in  the  chronicle 
of  the  Ahbey  of  Bee  to  have  been  employed,  in  the  year 
1212,  to  rebuild  the  church  of  that  abbey ;  which,  however, 
he  did  not  complete. —  Whiltinglon's  Hist.  Stirv.,  66. 

Ingravb,  a  term  frequently  occurring  in  old  documents,  ftnd 
signifying  to  carve,  cut,  or  sculpture. 

Inn,  a  tavern,  or  honse  of  public  entertainment.  "The  word 
in  was,  at  one  ^me,  a  general  name  for  a  cavity,  covert,  or 
house  of  any  kind."  (Bootk's  Anal.  Did.,  p.  cxxx.)  Frag- 
menta  of  inns,  or  hostels,  erected  between  the  thirteenth  and 
seventeenth  centuries,  still  remain  :  amongst  which  the 
George,  at  Glastonbury ;  the  Crown,  at  Rochester ;  the,  so 
called.  New  Inn,  at  Gloucester;  the  house  formerly  called 
the  George,  at  Salisbury ;  and  the  Tabard,  or  Talbot,  in 
Southwark,  are  among  the  principal  esaniplea.  That  at 
Glastonbury  was  erected  in  the  reign  of  Edward  IV.,  for  the 
accommodation  of  pilgrims  to  the  adjacent  abbey,  and  re- 
tains traces  of  its  original  architectural  design.  It  is  repre- 
sented and  described  in  the  second  volume  of  Pugia's  Exam- 
ples of  Gothic  Architecture.  The  ordinary  arrangement  of 
thesR  buildings  was  such  as  to  form  one  or  two  courts,  entered 
under  archways,  and  surrounded  by  several  tiers  of  wooden 
balustraded  galleries,  communicating  with  the  various  apart- 
ments.    (See  Hostel.) 

Inns-op-Court,  were  so  called  from  being  houses  for  the  ac- 
commodation, lodging,  and  entertainment  of  students  at  law. 
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Inscription,  iuscripiio^  Lat.,  any  thing  written  in,  or  engraved 
on  a  solid  substance,  for  the  information  of  future  ages. 
Inscriptions  on  tombs  (see  Epitaph),  on  columns,  build- 
ingSi  altars,  vessels,  trinkets,  &c.,  were  used  by  the  earliest 
nations  of  antiquity.  Those  on  the  fonts,  doorways,  and 
capitals  of  Christian  churches,  and  on  the  walls,  chimney- 
pieces,  and  parapets  of  old  English  mansions  (especially 
when  containing  dates),  are  interesting  and  useful  records  to 
the  architectural  antiquary,  as  constituting  authentic  data 
for  historical  disquisition.  Some  of  these  are  noticed  in  the 
Archfsologia,  and  in  the  Gentleman's  Magazine,  in  Dalla-- 
way's  Discourses  on  Architecture  in  England^  p.  393,  and  in 
other  books ;  but  a  professed  collection  of  them  is  at  present 
a  desideratum.  See  Pegges^s  Sylloge  of  Inscriptions ;  and 
Cough's  Sepulchral  Monuments. 

Inserted  Column,  one  partially  inserted,  or  built  up  in  a 
wall.    (See  Engaged  Column.) 

Insertum,  a  mode  of  building,  so  denominated  by  Vitnivius,  in 
which  each  course  of  stones  is  formed  of  cubes  of  nearly 
uniform  thicknesses,  and  the  whole  regularly  bonded  together 
in  every  course.  This  method  was  adopted  in  the  round  and 
octagonal  pillars  of  the  churches  erected  soon  after  the  Nor* 
man  conquest,  and  also  in  the  flying  buttresses  and  other 
more  finished  parts  of  subsequent  buildings.  The  columns 
at  Malmsbury  abbey  church,  those  of  St.  Cross,  and  of  other 
architectural  works  of  the  Anglo-Norman  builders,  shew 
this  sort  of  masonry. 

Insulated  Column,  one  totally  detached  from  any  other  erec- 
tion. The  monument  of  London,  and  that  of  Trajan,  at 
Rome,  are  examples. 

Intbr-columniation,  the  distance  from  one  column  to  the 
next,  of  a  series  forming  a  colonnade,  or  portico ;  the  clear 
space  between  two  columns.  The  proportionate  distances 
between  columns,  or  their  inter-columniations,  vary  almost 
as  much  in  the  remains  of  the  Pagan  temples  of  Greece  and 
Rome,  as  in  the  avowedly  irregular  churches  of  the  Christians. 

Intra  DOS,  Ital.,  the  under,  or  inner  concave  surface  of  the 
curve  of  an  arch :  also  called  its  soffit.    (See  Extrados.) 

Ionic  Order.    (See  Order.) 


natural  supply  of  iron  ore,  and,  doubtless,  constructed  tbeir 
temples  by  the  aid  of  instruments  formed  of  that  metal ;  but 
iroD  is  rarely  Found  amongst  the  older  ruins  of  Egypt, — a 
circumstance  which  is  owing,  probably,  to  its  rapid  decompo- 
aition,  tbe  ravages  of  conquerors,  and  other  causes.  Iron 
cramps  and  instruments  have  been  met  with  amongst  Grecian 
and  Roman  remains ;  whilst  England,  fortunate  in  the  posses- 
sion of  extensive  iron  mines,  exhibits  proofs  of  its  employment 
by  most  of  the  diSTerent  inhabitants  of  the  island.  Chests, 
culinary  vessels,  screens  round  tomb:i,  scroll-work  and  hinges 
for  doors,  portcullises,  arms  and  armour,  were  amongst  the 
numerous  purposes  to  which  it  was  applied  in  the  middle 
ages. 

IsENBERT,  an  architect,  erected  the  bridges  of  Xaiates  and 
Rochelle,  in  France.  In  1201  he  was  recommended  by  King 
John,  in  a  letter  to  the  citizens  of  London,  as  a  proper 
person  to  finish  London  Bridge,  which  had  been  commenced 
by  Peter  of  Colechurch. —  Chronicles  of  London  Bridge, 
p.  70. 

IsiDORUs  of  Miletus,  in  conjunction  with  Anthemtus  of 
Tralles,  rebuilt  the  church  of  Saint  Sophia,  at  Constanti- 
nople, under  the  Emperor  Justinian.  It  was  laid  out  in  tbe 
form  of  a  Greek  cross,  the  intersection  of  whose  limbs  was 
surmounted  by  a  cupola,  remarkable  for  its  immense  size 
(being  upwards  of  120  feet  in  diameter) ;  but  the  rashness 
of  its  construction  was  apparent  in  a  few  years,  it  being 
necessary  to  erect  external  abutments  to  support  it.  The 
same  architects  were  associated  in  various  other  works  at 
Constantinople. — Milizia's  Lives,  by  Cray,  i.  120.  Hope's 
History  of  Architecture,  126. 

Isle,  Ile,  a  spelling  formerly  incorrectly  used  instead  of  Ailb, 
or  Aisle  (which  see). 

IsLtp  (John),  abbot  of  Westminster  from  the  year  1500  till 
I  &32,  assisted  in  laying  the  first  stone  of  Henry  the  Seventh's 
Chapel,  and  erected  a  small  chantry-chapel,  for  his  own  inter- 
ment, at  the  east  end  of  the  adjoining  abbey  church.  It  is 
a  beautiful  specimen  of  the  architecture  of  the  age.  A  rebus 
formed  by  an  eye  and  a  slip,  or  branch  of  a  tree,  and  intended 
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to  indicate  the  founder's  name«  is  repeated  in  different  parts 
of  the  chapel.  By  the  will  of  King  Henry  the  Seventh,  it 
appears  that  all  payments  for  his  chapel  were  made,  in  the 
first  instance,  to  this  abbot,  who  may  be  considered  as  super- 
intendent of  the  works. 

Italian  Architecture,  is  a  term  applied  to  the  style,  or 
class  of  buildings  raised  in  Italy  on  the  decline  of  the  pointed 
architecture,  and  which  ultimately  extended  over  the  greater 
part  of  Europe.    The  name  cinque'Cento  (literally,  ^tie  hun- 
dredf  but,  by  elision,  denoting  ihejifteenth  century)  has  also 
been  given  to  this  class  of  architecture,  as  indicating  the 
period  of  its  introduction.    The  style  was  founded  chiefly 
upon  the  writings  of  Vitruvius :  its  principal  characteristics 
being  the  employment  of  ^' the  five  orders;"  or  the  arrange- 
ment of  two  or  more  of  them,  one  above  another,  in  the  same 
face  of  a  building;  the  coupling  of  columns;  and  many 
other  variations  from  the  true  classical  and  antique  manner. 
It  first  became  prevalent  early  in  the  fifteenth  century,  and 
was  fully  developed  in  the  works  of  Palladio,  Alberti,  Vig- 
nola,  and  other  architects.     In  Italy  it  has  prevailed,  with 
occasional  modifications,  up  to  the  present  time :  in  England 
it  was  a  considerable  time  before  it  displayed^itself,  and  was 
never  very  extensively  employed,  although  its  influence  was 
severely  felt  in  the  deterioration  and  eventual  destruction  of 
the  monastic  architecture  of  this  country.    At  first  many 
English  buildings  exhibited  it  in  combination  with  the  fea- 
tures of  the  pointed  style,  thus  forming  a  species  of  archi- 
tecture commonly  called  the  Elizabethan ;  but,  in  some  in- 
stances, the  real  Italo-Vitruvian,  or  cinque-cento  style  pre- 
vailed.    Of  this  kind  Inigo  Jones  was  the  principal  English 
professor :  John  Thorpe,  and  John  of  Padua  also  adopted  it. 
The  buildings  of  these  architects  and  their  followers  com- 
prise Longleat,  in  Wiltshire ;  the  School's  Tower,  Oxford ; 
Wollaton  Hall,  Nottinghamshire;  the  Banqueting  House, 
Whitehall;  parts  of  Audley  End,  Hatfield  House,  Longford 
Castle,  and  many  other  similar  edifices.     Of  the  mixed 
Gothic  and  cinque-cento,  Holland  House,  Kensington ;  the 
tombs  of  Queens  Mary  and  Elizabeth,  in  Henry  the  Seventh's 
Chapel,  Westminster,  &c.,  are  examples.    (See  Hope*$  His^ 
tory  of  Architecture ;  Hoskingy  in  Encycloptedia  Britannica, 


should  be  termed  the  Elizabbthan.) 
voRY,  was  employed  by  the  Greeks  ornamentally  Trom  very 
early  ages.  The  statues  by  Phidias  and  contemporary  artista 
are  too  well  known,  from  the  deBcriptions  of  ancient  authors, 
to  need  any  more  than  an  allusion  to  them.  In  the  middle 
ages  many  articles  of  furniture,  as  stools,  chests,  cabinets, 
'  caskets,  cofiers.  Sic.,  were  made  of  ivory,  and  were  odea 
exquisitely  and  elaborately  carved. 


)acob's-Stonb,  or  Jacob's-Pillow,  a  name  applied  to  the 
stone  enclosed  within  the  chair  in  which  the  kings  of  Eng- 
land sit  at  their  coronation.  This  stone  was  brought  from 
Scotland  by  Edward  the  First,  and  has  evidently  been  re- 
garded with  veneration  for  many  centuries;  the  legend 
which  connected  it  with  the  name  of  the  patriarch  Jacob  was, 
probably,  an  invention  of  the  monks  of  Westminster,  after  it 
had  been  deposited  in  their  abbey.  (See  BrayUy  and  NeaU's 
tiistory  of  Wtitminiler  Abbey,  vol.  ii.  p.  1 18-136.) 

i\MK,  jambe,  Fr.,  a  leg;  Dignities  hterally  a  support,  and  is 
commonly  applied  to  the  upright  sides  of  a  doorway,  win- 
dow, fire-place,  or  other  opening  in  a  wall.  In  a  report  of 
work  done  in  the  Tower  of  London,  a.d.  1532,  there  is  said 
to  have  been  wrought  "  all  the  soyles  [q^  sills]  and  jaiomej 
of  twoo  great  wyndowes." — Bayhy'i  Hitt.  of  the  Tower,  pt. 
i.  app.  p.  xvii.     (See  Doorway.) 

James  THE  Gebh  am,  rebuilt  the  church  of  the  Virgin  Mary,  at 
Assisi,  which  was  finished  in  the  year  1218,  in  the  pointed 
style. — Hawkint's  Goth.  Arch.,  p.  2. 

Jansen  (Bernard),  an  architect  living  at  the  end  of  the  sixteenth 
and  beginning  of  the  seventeenth  centuries,  probably  a  native 
of  Flanders,  according  to  Walpole  (Anecdotes,  by  Daltaway, 
ii.  70.),  was  engaged  on  many  works  in  England,  amongst 
which  the  greater  part  of  Northumberland  House,  London,  is 
the  only  one  ascertained.     Walpole  attributes  Audley  End 
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to  this  architect,  and,  from  plans  of  that  building  being  found 
in  the  volume  of  drawings  by  Thorpe,  now  in  the  Soane 
Museum,  imagines  that  the  latter  was  associated  with  Jansen 
in  the  design.  However  this  may  be,  it  appears  that  a  model 
of  the  house  (of  which  a  part  is  still  in  being)  was  procured 
from  Italy  at  a  cost  of  £500 ;  from  which  the  working  draw- 
ings were  probably  made. — Britlon's  Arch.  Antiqs.y  ii.  113. 

Jesse,  '*a  representation  of  the  genealogy  of  Christ,  deduced 
from  Jesse,  the  father  of  King  David."  ( Willson,in  Glossary 
to  Pugin^s  Specimefts.)  William  of  Wykeham  bequeathed 
to  his  church  of  Winchester  thirty  copes  of  blue  cloth, 
"  embroidered  with  the  history  ofJesstj  in  gold."  (Test.  Vet. 
p.  768.)  The  mullions  of  a  window  in  Dorchester  Church, 
Oxfordshire,  appear  to  spring  from  a  recumbent  figure  of 
Jesse,  and,  diverging  throughout  the  window,  support  twenty- 
four  human  figures  representing  his  descendants.  This  win- 
dow is  of  the  time  of  Edward  III.  The  same  subject  is 
similarly  treated  in  a  stone  altar-piece,  in  Christ  Church, 
Hampshire;  and  is  often  met  with  in  stained  glass,  tapestry, 
and  other  materials. — BrittonsArch.  Antiqs.,  vol.  v.  Brayley 
and  Ferrey's  Antiqs.  of  the  Priory  of  Christ  Churchy  Hamp' 
shire,  pi.  xi. 

Jewry,  a  name  formerly  given  to  buildings  and  localities  from 
some  connexion,  either  directly  or  indirectly,  with  the  Jews. 
One  of  the  precepts  of  Henry  III.  mentions  the  king's  Jewry, 
or  Judaism  (''jWaMmuni"),  at  Westminster :  it  is  supposed 
to  allude  to  an  exchequer,  or  treasury  for  the  receipt  of  the 
sums  levied  by  the  king  on  the  Jews,  for  carrying  on  the  war 
with  France.  (  Walpole's  Anecdotes,  by  Dallaway,  i.  1 9.)  The 
street  called  the  Old  Jewry,  in  London,  was  so  named  from 
its  being  the  principal  residence  of  that  people.  Mr.  Essex, 
in  the  Archaologia  (vol.  vi.  p.  163),  observes  that,  in  the 
case  of  a  round  church  being  erected  by  the  Knights  Tem- 
plars (upon  the  plan  of  the  Holy  Sepulchre,  at  Jerusalem), 
the  parish  to  which  it  belonged  was  sometimes  called  the 
Jewry, — that  at  Cambridge  being  called  "  the  church  of  the 
Holy  Sepulchre,  in  the  Jewry."  Hence  it  has  been  erro- 
neously supposed  that  such  round  churches  were  built  as 
synagogues  by  the  Jews. 

u 


JoiBTS,  timbers  placed  parallel  to,  and  neaity  equidistant  from, 
each  other,  to  support  a  floor. 

JoMEs  (Inigo),  the  most  deservedly  celebrated  architect  of  his 
time,  was  born  in  London  about  the  year  1572,  and  travelled 
into  France  and  Italy  to  study  landscape-painting.  The 
Duke  of  Devonshire  has  a  volume  ofsketches  and  memoranda 
made  by  Jones  during  that  journey.  In  Italy  he  studied  the 
works  of  Palladio,and  relinquished  painting  for  architecture. 
ChristiaD  IV.  of  Denmark  appointed  him  his  architect,  and 
he  was  afterwards  employed  in  England  by  James  I.,  who 
nominated  him  Butveyor-general  of  the  works.  As  a  fa- 
vourite of  Charlea  the  First,  and  a  Roman  Catholic,  he 
suffered  in  the  troubles  which  preceded  and  followed  the 
death  of  that  unhappy  king.  He  was  fined  as  a  malignant, 
and  died  at  an  advanced  age,  overwhelmed  with  misfortune, 
in  July  1651.  The  style  of  his  designs  was  founded  on  the 
Italian-Vitruvian  school,  which  he  studied :  at  6rst  they 
partook  of  the  features  of  the  English  Tudor  class;  but 
ultimately  were  strictly  governed  by  the  rules  of  the  revived 
classical  orders.  He  generally  employed  different  orders  in 
one  facade,  but  occasionally  used  only  a  single  order  in  a 
building.  In  his  imitations  and  restorations  of  monastic 
edifices  he  committed  many  gross  absurdities:  such  as  the 
often-quoted  instances  of  his  repairs  and  additions  to  old 
St.  Paul's  Cathedral ;  his  organ-screen  in  Winchester  Ca- 
thedral; and  the  chapel  of  Lincoln's  Inn,  London.  The 
Banqueting  House,  Whitehall,  is  only  part  of  a  palace 
designed  by  him ;  and,  though  not  without  some  fsults,  is 
decidedly  the  best  English  specimen  of  the  revived  Italian 
style.  The  numerous  buildings,  either  ascertained  or  conjec- 
tured to  be  his  productions,  are  enumerated  by  Walpole,  in 
his  Anecdotes  of  Painting,  edited  by  Dallaway,  vol.  it.  p.  336. 
In  the  British  Museum  are  certain  warrants  from  King  James 
I.  to  the  Master  of  the  Wardrobe,  directing  a  supply  of  cloth 
and  other  materials,  or  of  money  as  a  substitute,  for  the 
livery  of  Inigo  Jones,  as  surveyor  of  the  works. 

Jdbe,  a  name  given  to  the  rood-loft  of  a  cathedral,  or  other 
church ;  from  the  words  used  in  the  Roman  Catholic  Liturgy : 
"  Jube,  domine,  benedicere;"  with  which  the  Reader,  placed 
in  the  rood-loft,  asked  the  blessing  of  the  chief  officiating 
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minister  before  reading  the  lessons.  For  instances  of  this 
application  of  the  word,  see  Wild's  Lincoln  Catkedralj  new 
ed.  p.  27,  and  Britton's  Cath.  Antiqs.,  Exeier,  p.  93.  (See 
RooD-LoFT.) 

Julian o  (Marco),  an  Italian  amateur-architect,  is  mentioned  by 
Felibien  as  living  in  the  year  1120;  and  is  stated  by  him  to 
have  designed  and  erected,  at  his  own  cost,  an  hospital  at 
Venice. — Hawkins's  Golh,  Arch.,  p.  130;  Milizia's  Lives^ 
by  Cresy,  i.  138. 

JuLiETTs,  a  name  applied  to  those  towers  in  ancient  castles 
which  have  been  vulgarly  attributed  to  Julius  Caesar:  such 
as  the  keep  Tower  of  London,  and  Cssar's  Tower,  Warwick 
Castle. — Clarke's  Vestigia  Anglicana,  i.  236. 

JuTTY,  from  ju/9  a  projecting,  or  overhanging  part  of  a  building. 


Karilepho  (William  de),  abbot  of  St.  Vincent's,  Normandy, 
and  afterwards  bishop  of  Durham,  (from  1082  till  1095),  be* 
gan  the  cathedral  of  that  place  "on  a  plan  which  he  had 
brought  with  him  from  France.*' — Surtees's  History  of  Dur^ 
ham,  vol.  i.  p.  xviii. 

Keep,  Keep-Tower,  the  principal  tower  of  a  castle,  usually 
placed  either  in  the  centre,  or  in  one  angle  of  the  inner-court, 
or  ballium.  The  oldest  keeps  were  usually  erected  on  the 
summits  of  arti6cial  mounts,  the  doorways  being  attained  by 
flights  of  steps.  The  forms  of  keep-towers  were  various. 
That  of  Conisborough  Castle  is  nearly  circular,  strengthened 
externally  with  buttresses,  and  is,  in  many  respects,  the  most 
interesting,  as  well  as  the  most  ancient,  building  of  its  class 
remaining.  That  of  Windsor  also  approaches  the  circular  form. 
Those  of  the  Tower  of  London,  and  of  Rochester  Castle,  are 
nearly  square ;  and  the  plan  of  that  called  Clifford's  Tower, 
at  York,  is  formed  by  portions  of  four  circles ;  the  building 
presenting  externally  theappearanceof  four  cylindrical  towers 
in  conjunction.  Keep-towers  were  generally  divided  internally 
into  several  stories  :  and,  in  those  of  large  dimensions,  each 
floor  was  again  subdivided  into  two,  or  more  apartments. 
The  lowest  of  these  was  mostly  used  as  a  dungeon  for 
prisoners ;  others  were  devoted  to  the  reception  of  military 


Keep,  ioe  penecuon  to  wnica  tne  art  ot  lortincaiion  was 
formerly  carried,  is  fully  manifested  by  an  inspection  of  the 
nuineraus  keep-towers  of  Great  Britain.  The  late  Edward 
King,  in  Maiiimenta  Anliqaa,  and  in  his  Observatiottt  on 
Ancient  Caitlet,  in  the  fourth  and  sixth  volumes  of  the 
Archaologia,  lias  noticed  and  described  some  of  their  pecu- 
liarities. Woohioth's  Ancient  Castki,  and  the  fourth  volume 
of  the  Architectural  Anliiiuitiet  of  Great  Britain,  may  also 
be  referred  to  as  containing  representations  and  descriptions 
of  several  of  these  buildings.  (See  Castle,  Dokjon, 
Dungeon,  and  Toweb.) 

Kendale  (John),  is  named  in  a  grant  in  the  Patent  Rolls  Ist 
Edw.  JV.  as  supervisor  of  all  that  king's  works  throughout 
the  realm. —  Walpole'i  Atucdotei,  by  Datlaway,  i.  208. 

Kbnns.  In  the  accounts  for  building  Louth  Steeple,  is  a  me- 
morandum that  the  abbot  of  Revesby  had  lent  15  kenns  of 
stone,  containing  15  yards.  Archaologia,  x.  77.  Kbntal, 
(for  quintal,  Fr.)  signified  a  hundred  weight. — Naret's  Glos- 
tarif. 

KtRNELLE,  Kernel,  Kirnal,  probably  a  corruption  of  the 
word  crenelle,  with  which  its  meaning  exactly  corresponds. 
(See  Crenelle.)  Du  Cange,  however,  gives  this  word  a 
separate  derivation ;  instancing  the  Latin  terms  quarnellus, 
quadranellut,  a  square  opening,  or  notch. 

KesvEB,  an  old  orthography  of  the  word  carver,  is  applied  to 
the  name  of  Laurence  Ymber,  who  worked  upon  the  tomb  of 
Henry  VII.  at  Westminster,  under  Torregiano. —  Walpole't 
Anecdotes,  by  Dallaway,  i.  176. 

Kit,  Cffi;,  Sax.,  an  instrument  for  turning  the  bolt  in  the  lock 
of  a  door,  chest,  8ic.  Keys  were  in  use  amongst  the  ancient 
Greeks  and  Romans,  being  chiefly  of  brass,  or  bronze,  more 
or  less  ornamented,  and  of  various  forms.  Those  of  the 
fifteenth  and  sixteenth  centuries,  as  well  aa  the  key-holes 
and  the  faces  of  the  locks,  were  frequently  engraved  and 
ornamented  with  elaborate  devices. 

Keys  (Roger),  in  conjunction  with  John  Druell,  and  under  the 
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control  of  the  founder,  Archbishop  Chicbele,  erected  the 
buildings  of  All  SouFs  College,  Oxford,  about  the  middle  of 
the  fifteenth  century.  Of  their  Vork  little  more  than  the 
exterior  of  the  chapel  retains  its  original  features. — Chal- 
mers's History  of  Oxford,  i.  1C5. 

Keystone,  a  stone  resembling  a  wedge  in  shape,  placed  at 
the  centre  of  the  top  of  an  arch,  or  vault,  and  serving  to 
fasten  together  the  whole.  In  the  pointed  arches  of  door- 
ways, and  other  parts  of  Christian  edifices,  a  key-stone  is 
.not  employed  ;  the  stones  on  each  side  of  the  arch  meeting 
in  a  vertical  joint  at  its  apex.  The  word  key  is  applied,  in 
a  similar  manner,  to  the  last  board  laid  down  in  a  floor. 

KiLLESED,  a  corruption  of  Coulissed,  (see  Cullis,  Cou- 
lisse), provided  with  gutters.  In  a  survey  of  the  royal 
palace  of  Richmond,  previous  to  its  demolition  in  1649,  is 
mentioned  *^  one  barn  of  four  layes  (bays?)  of  building  well 
tyled  and  killesed,  on  two  sides  and  one  end  thereof." — 
Veiusta  Monumetita,  vol.  ii. 

Kino  (Oliver),  educated  at  King's  College,  Cambridge,  was 
appointed,  in  1493,  bishop  of  Exeter,  and,  in  1495,  was 
translated  to  the  see  of  Bath  and  Wells.  The  latter  bish- 
opric he  retained  till  his  death  in  1503.  He  founded  and 
partially  built  the  Priory  church  of  Bath. — Brittons  His- 
tory,  Sfc.  of  Bath  Abbey y  and  Cath.  Antiqs.^  Exeter. 

King-post,  the  central  vertical  timberof  a  trussed  roof.  When, 
instead  of  a  single  upright  rising  to  the  ridge  of  a  roof,  one 
is  set  up  at  each  side,  they  are  called  queefi-posts. 

King*s-Yard:  the  steeple  of  Louth  Church,  Lincolnshire,  is 
stated,  in  accounts  of  the  date  of  1515,  to  have  been  "  in 
length,  from  the  ground  to  the  highest  stone,  by  the  king's 
yard,  18  score  feet." — Archaologia,  x.  86. 

KiRTON,  or  KiRKTON,  (Robert),  abbot  of  Peterborough  from 
1496  till  1528,  is  supposed  to  have  erected  the  ornamented 
gateway,  forming  the  entrance  to  the  deanery.  This  gateway 
(which  is  represented  in  the  title-page  of  Brilton's  Peter- 
borough Cathedral)  is  attributed  to  Abbot  Kirton,  from  a 
monogram,  or  device,  over  the  postern,  with  the  figures  of  a 
church,  or  kirk,  above  a  cask,  or  tun, — a  practice  very  com- 
mon in  the  buildings  and  monuments  of  that  period.    (See 


and  fictuTuque  Atitiqs,  of  Engliih  Vitiei,  p.  25. 

Kitchen,  cyc«ne,  Sax.,  cuisine,  Fr.,  an  apartment  appropriated 
to  cookeiy.  The  kitchens  of  the  civil  and  religious  buildings 
of  our  forerathera  w«re  spacious  rooms,  provided  with  one  or 
more  large  arched  fire-places,  with  tables,  dressers,  chopping- 
blocks,  and  other  appropriate  furniture  and  utensils.  The 
passage  of  eDlranca  to  the  kitchen  was.  in  many  cases,  closed 
by  a  hatch,  or  half-door,  surmounted  by  a  broad  shelf,  on 
which  the  dishes  were  placed  by  the  cooks,  and  thence  con- 
veyed, by  servants  in  waiting,  to  the  hall,  or  eating-room.  In 
some  instances  a  gallery  was  formed  in  apart  of  the  wall,  from 
whence  the  culinary  operations  might  be  surveyed.  Several 
officers  were  appointed,  as  well  in  monasteries  as  in  mansions 
and  castles,  to  superintend  the  accounts  and  business  of  the 
kitchen.  They  were  usually  called  kitcheners,  and  clerks  of 
the  kitchen.  Some  curious  old  kitchens  remain  at  Glaston- 
bury, Coventry,  Durham,  and  other  places.  That  called  the 
abbot's  kitchen,  at  Glastonbury,  built  about  the  beginning 
of  the  fifteenth  century,  is  fully  described  in  the  second 
volume  of  Pugiu't  Samples  of  Gothic  Arch.;  that  of  St. 
Mary's  Hall,  Coventry,  in  the  Picturesque  Antiqs.  of  English 
Cities:  and  that  of  Haddon  Hall,  Derbyshire,  in  Rayner's 
Account  and  Il/ustrations  of  ihtitfamed  ancient  building.  Ln 
•  Carter's  Ancient  Architecture  is  a  plan  and  account  of  the 
famous  octagonal  kitchen  at  Durham  Cathedral.  Cbrist 
Church  College,  Oxford,  and  Trinity  College,  Cambridge, 
bare  spacious  and  commodious  kitchens;  but  those  of  the 
modern  palaces  and  great  taverns  of  London  are,  perhaps, 
the  most  complete  and  best  arranged  rooms  of  the  class  in 
Europe. 

Knife,  cmp,  Sax.,  a  cutting  instrument  with  a  sharp  edge. 
Knives  were  necessarily  employed  by  the  most  ancient  na- 
tions of  the  world.     Chaucer,  in  the  Reve's  Tale,  says : 

"  A  Sbafeld  twytel  bu«  he  In  U«  hoM." 
A  thwytel,  or  whittle  was  a  knife  carried  by  a  person  who  was 
not  entitled  to  wear  a  sword.     In  1531  knives  were  forbidden 
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to  be  worn  in  London  and  Westminster  during  the  sitting  of 
parliament.  Thomas  Matthews,  of  Fleet  Bridge,  London, 
is  recorded  as  the  person  who  first  made  knives  (probably 
table-knives)  in  England.  This  was  in  1563. — See  Hunt's 
Exemplars  of  Tudor  Architecture,  p.  133. 

Knob,  Knoppb,  Knot,  the  boss,  or  ornamental  key-stone  of 
a  ribbed  and  vaulted  roof :  an  ornament  formed  by  a  cord,  or 
cords,  twisted  in  a  fantastic  manner^  and  borne  as  a  badge  by 
certain  noble  families. — See  Pugin's  ExampleSf  vol.  ii.  p.  37. 


Labarum,  Gr.,  an  imperial  standard  carried  in  war  before  the 
later  Roman  emperors.  It  consisted  of  a  long  staff,  with  a 
small  piece  of  wood  fixed  transversely  near  the  top ;  the 
whole  being  surmounted  by  a  monogram  of  Christ.  Before 
the  time  of  Constantine,  a  similar  ensign  was  terminated  by 
the  figure  of  an  eagle. — G%bbon*s  Decline  and  Fall,  vol.  iii, 
chap.  XX.    (See  Cross.) 

Label,  Label  Moulding,  a  modern  term  signifying  the  outer 
moulding  of  a  doorway,  or  other  aperture,  protecting  the 
lintel,  or  arched-opening,  and  descending  a  short  distance 
on  each  side.     The  same  as  Hood-mould  (which  see). 

Labyrinth,  Gr.,  a  building,  or  series  of  hedges,  mounds,  or 
walls,  with  numerous  winding  passages,  or  apartments  of 
intricate  arrangement.  Those  of  Egypt,  Crete,  and  others, 
are  celebrated  by  ancient  writers.  The  first  is  described  as 
an  assemblage  of  three  thousand  chambers,  constructed  on 
two  levels ;  and  that  of  Crete,  by  some  authors,  as  a  build- 
ing, and,  by  others,  as  a  number  of  passages  hewn  out  of  a 
rock.  In  later  times  we  are  reminded  of  the  labyrinth  at 
Woodstock,  said  to  have  been  formed  by  King  Henry  II., 
for  the  concealment  of  fair  Rosamond,  and  of  the  intricate 
windings  and  mazes  which  our  ancestors  so  frequently  intro- 
duced into  their  gardens.  The  labyrinth  fret  is  described 
under  the  word  Fret.  An  ornament  of  intricate  pattern, 
on  a  tile,  or  in  mosaic  on  a  pavement,  is  frequently  called 
a  Labyrinth. 

Lachrymatory,  from  lachryma,  Lat.,  a  tear,  a  vessel  of  glass, 
or  baked  earth  found  in  the  tombs  of  the  Romans ;  originally 
supposed  to  have  been  appropriated  for  the  reception  of 


tears;  whence  it  derived  its  name.  Another,  and  more  pro- 
bable conjecture  is,  that  it  contained  water,  or  odoriferous 
oil  to  sprinkle  or  perfume  the  ashes  of  the  deceased.  Lachry- 
matones  vary  id  form  and  material ;  their  most  uxnal  shape 
is  that  of  a  small  flask,  or  bottle,  nearly  spherical.withalong 
neck,  widening  at  the  top  for  its  mouth. 

Laconicum,  also  called  the  Sudatorium,  an  apartment  in  an- 
cient baths  which  was  heated  to  promote  perspiration.  The 
former  term  is  supposed  to  have  been  derived  from  such 
rooms  having  been  first  introduced  in  Laconia. 

Lacunar,  Lat.,  a  ceiling,  or  sofBt  ornamented  with  panels,  or 
coffers.     The  panels  are  termed  lacunaria. 

Lady-Chapel,  a  term  of  modem  application,  derived  from  the 
Catholic  phrase  "  Our  Lady,"  and  signifying  a  cliapel  dedi- 
cated to  the  Virgin  Mary,  who  was  worshipped  by  the  Ca- 
tholics throughout  Europe  to  a  far  greater  extent  than  any 
other  saint;  indeed,  there  were  few  churches  of  any  conse- 
quence without  one  or  two  chapels  thus  dedicated,  which 
either  formed  a  part  of  the  original  fabric,  or  were  subse- 
quently erected  by  a  private  individual.  From  the  miracles 
reported  to  have  been  wrought  through  the  intercession  of 
the  Virgin,  some  particular  places  acquired  a  superior  degree 
of  sanctity  to  others,  and  their  moDastic  revenues  were 
greatly  augmented  by  the  bequests  and  donations  of  reli- 
gious devotees.  This  was  particularly  the  case  at  Walsing- 
ham,  Norfolk  ;  at  Allhailows-Barking,  London  ;  the  chapel 
of  Our  Lady  of  the  Pue  (or  of  Pity),  adjoining  St,  Stephen's, 
Westminster ;  and  at  many  other  places.  Next  to  the  choir, 
the  Lady-Chapel  was  the  most  sacred  portion  of  a  church; 
it  was  sometimes  called  the  retro-choir,  and  sick  monks  were 
allowed  to  attend  divine  service  there  without  entering  the 
choir.  Its  principal  furniture  was  a  shrine  and  an  altar, 
with  an  image  of  "our  Lady,"  which  was  often  profusely 
decorated  with  jewels  and  embroidery.  This  image,  when 
the  chapel  was  dedicated  to  Our  Lady  of  Pity,  represented 
the  Virgin  as  weeping  over  the  corpse  of  the  Saviour.  The 
Lady-Chapel  was  often  the  most  beautiful  and  decorated 
part  of  a  church,  being  usually  adorned  with  painted  glass 
windows,  paintings  on  the  walls,  sculptured  tabernacles,  &c. 
It  was  generally  placed  either  at  the  east  end  of  the  church, 
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behind  the  high  altar,  or  in  one  of  the  ailes  of  the  choir. 
In  the  cathedrals  of  Salisbury,  Exeter,  Gloucester,  Worcester^ 
Wells,  Hereford,  Winchester,  &c.,  it  is  at  the  east  end;  in 
those  of  Canterbury,  Oxford,  and  Bristol,  it  is  in,  or  attached 
to,  the  north  side  of  the  choir ;  at  Ely  Cathedral  it  is  con- 
nected at  one  angle  with  the  northern  extremity  of  the  tran- 
sept ;  whilst  the  Galilee,  or  western  porch  of  Durham  Cathe- 
dral is  its  Lady-Chapel.     (See  Chapel.) 

Lamp,  lampas^  Lat.,  Xu/Avai^  Gr.,  from  \afi,voi,  to  shine;  a  vessel 
containing  an  inflammable  material  to  be  burnt  by  means  of 
a  wick.  Lamps  were  employed  in  various  forms  by  the 
Greeks  and  Romans,  and  many  examples  of  them  remain, 
in  baked  earth,  bronze,  glass,  and  other  materials.  They 
were  placed  in  sepulchres  by  the  Pagan-Romans,  and  by 
the  early  Christians,  where  they  are  still  occasionally  found. 
During  the  middle  ages  they  were  kept  burning  before  cer- 
tain shrines,  and  during  particular  religious  ceremonies. 

Lancbt-Arcu  (see  Arch),  an  opening  in  a  wall  having  its 
upper  part  acutely  pointed :  supposed  to  be  so  called  from 
its  resemblance  to  the  point  of  the  surgical  instrument  called 
a  lancet.  (Lancettey  Fr.,  a  small  arrow  or  dart.  See 
Hawkins's  Gothic  Arch.,  p.  45,  Note.)  The  first  pointed 
arches  introduced  into  the  ecclesiastical  buildings  of  England, 
at  the  beginning  of  the  thirteenth  century,  were  of  this  form  : 
they  were  chiefly  employed  in  windows.  Lancet  arches  pre- 
vail in  Salisbury  Cathedral,  Beverley  Minster,  8ic. 

Lanfranc,  a  native  of  Pavia,  in  Italy,  and  archbishop  of  Can- 
terbury from  1070  till  his  death,  in  1089,  commenced  re- 
building his  cathedral  church  from  the  foundations  "  in  a  more 
magnificent  manner  than  had  before  been  made  use  of  in  the 
kingdom  :"  the  choir  was  again  rebuilt  soon  after  his  death ; 
but  the  nave  and  certain  other  parts  remained,  as  left  by 
him,  until  the  beginning  of  the  fifteenth  century.  The 
greater,  or  western  crypt  of  the  cathedral  is,  with  probability, 
attributed  to  this  prelate. — Brittons  Cath.  Antiqs,,  Canter^ 
bury,  p.  30 ;  Battely's  Cantuaria  Sacra^  p.  9. 

Langton  (Walter  de),  nominated  bishop  of  Lichfield  in  1296, 
presided  over  the  see  for  twenty-five  years,  and  was  interred 
in  the  cathedral  on  his  decease.  This  prelate  ''  surrounded 
the  close  with  a  high  stone  wall,  and  constructed  two  beautiful 


gates  on  the  west  and  south  sides  of  the  close ;  enclosed  the 
relics  of  St.  Chad  in  a  magnificent  shrine,  at  the  expense  of 
two  thousand  pounds;  founded  and  raised  part  of  the  Lady- 
chapel,  and  constructed  the  vaulted  roofs  of  the  transept ; 
but,  dying  hefore  it  was  finished,  he  bequeathed  a  sum  of 
money  for  its  completion." — Britton's  Cath.  Antiqs.,  Lkk- 
JUld.  p.  28;  Angl.  Sacr.,  pt.  i.  pp.  441,  447. 

Lanoton  (John  de),  hishop  of  Chichester  at  the  end  of  the 
thirteenth  century,  expended  much  money  on  the  works 
of  the  cathedral :  viz.  £310  in  erecting  the  chapter-house, 
and  in  forming  and  glazing  the  window  of  the  south  transept 
with  stained  glass;  and  £100  towards  the  repairs  of  other 
parts  of  the  church.  The  central  spire,  and  the  hell-tower, 
are  traditionally  ascribed  to  him.  He  was  appointed  one  of 
theorijainm,  or  private  advisers  of  Edward  II.,  besides  which 
he  held  a  number  of  ecclesiastical  preferments. 

Lantbbn,  latitema,  Lat,,  lanterne.,  Fr.,  Unlerna,  Sp,;  a  case,  or 
vessel  intended  to  contain  a  light,  and  formed  of  horn,  glass, 
or  metal,  with  holes  for  the  light  to  pass  through.  Lanterns 
have  been  found  amon^cst  the  ruins  of  Pompeii  and  Hercu- 
laneum  ;  and  a  curious  one,  of  the  time  of  Henry  the  Seventh 
(incorrectly  attributed  to  the  Saxon  era),  is  preserved  in  the 
Ashmolean  Museum,  Oxford.  This,  which  is  represented  in 
Sliaw'i  Ancient  Furniture,  is  of  bronze,  studded  with  crystals, 
for  tlie  transmission  of  light.  Lanterns  of  horn  are  said  to 
have  been  first  introduced  into  England  by  King  Alfred, 
about  the  year  8y7,  to  preserve  the  candles  from  the  wind, 
end  which  he  employed  to  measure  lime. 

The  word  lantern  is  applied  to  a  small  turret,  or  cupola, 
with  apertures,  raised  upon  the  summit  of  a  building,  for  the 
purpose  of  giving  light  to  the  interior.  This  species  of  tower 
was  frequently  formed  over  the  central  part  of  a  church,  and 
on  the  roof  of  a  hall,  or  kitchen.  It  occurs  in  the  central 
towers  of  Durham  and  York  Cathedrals,  where  it  is  square, 
and  at  Ely  Cathedral,  where  it  is  octagonal.  Over  halb, 
we  find  it  at  Westminster,  Penshurst,  Crosby,  and  Eltliam  ; 
and,  over  kitchens,  at  Durham,  Glastonbury,  Raby-caslle, 
&c.  When  intended  only  to  give  light,  the  openings  of  the 
lantern  were  glazed ;  but  in  kitchens  tfaey  were  left  open  for 
the  escape  of  smoke.    The  small  octagonal  terminatioa  of  a 
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square  tower,  if  pierced  with  windows,  is  also  called  a  lan- 
tern. That  of  St.  Botolph's  Church,  at  Boston,  in  Lincoln- 
shire, was  probably  intended  to  have  been  lighted  up  at  night 
for  a  sea  mark.  The  church  of  All  Saints,  at  York,  is 
known  to  have  been  thus  illuminated  in  former  times ;  and 
the  steeple  of  old  Bow  Church,  London, 'was  provided  with 
small  lanterns  for  the  same  purpose.  [Arch,  Antiqs,<,  iv.  1 19.] 
A  small  turret  on  the  summit  of  a  cupola,  and  any  raised  por- 
tion  of  a  roof  containing  vertical  windows,  though  covered  in 
horizontally,  are  still  termed  lanterns.  (See  Cover  and 
Louvbr.) 

Lardose,  a  corruption  of  the  French  term  FarrHre  dos,  em- 
ployed to  designate  the  high  altar-screen  of  Durham  Cathe- 
dral.— Ancient  Rites  and  Monuments  of  Durham,  12mo. 

Latch,  or  Locket,  loquet^  Fr.,  a  small  piece  of  iron  or  wood 
used  to  fasten  a  door,  and  raised  by  a  lever,  or  string  to  open 
the  door.  A  species  of  cross-bow  used  in  the  time  of  Henry 
VU.  was  also  called  a  latch. —  Fosbroke's  Enc.  of  Antiqs., 
p.  816. 

Latten,  Laten,  Laton,  Latoun,  Latyn,  Lattin  (thus 
variously  spelt),  laiton,  letou,  Fr.,  a  metal  frequently  men- 
tioned in  old  records,  the  exact  nature  of  which  is  not  ascer- 
tained. By  the  notices  it  appears  to  have  been  different 
from  copper,  iron,  tin,  steel,  and  some  other  metals.  Todd 
{Dictionary)  supposes  it  was  a  mixture  of  copper  and  cala- 
mine; Douce,  who  is  followed  by  WilUon  (in  Pugin's  Sped- 
mens)y  says  it  was  brass  ;  whilst  Dr.  Meyrick  thinks  it  was 
copper  gilt.  The  first  is  probably  correct,  as  it  appears  to 
have  been  of  greater  value  than  common  brass ;  but,  as  it 
still  exists  on  the  tomb  of  the  Earl  of  Warwick,  in  the  Beau- 
champ  chapel,  it  is  rather  singular  that  there  should  be  any 
doubt  upon  the  subject.  It  appears  to  have  been  used  for 
crosses,  candlesticks,  plates  for  tombs,  eflSgies,  basins,  and 
▼arious  other  objects.  Of  the  manner  in  which  it  is  men- 
tioned, the  following  quotations  afford  instances: — In  the 
agreements  for  the  tomb  of  Richard,  Earl  of  Warwick,  already 
mentioned,  the  effigy  and  numerous  scutcheons,  images,  and 
ornaments,  are  directed  to  be  made  o(  latten;  and  the  large 
*' latten**  table  wheiieon  the  chief  statue  is  laid,  was  to  he**  of 
the  finest  and  thickest  Cullen  plate,"    The  finest  latten  is  sup- 


to  gold.  CuUen,  or  Cologne  plate  came  from  Cologne,  and 
was  much  esteemed.  Id  the  Ancient  Ritei  and  Monuments 
of  Durham,  a  large  branching  candlestick  in  the  cathedral  is 
described  as  of  "  most  fine  and  curious  candlestick-metal,  or 
latten'metul,  glistering  like  gold  itself."  The  effigies  on  the 
tombs  of  Edward  III.  and  Richard  II.  are  digtinguished  in 
the  deeda  copied  into  Rymer's  Fadera  aa  of  copper  and 
"laton"  (vol.  vii.  p.  797).  Lady  Manley,  in  1438,  be- 
queathed twenty  marks  "  for  a  marble  stone,  with  her  por- 
traiture thereon  in  copper,  or  latten,  gilt."  (Nicolat't  Tetta- 
menta  Vetutta,  p.  235.  See  several  other  passages  in  the 
same  work.)  Latten,  or  lattin  now  signifies  the  thin  platea 
of  iron,  covered  with  tin,  of  which  the  commonest  domestic 
uteaails  are  formed :  and  which  are  usually  called  by  the 
name  of  tin.  Du  Cange  and  Narea  consider  latten  as  aynony- 
mouswith  the  orichalcum  of  the  ancients.  (See  Architectural 
Anliqt.,vo\.iv.p.]2  i  Privtf  Purse  Expenses  of  Henry  VIII., 
Index;  Fosbroke's  Enc.  of  Antiqs.,  413-888;  BrayUy  and 
Neale's  Westminster  Abbey,  Index;  and  the  abore  cited  au- 
thorities.) 

Lattice,  lattis,  Fr.,  from  latte,  Ger.,  a  lath;  the  frame  of  « 
window  formed  by  laths,  rods,  bars,  or  strips  of  lead  crossed 
diagonally.  Latticed  windows  were  formerly  extensively 
used  in  buildings  of  higher  architectural  pretensions  than  at 
present.     (See  Canceli.1.) 

Lavackuh,  a  small  hollow,  or  basin  near  an  altar  in  a  church 
for  water  to  wash  the  priests'  hands  at  certain  times  during 
the  performance  of  divine  worship.  (See  Piscina.)  The 
word  lavatory  is  often  similarly  applied. 

Lavatory,  Laver,  lavatorium,  low  Lat.,  a  vessel,  trough,  or 
basin  to  contain  water  for  purposes  of  ablution.  Small  lava- 
tories, or  basins  of  stone,  similar  to  piscinas  in  churches, 
were  often  placed  at  the  entrances  to  ancient  dining  halls; 
but  the  commonest  forms  of  lavatories  are  those  of  a  long 
stone  trough,  a  fountain,  or  conduit.  In  the  former  shape 
lavatories  are  found  in  York  Cathedral,  and  in  the  cloisters 
of  Norwich,  Worcester,  and  Gloucester  Cathedrals:  in  the 
centre  of  the  quadrangleof  the  cloister  of  Durham  Cathedral, 
are  the  remains  of  an  octagonal  rounlain;  and,  in  a  similar 
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situation  at  Wells,  is  a  walled  space,  open  at  the  top,  and 
approached  by  steps  to  a  stream  which  flows  through  it. 

Lead,  was  extensively  employed  by  the  old  English  builders  in 
covering  the  roofs  ofchurches,  &c.  Ornamental  fonts,  water- 
spoutSy  and  window^frames  were  amongst  the  other  purposes 
to  which  it  was  applied.  According  to  the  venerable  Bede 
(lib.  iii.  cap.  25)  lead  was  employed  in  covering  the  roof  of 
the  church  at  Lindisfarne  as  early  as  the  year  662 :  which 
practice  afterwards  became  general.  At  Exeter  Cathedral,  a 
series  of  small  ornaments,  of  the  same  material,  decorate  the 
ridge  of  the  roof.  (See  the  article  Crest,  and  the  elevation 
of  part  of  Exeter  Cathedral  in  one  of  the  Plates  of  Com- 
partments of  Cathedral  Churches.)  King  Stephen  was 
interred  in  a  lead  coflin  as  early  as  1164  :  such  coflins  were 
frequently  fitted  to  the  shape  of  the  body,  and  enclosed  in  an 
outer  coffin  of  wood  or  stone. — Bloxam's  Monumental  Archi' 
teeture,  p.  66. 

Leaning-place  :  ''  It'm,  made  new  in  the  queue's  dynyng 
chambre  [in  the  Tower  of  London]  a  great  carrall  wyndow 
stoundyng  on  the  west  syde,  and  lenyng  placet  made  new  to 
the  same.*' — Survey,  23d  Henry  VIIL,  cited  in  Appendix  to 
Bayley*$  History  of  the  Tower ^  pt.  i.  p.  xix. 

Lectern,  Lecturn,  Lettern,  from  lego^  Lat.,  to  read;  a 
reading-desk.  In  the  choirs  of  some  ancient  churches  lec- 
terns of  elaborate  workmanship,  generally  of  brass,  were 
placed.  Two  examples,  now  in  the  cathedrals  of  WelU  and 
Norwich,  are  represented  in  the  illustrations  to  the  author's 
work  on  the  Cathedral  Antiquities.  The  latter  (as  well  as 
many  others  elsewhere)  is  so  formed  that  the  book  rests 
upon  the  back  and  expanded  wings  of  an  eagle.  A  reader 
of  homilies,  or  expounder  of  the  scriptures,  was  termed  a 
lector,  or  lecturer,  and  the  book  from  which  he  read,  in  some 
instances,  called  a  lectionary,    (See  Re  a  ding-Desk.) 

Ledger,  Ligger,  an  oblong  flat  stone,  or  piece  of  timber. 
Horizontal  timbers  employed  in  scafiblds  are  termed  liggers, 
in  the  Records  of  Louth  Steeple  (Arch.  Antiqs.,  vol.  iv.  p.  4); 
and  the  same  word,  with  the  more  modern  orthography  given 
above,  is  still  used  in  a  similar  sense.  Ledgment,  or  Ligge- 
ment  (from  lesep,  Sax.,  a  layer)  appears  formerly  to  have 
meant  a  horizontal  course  of  stone,  or  mouldings  in  a  build- 


1  use,  having  been  revived  by  a  French  artisan  during 
the  reign  of  Louis  XIV.  (See  Archaologia,  x.  120.)  It 
operates  by  the  dovetailing  of  one  of  its  ends  into  an  opening 
in  the  stone,  so  formed  that  no  vertical  force  can  detach  it. 
An  titraordinajy  instance  of  the  power  of  the  lewis  was  ex- 
emplified by  raising  a  vast  stone  over  the  gateway  of  the 
prison,  in  Totbill  Fields,  London. 

LiBEKGiER  (Hugues),  a  French  architect,  is  recorded  to  hare 
designed  the  church  of  St.  Nicasius,  at  Rheims,  and  to  have 
superintended  its  erection,  from  its  commencement  in  1229, 
until  his  death  in  1263.  (Feltbien,  Via  de  Arch.,  p.  207.) 
This  building  is  considered  by  Hawkins  {History  of  Gothic 
Arch.,  p.  142)  to  have  been  one  of  the  earliest  specimens  of 
"unmixed  Gothic"  in  France. 

Library,  librarium,  libraria,  Lat.,  from  liber,  a  book,  biblto- 
thiqut,  Fr.,  libreria,  Ilal.,  bibliathek,  Ger. ;  a  collection  of 
books  belonging  to  any  particular  person,  or  public  body; 
also  the  apartment  in  which  such  books  are  preserved.  Oio- 
dorus  mentions  a  library  in  the  palace  of  Osymandyas,  at 
Thebes,  the  entrance  to  which  he  states  was  inscribed  with 
words  implying  "  Place  of  cure  for  the  soul."  The  cele- 
brated Alexandrian  library,  founded  by  the  Ptolemies,  was 
partially  destroyed  by  fire  in  the  4)jth  year  before  the 
Christian  era,  and  again,  totally,  by  the  Saracens,  in  the 
seventh  century.  It  is  said  to  have  contained,  at  one  time, 
as  many  as  700,000  volumes,  or  rolls.  The  libraries  of  the 
ancient  Romans  were  often  paved  with  marble,  and  orna- 
mented with  gold,  the  walls  adorned  with  ivory,  and  the 
presses  for  the  books  made  of  cedar  and  ebony.  The  col- 
legiate and  monastic  establishments  of  our  forefathers  were 
generally  provided  with  manuscript  books,  transcribed  and 
illuminated  by  the  monks,  which  were  placed  in  a  room  pro- 
vided with  presses,  chests,  and  shelves,  for  their  reception. 
Over  one  side  of  the  cloister  at  Wells  Cathedral  is  a  long 
room  erected  by  Bishop  Bubwitb,  about  the  year  1420, 
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which  has  been  used  as  a  library  from  that  time  to  the  present. 
Over  part  of  the  cloister  of  Salisbury  Cathedral  is  a  similar 
library;  whilst,  in  the  cloister  of  Gloucester  Cathedral,  the 
recesses  in  which  the  monks  wrote  and  illuminated  manu- 
scriptSy  are  still  to  be  seen.  The  scarcity  of  books,  however, 
before  the  invention  of  printing,  precluded  the  erection  of  any 
building,  or  apartment  of  magnitude  or  architectural  preten- 
sions as  a  library.  Subsequently,  several  public  collections 
were  formed,  and  buildings  were  erected  for  this  purpose, 
particularly  at  the  universities  of  Oxford  and  Cambridge. 
The  Bodleian  library,  in  the  former,  and  the  Public  library 
at  the  latter,  are  of  vast  dimensions,  and  contain  very  large 
collections  of  books  and  manuscripts.  The  royal  library,  in 
the  British  Museum,  London,  is  a  large  and  handsome  room. 

Lich-gate,  from  he,  lice.  Sax.,  a  dead  body ;  a  covered  shed,  or 
gateway  at  the  entrance  to  a  churchyard.  (See  Corpse- 
GATE.)  A  similar  gate  to  that  mentioned  in  the  article  re- 
ferred to,  formerly  stood  near  Gloucester  Cathedral.  It  was 
called  the  Lych-gate,  and  the  lane  leading  to  it  Lych-lane. 
The  corpse  of  King  Edward  IL  rested  there  on  its  way  to 
interment;  and,  probably,  from  having  been  rebuilt  by  his 
successor,  it  was  and  is  called  King  Edward's  gate. — Britton*s 
Cath.  Antiqs.,  Gloucester^  Supplementary  Essay,  p.  14. 

LiERNES,  an  old  French  term  denoting  the  ribs  which  cover 
those  angles  of  a  vaulted  roof,  and  which  present  a  con- 
vexity or  ridge^  in  opposition  to  such  as  cover  a  concavity,  or 
groin. —  Willises  Arch,  of  the  Middle  Ages,  p.  83. 

Light,  the  upright  space  between  two  muUions  of  a  window. 
A  window  having  four  vertical  mullions  and  two  jambs  is 
said  to  be  a  window  of  five  lights.  William  of  Worcester 
(Itinerary,  pp.  236,  287,  293,  8ic.)  employs  the  Latin  terms 
lux,  luces,  pana,  panella,  and  parva  fenestra  in  the  same 
sense.  The  word  bays,  used  for  the  transverse  compartments 
of  a  roof,  is  sometimes  applied  to  the  upright  divisions  of  a 
window.  The  word  days  is  similarly  used,  but  neither  of 
them  with  strict  propriety. 

Lincoln  (John  de),  was  master  of  the  works  in  St.  Stephen's 
chapel,  Westminster,  in  the  year  1360.  Pat.  24  Edw.  IIL, 
part  i.  m.  26,  dorso,  cited  in  Smith's  Antiquities  of  West'- 
minster,  p.  83. 


•tone,  covering  a  door-way,  or  a  window. 

List,  Lutel,  Usteau,  Fr.,  a  plain,  narrow  moulding,  or  band 
employed  in  claBsical  arcliiteclure  to  eeparale  or  combine 
other  mouldings,  or  the  flutes  of  a  column.  (SeeAMXULET, 
Band,  and  Fillet.) 

Lock,  Ioc,  Sax.,  an  instrument  of  iron,  or  other  metal,  used  for 
fastening  a  door,  or  gate,  or  the  lid  of  a  chest,  or  box,  by  meaas 
ofa  bolt  moved  by  a  key.  Many  curious  specimens  oflocks 
are  to  be  found  in  tbe  old  mansions  of  England,  shewing 
that,  in  the  fiTteenth  and  sixteenth  centuries,  those  useful 
articles  partook  of  the  profusion  of  ornament  which  charac- 
terised most  works  of  the  period.  By  some  entries  in  "  Tfae 
Privy  Purse  Expenses  of  Henry  the  Eighth,''  it  appears  that 
those  for  tbe  king's  chamber-door  were  carried  about  by  the 
household  Smith  wherever  bis  majesty  went.  A  beautiful 
specimen,  from  Beddington  Hall,  Surrey,  is  engraved  in 
Pagin'i  Eiampla  of  Gothic  Arch;  vol.  u,  and  others  in 
Shaw's  Ancient  Furniture. 

LocKES,  a  small  cupboard:  the  recess,  or  niche,  frequently 
observed  near  an  altar  in  a  Catholic  church,  and  intended 
aa  a  depository  for  water,  oil,  &c. 

Locus,  Lat.,  was  frequently  employed  by  ancient  writers  to  sig- 
nify a  religious  house.  "  Locut  Benedictus,"  a  monastery 
of  Benedictines. —  Whilaker's  Wha/ley,  p.  49.  "Locut  ex- 
celsus,"  as  used  in  the  Will  of  King  Henry  V.,  appears  to 
have  signified  a  loft. — Rt/mer's  Fadera,  ix.  289. 

LocuTORY,  locutorium,  low  Lat.,  an  apartment  in  a  monastery 
in  which  the  monks  were  allowed  to  converse,  when  silence 
was  enjoined  elsewhere.  Sometimes  a  garden  and  bowling- 
green  were  attached  to  it,  for  tbe  recreation  of  tbe  novices. 
(See  Parlour.) 

Loft,  a  gallery,  or  chamber,  raised  upon  or  within  a  larger 
apartment;  as  a  music-loft,  singing-loft,  organ-loft,  rood- 
loft.  See.     (See  Locus,  Obgak-loft,  and  Rood-loft.) 

Loggia,  Ital.,  an  avenue,  or  gallery,  in  a  building,  with  an  open 

colonnade,  or  arcade  on  one  or  both  sides. 
LoHBARDic  Architecture,  was  defined  by  the  late  Thos. 
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Hope  as  that  style  which  arose  in  Lombardy  after  the  decline 
of  the  Roman  empire;  was  thence  introduced  into  France, 
and  afterwards  (variously  modified  in  its  progress)  proceeded 
to  Normandy  and  into  England.  It  is  essentially  the  same 
as  that  commonly  called  the  Norman  style,  by  recent  English 
writers. — Hope^s  History  of  Architecture,  p.  250.  (See 
Abchitecture.) 

London  (Richard  de),  abbot  of  Peterborough  from  1274  to 
1296,  erected  *'  the  great  steeple  for  the  bells :"  probably  one 
of  the  towers  at  the  western  front  of  the  cathedral. — Britton's 
Cath.  Antiqs.f  Peterborough,  p.  57. 

Longitudinal  Vault.    (See  Vault.) 

LoocH|  Loch,  occurs  in  the  Records  of  Louth  Steeple  {ArchcBO" 
logia,  z.  70-98),  and  signifies  a  shed  to  place  stone  in  for 
building  purposes. 

Loop,  Loophole,  a  narrow  aperture  in  the  wall  of  a  church,  or 
castle,  giving  light  to  a  staircase,  closet,  or  platform.  In 
the  survey  of  the  tower  of  London,  24th  Henry  VIII.  (already 
frequently  referred  to),  various  parts  of  the  building  are 
directed  to  be  "lowped,"  or  provided  with  loop-holes;  and 
in  one  wall,  in  particular,  '^iij.  loppys"  were  to  be  made 
with  *'Cane  (Caen)  asheler,  ij.  fote  brode ;  and,  in  heygth, 
iiij.  foot." — Bayley*s  Hist,  of  the  Tower^  pt.  i.  app.  p.  xxix. 
Loopholes  in  castles  were  always  of  small  dimensions  ex- 
ternally, but  widened  inwards. 

LoRCiGNEs  (Guerin  de),  is  recorded,  in  an  inscription  above 
the  portal  of  the  collegiate  church  of  St.  Sepulchre,  at  Paris, 
to  have  commenced  that  building  in  1326,  and  finished  it,  for 
the  performance  of  mass,  in  the  succeeding  year. —  Whitting- 
ton's  Hist.  Surv*  p.  77. 

Losing,  or  LoziNGA,  (Herbert),  the  first  bishop  of  Norwich, 
removed  his  see  from  Thetford  to  that  city,  and  there  erected 
a  cathedral,  a  palace,  and  other  monastic  buildings.  The 
choir  and  its  ailes,  the  east  end,  with  its  chapels,  and  the 
transepts  of  the  present  cathedral,  are  ascribed  to  this  pre- 
late. He  ruled  over  the  see  from  1094  till  1119. — Brittons 
Cath.  Antiqs,,  Norwich. 

Lote  (Stephen),  one  of  the  principal  masons  employed  in  con- 


lern  over  a  nan,  or  Kucnen,  wiin  openings  lor  lue  escape  oi 
smoke,  or  steam.  (See  Covek  and  Lantebn.)  The  gal- 
lery called  tlie  Louvre,  at  Paris,  is  said,  by  some  writers,  to 
derive  its  name  from  an  appendage  of  this  nature.  Louvre- 
windows  are  those  in  church  towers  which  are  left  open,  or 
crossed  by  bars  of  wood,  placed  bo  as  to  exclude  the  rain, 
but  admit  air,  and  allow  the  emission  of  Bound  from  the  bells. 
These  bars  of  wood  are  termed  louvre-boards,  corruptly, 
iuffer-boardt. 
LozBNGE'HOULDiNO,  an  architectural  Ornament  presenting  the 
appearance  of  a  series  of  diagonal  ribs  inclosing  diamond- 
shaped  panels.  It  occurs  iu  buildings  of  the  Norman  era, 
and  is  represented  in  Plate  III.  of  Arcades,  fig.  12,  and 
m  King's  Mun.  Antiq..  vol.  iii.  pl.v. 

LoziNQ  (Robert),  Roberlus  Lolharhgus,  or,  Robert  of  Lorraine, 
bishop  of  Hereford  from  1079  till  1095,  ie  aaid  to  have  com- 
menced rebuilding  the  church  and  other  monastic  edifices,  in 
which  (according  to  William  of  Malmesbury)  he  adopted  as 
his  model,  the  church  of  Aix-la-Chapelle,  in  Germany.  The 
nave,  and  the  south  transept  of  the  present  cathedral,  are 
attributed  to  him. — Britton's  Calk.  Antiqt.,  Hereford,  p.  8. 

Lucy  (Godfrey  de),  bishop  of  Winchester  from  II«9  to  1204, 
built  parts  of  the  east  end  of  that  cathedral. — Briltqn'sCath. 
Antiqs.,  Wiiicheiler,  p.  60. 

LuHBTTE,  Fr,  an  aprture  in  a  coocave  ceiling  to  admit  light. 

Ldsabche  (Robert  de),  a  French  arcliitect  of  the  thirteenth  cen- 
tury, commenced  building  the  cathedral  of  Amiens,  in  the 
year  1220.—Hav:kins's  Goth.  Arch.,  p.  138. 

Lutmbrn,  Lucaine,  lacema,  Lat.,  a  light,  or  lantern  ;  a  win- 
dow in  a  roof  lighting  a  garret,  or  upper  apartment.  (See 
Dormer-window.) 

Lyntel.    (See  Lintel.) 

Lynton,  an  old  orthography  of  the  word  lintel :  "  ij  lyntotu 
made  for  ij  wyndowee." — Bayley's  Tower,  pt,  i.  app.  xxii. 
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Machicolation,  Machecoulis,  Maschecoulis,  Machi- 
coLAMENTUM,  a  term  applied  to  a  grooye,  or  opening  in  a 
fortified  building,  through  which  soldiers  annoyed  their  as- 
sailants by  throwing  stones,  molten  lead,  hot  sand,  boiling 
water,  arrows,  and  other  missiles.  Machicolations  abound 
in  the  remains  of  almost  all  ancient  fortresses,  and  are  either 
simple  perforations  over  the  arched  wall  of  a  gateway,  or 
passage,  or  formed  at  intervals  in  the  parapet  or  face  of  a 
tower.  In  some  instances  the  whole  extent  of  the  parapet  is 
projected  from  the  wall  upon  a  series  of  corbels,  the  intervals 
between  which  are  left  open,  and  thus  form  machicolations. 
This  mode  of  construction  is  met  with  in  the  gatehouses  of 
Winchester  and  Southampton ;  Oxburgh  Hall,  Norfolk ; 
Leeds  Castle,  Kent;  Tattershall ;  Warwick;  Windsor;  Ca- 
risbrook,  and  many  other  castles ;  and  is  one  of  the  most 
striking  and  picturesque  features  of  castellated  architecture. 
Sometimes  small  bartizans,  or  turrets  are  attached  to  the 
angles  of  great  towers,  by  corbels  with  openings  between 
them.  Machicolations  appear  to  have  been  employed  in 
fortification  in  some  ancient  Roman  buildings :  they  abound 
in  those  raised  throughout  Europe  in  the  middle  ages,  and 
in  Moorish  fortresses.  The  name  is  derived,  by  Spelman 
{Glossarium  Archaologicum,  iii.  p.  372),  from  masci/j  or 
maschil,  (jnandibulum)  and  coulisse:  a  passage,  or  opening 
throujgh  which  any  thing  is  thrown  down.  Some  examples 
are  illustrated  in  detail  in  Carter's  Anc.  Arch,,  plates  47, 51, 
and  62. — See  Grose*s  Military  Antiquities,  Pugins  Speci- 
mens, and  King*s  Mun.  Antiq. 

Maeremium,  Maerennum,  marisme,  maliereme,  old  Fr.,  tim- 
ber, frequently  occurs  in  Latin  records  to  signify  building 
materials  of  stone,  or  timber ;  but  rarely  the  former.  It 
generally  applies  rather  to  waste  or  refuse  materials  than  to 
those  fit  for  use. — Glossary  in  Kennet*s  Antiqs.  of  Ambrosden. 

Maiden-Tower  :  the  keep,  or  principal  tower  of  a  castle  has 
sometimes  been  so  called ;  probably  a  corruption  of  the  old 
French  word  magne^  or  maynt,  great.  Maiden^castle  is  the 
name  of  a  large  castrametation  in  the  vicinity  of  Dorchester, 
and  of  several  others.    The  term  is  also  applied  to  those  for- 


tresses  which  have  never  been  captured  by  an  enemy.  —  See 
King's  Mun.  Aatiq.,  vol*  i.  p.  40. 

Maionaud,  a  Canon,  built  the  entrance  to  the  church  of  St. 
Genevieve,  at  Paris,  in  the  tenth  century. —  WhiUington't 
Hist.  Surv.  p.  44. 

Malvbrns  (Alduin  de)  was  architect,  or  surveyor  of  the  works, 
of  a  bridge  over  the  Wye,  at  Hereford,  in  the  reign  of  King 
Henry  the  First. — helan^t  Itin.  vol.  viii.  p.  68. 

Manor-House,  the  country  residence  of  the  lord  of  a  manor. 
(See  BoBRiA.) 

Mansion,  tnansio,  Lat,  a  resting-place,  from  mdReo,  to  remain  ; 
a  place  of  residence,  a  dwelling:  generally  a  lai^e  house; 
the  chief  habitation  of  the  lord  of  a  manor.  The  charac- 
teristics of  the  old  provincial  palaces  end  mansions  of  England 
are  exemplified  in  Britlon'i  Arch.  Antiqi.,vo\.  ii.;  Walpole't 
Anecdotes  by  Dallatcay;  Pugin's  Examples  of  Goth.  Arch.  Ifc. 
(See  Domestic  Akchitecturb,  House,  and  Hall.) 
Mansio  canoiiicorum,  the  country  house  of  a  religious  fratei^ 
nity ;  mansus  presbyteri,  the  mante  of  a  parish  priest,  or  the 
parsonage;  and  mansum  capitate,  the  chief  house,  or  court 
{curia  capitalis)  of  the  lord  of  the  manor. 

Mantel,  Mantel-tree,  a  beam  resting  on  the  jamtts  of  a 
fire-place,  and  supporting  the  wait  above.  The  place  of  this 
beam  is  now  generally  supplied  by  an  arch  of  brick  work ; 
formerly,  when  led  exposed,  it  was  ornamented  with  carvings. 
The  mantel-piece,  as  distinguished  from  the  abo^e,  is  the 
projecting  shelf  over  a  fire-place, 

Mabble,  marbre,  Fr.,  marmor,  Lat.,  from  /ia{/iMiiic,  Gr.,  a  white 
or  shining  stone ;  a  term  applied  to  the  finer  varieties  of  lime- 
atone,  of  hard  and  compact  substance,  and  susceptible  of  a 
high  degree  of  polish.  Different  marbles  have  been  employed 
by  all  civilised  people  for  statues,  busts,  monuments,  and 
ornaments.  The  Pentelic  and  Parian  marbles  of  the  an- 
cients, and  the  produce  of  the  quarries  of  Carrara,  in  Italy, 
are  unrivalled  in  beauty  and  value.  Great  Britain  affords 
marble  of  excellent  quality,  particularly  from  the  Derbyshire, 
Devonshire,  and  Anglesea  quarries.  None,  however,  but  the 
Petworth  and  Purbeck  marbles  appear  to  have  been  exten- 
sively used  by  ancient  English  architects.     These  were  em- 
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ployed  for  columns,  pavements,  gravestones,  and  monuments, 
and  are  still  to  be  met  with  in  most  of  the  cathedrals  and 
larger  churches  built  in  the  early  part  of  the  thirteenth 
century :  viz.  in  Westminster  Abbey  Church,  Salisbury 
Cathedral,  Exeter  Cathedral,  Lincoln  Cathedral,  the  Temple 
Church,  London,  &c.  Amongst  the  entries  connected  with 
St.  Stephen's  Chapel,  Westminster  (about  a.d.  1360),  is  the 
following :  "  For  144  yards  of  marble  stone,  bought  to  make 
columns  for  the  chapel,  at  6d.  a  foot,  with  carriage  and  boat- 
age  from  Corf  to  the  king's  bridge,  Westminster,  £10. 14.6." 
(Smith's  Antiqs.  of  Westm.^  p.  203.)  The  ecclesiastical 
buildings  of  continental  Europe  exhibit  a  great  profusion  of 
marble  decorations.  The  cathedral  of  Milan  is  constructed 
almost  entirely  of  white  marble ;  so  is  also  the  front  of  that 
at  Como.  The  western  facade  of  the  cathedral  of  Siena  is 
inlaid  with  black,  red,  and  white  marbles,  relieved  by  other 
colours,  and  with  painting  and  gilding.  The  same  church 
contains  a  white  marble  pulpit,  executed,  in  1226,  by  Nicolas 
of  Pisa,  and  supported  by  columns,  resting  on  figures  of 
lionesses  and  their  cubs. — See  Wood's  Letters  of  an  Archi* 
tect;  and  Hope's  Hist,  of  Arch.:  also  observations  by  Essex^ 
in  Archaologia,  iv.  104. 

Market-Cross.    (See  Cross.) 

Market*House,  a  building  in  a  market-place,  to  shelter  its 
frequenters  from  inclement  weather.  Most  of  the  old  market- 
houses  were  formed  of  timber,  open  at  the  sides,  and  sup- 
ported by  several  pillars.  Specimens  remain  at  Leominster, 
at  Hereford,  and  in  many  other  towns. 

Marquetry,  marqueteriej  Fr.,  from  marque,  marqueter^  to 
spot;  a  kind  of  mosaic  or  inlaid  work  formed  of  small  pieces 
of  wood,  and  occasionally  enriched  with  valuable  materials. 
The  Italians  in  the  fifteenth  century,  and  the  French  of  the 
seventeenth,  carried  this  art  to  great  perfection.  From  France 
it  was  introduced  into  England ;  the  floors  of  several  man- 
sions built  at  the  end  of  the  seventeenth  and  beginning  of 
the  eighteenth  centuries,  being  thus  constructed.  Amongst 
existing  examples  are  floors  in  the  British  mnseum;  the 
library  at  St.  Paul's  Cathedral ;  and  some  apartments  in 
Windsor  Castle.  Parquetry  was  often  employed  synony- 
mously.   (See  Parquetry.) 


Mabttm  (John),  prior  of  St.  Augustine.  Bristol,  sow  the  cathe- 
dral, was  "mftster  of  the  new  works,"  about  the  year  1491. 
—Britton't  Catk.  Antiqt.,  Brittol,  p.  49. 

Martyrolooivm,  a  register  of  benefactors  to  a  religious  bouse, 
with  the  dates  of  their  respective  deaths ;  compiled  in  order 
that  prayers  for  their  souls  might  be  ofiered  up  on  each 
anniversary. 

Mascall,  or  Marshal  (Eustace),  who  died  in  1567,waBclerk 
of  the  works  at  Christ  Church  College,  Oxford,  and  clerk  of 
accounts  for  all  the  buildings  of  King  Henry  VIII.  within 
twenty  miles  of  London. — Lysotu't  Mag,  Brit,  vol,  i.  p.  661. 

Mascall  (Robert),  bishop  of  Hereford  from  1404  till  1416, 
built,  or  rather  contributed  to  build  the  choir,  presbytery, 
and  bell-tower  of  the  church  of  the  Carmelites,  or  White 
Friars,  London. —  Britton't  Cath.  Antiqs.,  Hereford,  p.  22. 

Masonry,  is  the  art  of  preparing  and  combining  the  stones  in 
a  building,  so  as  to  present  a  firm  construction,  and  an  uni- 
form or  ornamental  surface.  A  mason  is  the  person  employed 
to  execute  the  work.  The  derivation  of  the  word  mason 
{mafon,  Fr.)  is  uncertain.  Some  trace  it  from  machio,  low 
Lat.,  a  machinist ;  othera  from  maceria,  the  fence,  or  wall 
enclosing  a  mason's  work-place;  and  others,  from  matf  an 
old  word  signifying  house.  The  art  of  masonry  appears  to 
have  been  successfully  studied  by  the  ancient  Egyptians, 
Greeks,  and  Romans.  Vitruvius  describes  six  different 
methods  of  arranging  and  binding  stone  walls,  most  of 
which  have  been  practised  by  succeeding  builders,  to  the  pre- 
sent time.  The  transcendant  skill  of  the  masons  employed 
on  the  churches  and  other  edifices  of  the  middle  ages  is  pro- 
berbial.  At  a  period  when  nearly  every  other  art  made  but 
gradual  advances,  that  of  masonry  attained  great  perfection, 
— a  circumstance  which  was  attributable,  it  is  reasonably 
supposed,  to  the  peculiar  combination  of  its  professors  as  a 
fraternity  of"  Free  and  Accepted  Matons."  Although  some 
such  associations  of  artificers  may  be  traced  to  the  classical 
nations  of  antiquity,  it  is  suflicient  for  our  purpose  to  state 
that,  originating  in  this  peculiar  form  in  Italy,  they  spread 
over  the  whole  Christian  world,  under  the  patronage  and 
protection  of  the  pope.    Sanctioned  by  his  diplomas,  their 
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proceedings  were  tolerated  by  all  Christian  princes,  and  their 
ranks  joined  by  artisans  and  ecclesiastics  of  every  country  into 
which  they  penetrated.  In  England,  the  great  architectural 
works  (both  military  and  ecclesiastical)  effected  in  the  eleventh 
and  in  the  two  succeeding  centuries  caused  the  introduction 
of  numerous  foreign  architects,  or  master  masom,  as  they  were 
then  termed,  as  well  as  workmen,  whose  fraternities,  enlarged 
by  the  admission  of  English  artisans,  gradually  increased  in 
influence  and  stability.  Finding  their  rules  of  art  produc- 
tive of  a  lucrative  monopoly,  it  is  not  to  be  wondered  at  that 
the  associated  artificers  were  anxious  to  keep  them  secret. 
They  admitted,  or  accepted  no  one  as  a  member  of  their 
body,  until  he  had  served  an  apprenticeship ;  they  invented 
private  signs  for  the  mutual  recognition  of  the  initiated; 
established  funds  for  the  relief  of  their  indigent  brethren ; 
and  adopted  every  possible  means  to  render  their  corpora- 
tion exclusive  and  inviolate.  As  both  their  fraternities,  and 
the  styles  of  architecture  which  they  practised  were  inti- 
mately connected  in  the  public  mind  with  the  Roman  Cath- 
olic faith,  and  the  pontifical  dominion,  it  was  reasonable  to 
suppose  that,  on  the  decline  of  the  latter,  that  of  its  archi- 
tects and  of  its  architecture  would  ensue.  In  the  year 
1424,  King  Henry  the  Sixth  declared  all  corporations  of 
freemasons  to  be  illegal,  and  threatened  with  fine  and  im- 
prisonment those  who  should  continue  to  hold  chapters  and 
meetings.  From  this  time  their  societies  gradually  de- 
clined : — though  their  secret  formalities  were  kept  up,  they 
no  longer  had  opportunities  to  display  their  constructive 
powers ;  and  the  masons  who  practised  after  the  dissolution 
of  monasteries  were  compelled  to  have  recourse  to  the  more 
simple  revived  Italian  style,  from  their  inability  to  execute 
that  which  was  branded  with  the  name  of  Gothic.  The 
numerous  cathedrals,  and  other  churches  of  Europe,  proclaim 
to  distant  ages  the  magnitude  and  variety  of  this  much  tra- 
duced style  of  architecture,  and  exemplify  the  inventive 
genius  and  mechanical  skill  of  the  Freemasons. 

Of  the  ancient  practice  of  masonry  in  Britain  we  have  not 
very  authentic  particulars.  There  can  be  no  doubt  that  dis- 
tinguished prelates  often  gave  designs,  which  their  own  clergy 
assisted  to  execute ;  but  the  merit  of  many  others  has  been 
transferred  from  the  architect,  or  master  mason,   to  the 


wages  wiiicD  iney  receivea,  ine  reguia 
iDBtances,  governed  their  labours,  their  contracts,  agreetneDts, 
and  epitaphs,  with  other  details  for  which  the  present  work, 
aflbrds  no  space,  the  reader  is  rererred  to  Hope's  HUl.ofArchi- 
iectvre,  Preslon't  Illuslratioiu  of  Free  Masonry,  Dallaway'i 
English  Arch;  Gage's  Hengrave,  Weever's  Funeral  Momt- 
meiils,  Dugdak's  Monasticon,  new  edit,  vol.yi.  pt.  iii.  p.  1414, 
Brayley  and  Brittoti't  Anc.  Palace  at  Wettm.,  Britlon's  Arch. 
Antiqs.,  Calk.  Antiqs.,  York  and  Exeter;  an  essay  by  G. 
Godwin,  juD.,  in  the  third  volume  of  Loudon's  Architectural 
Magazine:  and  the  works  of  Gunn,  Wliittington,  Hawkins, 
and  other  writers  on  the  architecture  of  the  middle  ages. 
In  the  account  of  Roslyn  Chapel,  Scotland  (Arch.  Antics,, 
vol.  iii.),  are  some  interesting  particulars  relating  to  the  free- 
masons who  built  that  singular  edifice.  (See  the  articles 
Emplecton,  Extructor,  Foundyng,  Guild,  Henrt 
Latomus.Hylmer,  Inbertum.Reticulatum,  Semerk, 
and  Wastell.) 

MAURBsguB  or  Moorish  Architecture.  (See  Moorish, 
and  Architecture.) 

Mavricb,  or  Mauritius,  bishop  of  London,  died  in  the  year 
1 107.  The  cathedral  of  St.  Paul,  being  roofed  with  timber, 
was  destroyed  by  fire  in  1083,  when  Maurice  began  the 
foundation  of  a  most  magnificent  edifice  in  its  stead.  He  is 
stated  to  have  built  all  the  body  of  the  church,  with  the  north 
and  south  cross  ailes. — Dugdale's  St.  Paul's,  by  Ellis,  p.  4. 

Mausoleum,  Lat.,  a  magnificent  tomb,  or  sepulchral  building. 
Artemisia,  the  widow  of  Mausolus,  king  ofCaria,  having  built 
a  stately  monument  to  the  memory  of  her  husband,  other 
subsequent  tombs,  or  monumental  edifices,  were  called  after 
his  name.  Rcmuins  of  the  mausoleum  of  the  Emperor  Au- 
gustus still  stand  in  Rome;  and  the  celebrated  castle  of  St. 
Angelo,  in  the  same  city,  was  originally  erected  to  receive 
the  remains  of  Hadrian,  though  since  converted  into  a  for- 
tress.    Both  of  those  edifices  were  raised  by  the  respective 
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emperors  whose  names  they  bear ;  the  former  apparently  for 
the  interment  of  himself,  his  family,  and  dependants ;  and 
the  latter  as  the  sepulchre  of  Hadrian  alone.  The  mausoleum 
of  Theodoric.  king  of  the  Goths,  at  Ravenna,  is  a  singular 
building  of  the  kind.  It  is  described  and  illustrated  by  Mr. 
Sydney  Smirke  in  the  Archaologia^  vol.  zziii. 

Matnaro  (John),  and  John  Bell,  painters,  were  among  the 
artists  employed  upon  the  tomb  of  King  Henry  the  Seventh, 
at  Westminster. —  Walpole*$  Anecdotes,  by  Dallaway,  i.  176. 

Mkoiaval  Archbtbcturb,  is  a  term  used  in  this  and  other 
works  to  denote  the  architecture  prevalent  in  Europe  during 
the  middle  ages :  more  particularly  that  of  which  the  pointed 
arch  forms  the  chief  characteristic.  (See  Architecture, 
and  Mi  DDLS  Ages.) 

Melsonby  (Thomas),  prior  of  Durham  from  1233  till  1244, 
removed  the  timber  roof  of  the  nave  of  Durham  Cathedral, 
and  substituted  in  its  place  the  present  groined  roof,  of  stone. 
He  also  commenced  the  chapel  of  the  nine  altars,  being  the 
eastern  termination  of  the  building. — Carter's  Cathedrals, 
Durham. 

Members,  membra^  Lat.,  applied  indefinitely  to  all  the  various 
details  of  a  building ;  as  doorways,  windows,  mouldings,  8cc. 

Menagerie,  Fr.,  a  building,  or  enclosure  in  which  rare  animals 
are  kept.  The  Romans  occasionally  had  small  paddocks  for 
this  purpose  attached  to  their  villas. 

Merchants'  Mark.  (See  Monogram.) 

Meselle-House,  from  measle {obsolete),  a  person  afflicted  with 
leprosy;  an  hospital,  or  lazar-house. — Glossary  to  Hearne*s 
edition  of  LangtofVs  Chronicle, 

Metope,  ^iro^rij,  Gr.,  a  middle  space  ;  the  square  panel,  or  recess 
between  the  tryglyphs  in  a  Doric  frieze ;  sometimes  occupied 
by  sculptures. 

Meulan  (Waltier  de),  completed  the  rebuilding  of  the  abbey 
church  of  Bee,  after  Ingelramme  had  retired  from  the  work, 
about  the  year  1215. —  Whittington*s  Hist.  Surv.,  p.  66. 

Mewe.  ''The  Mewe'*at  Charing  Cross,  in  the  time  of  King 
Henry  the  Eighth,  was  the  place  where  his  hawks  were 
kept,  whilst  moulting;  and  thence,  when  afterwards  employed 
as  stables,  was  called  the  king's  mews.     In  the  reign  of 


held  by  John  Maodait,  "  per  KrjaDtiam  mutandi"  Slc. — 
Glouary  im  Ketmefi  Antiqt.  of  Ambrotden,  t.  Muto.  The 
"  king's  mewB,"  at  Westminiter,  (anqaeetioaably  the  nme 
as  the  "Mewe"  meationed  above),  is  several  tiroes  noticed 
io  the  accouDts  entered  on  the  chancellor's  roll  of  the  &th  of 
King  Edward  I.,  now  in  the  British  Museum.  The  gerfal- 
cons' bath  and  berbary,  the  curtain  of  the  mews  before  the 
said  falcons,  the  chapel  of  the  king's  mews,  and  an  eartbern 
embankment  surrounding  the  mews,  are  all  included  in  these 
notices.  —  BrayUif  and  Brittoni  Anc.  Palace  at  Watm., 
pp.  81-^. 
MczzAMiNB,  mtzzanmo,  Ital.,  dim.  ofmezxo,  the  middle  ;  a  low 
story  between  two  principal  stories:  called  by  the  French 
entresol,  or  inter-story.     (See  Ehtersolb.) 

Middle  Agbs.  The  architecture  of  the  middle  aget  is  a  phrase 
indefinitely  osed  by  authors.  Properly  speaking,  it  includes 
the  varieties  of  building  prevalent  thronghout  Europe  from 
the  eighth  to  the  fifteenth  centuries :  for  want  of  a  more 
settled  nomenclature,  it  is  chiefly  employed  to  designate 
pointed  architecture. 

Middle-post,  the  same  as  King-post  (which  see). 

Military  Abchitbctubk,  is  that  particular  manner  of  build- 
ing employed  in  constructing  fortresses.     (See  Castle.) 

Mill,  mola.  Lat.,  miln.  Sax.,  moulin,  Fr.,  moler,  Sp.,  malino, 
Ital.;  in  its  general  acceptation,  a  machine  for  grinding 
com,  or  other  substances,  to  flour;  also  the  building  con- 
taining such  machine.  Warton  (Hut.  of  Kiddington,  p.  36) 
observes,  that  mills  are  very  generally  remaining  on  sites 
where  they  are  alluded  to  in  the  Domesday  Survey.  An- 
ciently, a  mill  was  the  property  of  the  lord  of  the  manor :  his 
tenants  were  not  permitted  to  hare  their  com  ground  else- 
where, nor  could  they  erect  mills  without  his  permissioo. 
Mills  are  likewise  employed  for  expressing  oil,  and  for  a 
great  variety  of  other  purposes. 

MiLLiARB,  Lat.,  a  stone  post,  or  pillar  placed  by  the  Romans 
in  a  public  road,  at  the  distance  of  one  mile  from  a  similar 
mark.  Several  of  these  stones,  with  inscriptions,  have  been 
foand  in  different  parts  of  England ;  and  that  now  fixed 
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against  the  church  of  St.  Swithin,  in  Cannon  Street,  London 
(called  London  Stone),  is  supposed  to  have  been  placed  on 
one  of  the  sites  whence  the  Romans  measured  distances  from 
Londinium.    Another  stands  in  one  of  the  streets  of  Leicester. 

Minaret,  a  small  tower,  or  turret,  generally  of  circular  form, 
and  provided  with  one  or  more  external  balconies :  the  mi- 
naret belongs  to  the  mosques  and  other  Mohammedan  edi- 
fices of  Oriental  nations. 

Minster,  mynftepe,  Sax.,  a  large  monastic,  collegiate,  or  cath- 
edral church:  frequently  synonymous  with  monastery,  in 
which  sense  the  corresponding  word  (miinsier)  in  the  German 
language  is  still  employed.  Since  the  suppression  of 'mon- 
asteries in  England,  the  term  minster  is  applied  only  to 
churches  formerly  connected  with  a  few  of  the  most  eminent 
of  them.  This  is  the  case  at  Ripon,  Beverley,  York,  and 
Lincoln ;  also  at  Sherborne  and  Wimborne,  in  Dorsetshire. 
The  church  of  West-minster  (  Westmonasterium,  low  Lat,)  was 
so  called  from  its  situation  to  the  west  of  London,  or  of  the 
minster,  or  cathedral  of  St.  Paul. 

Minstrel-Gallery,  a  gallery,  or  balcony  at  one  end,  or  side 
of  a  hall,  or  other  large  apartment,  intended,  as  its  name 
imports,  for  musicians  on  festive  occasions.  A  similar  pro- 
jection on  the  north  side  of  the  nave  of  Exeter  Cathedral, 
supposed  to  have  been  occupied  in  the  same  manner,  has  its 
front  beautifully  sculptured  with  representations  of  angels 
playing  on  musical  instruments,  in  a  series  of  highly  orna- 
mented compartments.  This  gallery  is  fully  represented  and 
described  in  Britton*s  Cath.  Antiqs,,  Exeter:  and  also  in 
Plate  of  Compartments  of  Cathedrals, — Exeter,  atd.  A 
smaller  and  less  ornamental  minstrel-gallery  is  attached  to 
one  of  the  clear-story  windows  on  the  south  side  of  the  nave 
of  Wells  Cathedral  {Britton's  Cath.  Antiqs.,  Wells,  p.  116, 
pi.  xii.) ;  and  a  tribune  over  part  of  the  north  aile  to  the  nave 
of  Winchester  Cathedral,  now  the  consistory  court,  is  conjec- 
tured to  have  been  formerly  a  minstrel-gallery.  {Britton's 
Cath.  Antiqs.,  Winchester,  p.  88,  pi.  v.) 

Minute,  the  sixtieth  part  of  the  diameter  of  a  column,  at  its 
base.     (See  Module.) 

Miserere,  Misericord,  a  small  movable  seat  placed  in  a 


which  circumstoncfl  the  name  was  derived.  Tbia  ia  not  a 
satisfactoiy  eiplanation.-~See  Britton's  Cath.  Aatiqt.,  Win- 
ehesUr,  p.  92,  and  W'ddt  Lincoln  Cath.,  new  edit.  p.  27. 

Mitre,  mit^,  Gr.,  mitra,  Lat.,  Sp.,  and  Ital.,  mitre,  Fr.;  a 
peculiar  covering  for  the  head,  rormerly  worn  by  all  arch- 
bishopa  and  hishopsj  and  by  certain  abbots  on  solemn  occa- 
sianB.  The  mitre,  as  still  worn  by  prelates  in  France,  and 
in  England,  at  coronations,  8(,c.,  is  a  round  cap  of  metal, 
having  a  lofty  pyramidal  apex,  which  is  clefl  at  the  top,  and 
pendants  hanging  down  upon  the  shoulders.  In  Whitafctr't 
CoTtnoall,  vol.  i.  pp.  203-214,  is  a  long  disquisition  on  its 
origin  and  antiquity,  in  which  the  author  traces  it  from  the 
high  priests  of  the  Hebrews  to  the  Persian  monarchs  and  the 
priestesses  of  Cybele.  The  mitre  was  worn  by  the  prelates  of 
the  Roman  Catholic  church  in  the  tenth  century,  and,  ac- 
cording to  Whitaker,  by  English  bishops  before  the  Norman 
conquest.  Until  the  fourteenth  century  it  waa  comparatively 
low,  but  afterwards  increased  to  a  very  disproportionate 
height.  Some  mitres  were  of  cloth,  linen,  or  silk,  embroi- 
dered and  garnished  with  jewels;  and  others,  particularly 
those  of  later  date,  of  metal.  That  of  William  of  Wykeham. 
preserved  in  New  College,  Oxford,  is  of  silver  gilt-  The 
mitres  of  abbots  were  granted  to  them  by  the  pope  on  account 
of  their  wealth  and  power,  or  in  consideration  of  certain  pay- 
ments. The  privilege  was  accompanied  with  episcopal  juris- 
diction within  the  abbot's  sphere  of  dominion,  aod  those  so 
distinguished  were  called  mitred  abbolt,  and  had  sometimes 
seats  in  parliament;  though  the  latter  privilege  was  depend- 
ant upon  certain  manorial  tenures.  (See  Abbey.)  The 
jealousy  of  the  bishops  on  this  account,  gave  rise  to  certain 
regulations  respecting  the  form  and  ornaments  of  abbatial 
mitres,  so  as  to  keep  them  subordinate  to,  and  distinct  from 
those  of  the  bishops ;  but  such  regulations  were  not  con- 
stantly observed.  The  same  kind  of  head-dress  was  an- 
ciently worn  by  some  of  the  ioferior  clergy,  and  even  by 
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certain  secular  princes,  as  well  as  by  the  pope  and  cardinals. 
— See  Tanner's  Not.  Mon.,  by  Nasmith,  preface;  and 
Willis's  Mitred  Abbeys. 

Moat,  Mote,  mota,  low  Lat.,  motte.  Ft.,  moita,  Sp. ;  signifies, 
literally,  a  heap,  or  hillock  of  earth,  but  is  corruptly  applied 
to  the  ditch,  or  fosse  which  surrounds  a  fortress,  and  which 
is  often  separated  from  the  enclosed  area,  or  the  exterior  sur- 
face, by  a  bank,  or  mound.  Moats  were  usually  very  wide 
and  deep,  and  either  contained  water,  or  were  left  dry,  as 
convenience  suited.  That  side  of  the  moat  next  the  fortress 
is  usually  termed  the  scarp ;  and  the  opposite  side,  the  coun^ 
terscarp.  Alternate  ditches  and  banks  are  the  principal 
component  parts  of  ancient  British  and  other  earthworks,  or 
castrametations.     (See  Castle  and  Foss.) 

Model,  modulus,  Lat.,  modelle,  Fr.;  a  diminutive  form  of  a 
building  according  to  which  the  original  itself  is  to  be  erected. 
Models,  or,  as  they  were  formerly  termed,  frames,  are 
known  to  have  been  prepared,  in  many  cases,  for  the  erec- 
tion of  mansions :  in  particular,  we  may  refer  to  Hengrave 
Hall,  Suffolk,  in  the  mason's  contract  for  which,  that  artificer 
bargained  to  make  the  house  "according  to  a, frame  which 
he  had  seen  at  Comby."  (See  Gage's  History  of  Hengrave, 
p.  61.)  A  model,  in  wood,  of  Audley  End,  Essex,  is  gene- 
rally supposed  to  have  been  procured  by  the  Earl  of  SuflTolk, 
from  Italy,  at  a  cost  of  £500.  Of  this  model,  some  mutilated 
fragments  are  still  preserved.  —  Britton's  Arch.  Antiqs., 
vol.  ii.  p.  113.    (See  Mold,  Pattern,  and  Portraiture.) 

MoDiLLioN,f9io<fii/i»,  Lat.,  a  measure  of  proportion,  moJtg/ioiie, 
Ital.;  an  enriched  block,  or  horizontal  bracket.  A  series  of 
modillions,  ranged  at  regular  distances  apart  (whence  their 
name)  serve  to  support  the  corona  of  the  C!orinthian  and 
Composite  coiiiices.  Less  ornamented,  they  are  sometimes 
used  in  the  Ionic  entablature.  (See  Cantilbter,  Con- 
sole, and  MuTULE.) 

Module,  modulus,  Lat.,  from  modus,  a  measure,  or  rule;  is  a 
term  used  in  describing  the  proportions  of  the  different  parts 
of  an  order.  The  diameter  of  a  column  at  the  base  is  usually 
taken  as  the  module:  this  is  divided  into  sixty  parts,  or 
minutes,  and  any  part  of  an  architectural  composition  is  said 
to  be  so  many  modules  and  minutes  in  height  or  breadth. 


the  item,  "  Paid  to  John  Cole,  master  mason  of  the  broach, 
for  making  molds  to  it,  by  four  days,  2<.  &d."  In  the  inden- 
ture for  vaulting  the  roof  of  King's  College  Chapel,  Cam- 
bridge, John  Wastell,  the  master  mason,  covenants  to  provide 
stone  for  the  work,  "  together  with  lyme,  sand,  scaffolding, 
cinctores,  moles,  ordinaonces,  and  every  other  thyng  con- 
cerning the  same  rawting." — Britton's  Arch.  Aniiqs.,  i.  13, 
14.    (See  Model  and  Pattern.) 

Mole,  msel.  Sax.,  moles,  Lat.,  mole,  Fr. ;  a  pile,  or  heap:  a 
name  applied  to  a  pier  of  stone  projecting  into  the  sea,  to 
protect  a  harbour  from  the  violence  of  the  waves.  The  Ro- 
mans used  the  word  for  a  mauioleum.iialhemoleofHadriatt, 
now  the  castle  of  St.  Angelo,  at  Rome. 

MoNASTEHT,  /unaerjifiM,  Gr.,  from  p^uit,  sole,  separate,  or  soli- 
tary, tRonasterium,  low  Lat.,  monastire,  Fr.,  monastero,  Ital., 
monasterio,  Sp.;  the  abode  of  an  assemblage  of  persons  de- 
voted to  religious  retirement,  or  seclusion.  The  persecutions 
to  which  the  early  Christians  were  subjected,  compelled  many 
of  them  to  seek  safety  by  retiring  to  solitary  and  secluded 
places.  These  persons  were  therefore  termed  hermits,  or 
monks  (/j,ttaj(^»(,  Gr.,  solitary) ;  and  when  their  religion  became 
more  openly  practised,  the  reputation  which  the  excessive 
devotion  of  these  ascetics  had  procured  for  a  retired  life,  in- 
duced many  other  persons  to  adopt  it, — modified,  however,  by 
their  mutual  combination  into  small  societies,  or  associations. 
The  latter,  as  distinguished  from  the  hermits,  or  true  monks, 
were  termed  conventual-monks,  or  eanabites  (xu»c,  Gr., 
common,  and  Bms,  life). 

It  is  supposed  that  some  monasteries  were  established  in 
England  as  early  as  the  fifth  century.  On  the  conversion 
of  the  Anglo-Saxons  many  new  ones  were  erected ;  and 
throughout  several  succeeding  centuries  they  were  exten- 
sively moltiplied  by  the  munificence  of  monarchs  and  weal- 
thy individuals.  After  the  reign  of  Edward  III.,  however, 
colleges,  hospitals,  and  chantries  were  founded,  and  monas- 
teries comparatively  neglected  :  indeed,  so  early  as  the  time 
of  Henry  III.,  the  enormous  wealth  and  influence  which  the 
monastenes  had  gradually  acquired,  and  the  abuses  allied 


mon]  architectural  dictionary.    *         319 

to  be  practised  in  them,  had  excited  the  complaints  of  the 
nobility,  and  measures  were  taken  to  abridge  their  power 
and  influence.  Several  acts  of  parliament  were  successively 
passed  to  reduce  the  number  of  these  establishments;  and, 
during  the  reign  of  King  Henry  the  Eighth,  they  were  dis- 
solved, and  their  revenues  confiscated  to  the  crown.  The 
number  of  religious  establishments  recorded  to  have  been 
thus  abolished  is  upwards  of  3000;  the  number  of  persons 
contained  in,  or  belonging  to,  which,  amounted  to  about 
50,000,  and  their  annual  revenues  to  £150,000; — statements 
which  will  serve  to  give  some  idea  of  the  extent  to  which 
the  system  had  been  carried.  Monasteries  were,  in  different 
places,  under  the  control  either  of  abbots,  or  priors,  whence 
they  were  called  respectively  abbeys  or  priories.  The  whole 
of  the  English  cathedral  churches  were  formerly  connected 
with  monastic  establishments.  The  buildings  of  the  principal 
English  monasteries  were  extensive,  and  many  of  them  mag- 
nificent. Their  chief  parts  were  the  church,  with  its  chapels, 
cloister,  and  chapter-house ;  the  guest-hall,  refectory,  dormi- 
tory, kitchen,  &c.  The  characteristics  of  each  of  these  are 
explained  under  their  respective  names ;  in  addition  to  which 
the  reader  will  find  some  information  under  the  articles 
Abbey,  Antistitium,  Convent,  Friary,  Nunnery, 
Priory,  &c.  The  pointed  style  of  architecture,  having  been 
very  extensively  employed  in  the  monastic  buildings  now 
remaining,  has  been  called  Monastic  Architecture  by 
some  writers. — See  Tanner's  Not.  Man.,  preface,  Fosbroke's 
British  Monachism,  Brittons  Cath.  Antigs.,  Gloucester,  Whit- 
akers  Cornwall,  vol.  ii.  &c. 

Monogram, /Aovo^y  Gr.,  sole,  and  y^afi/m,  a  letter;  an  abbrevi- 
ation of  the  name  of  a  person,  formed  by  two  or  more  letters 
of  the  name.  The  monograms  most  employed  by  Christian 
architects  were  those  indicating  the  name  of  Christ,  by  the 
letters  I.H.S.  and  X.P.I.  Many  monuments  and  parts  of 
buildings  in  England  have  sculptured  monograms  and  re- 
buses on  their  walls,  commemorating  the  names  of  persons 
at  whose  expense  they  were  erected.  Thus,  in  the  abbey 
church  at  St.  Alban's,  the  works  of  Abbots  Ramridge  and 
Wheathamstead  are  indicated  respectively  by  figures  of  a 
ram,  and  ears  of  wheat.     (See  other  instances,  under  the 


trary  marks,  which  were  painted  on  windows ;  also  carved  on 
friezes,  and  other  architectural  members.  The  practice  is 
alluded  to  inPieri  Plowman  t  Crede.  (SeeKNOT  and  Rbbos.) 

MoKoPTBROfl,  /tent,  Gr.,  one,  and  <mf(ii>,  a  wing;  a  temple 
composed  of  a  circular  range  of  columns  supporting  a  dome. 
The  term  cyclostyle  would  be  more  appropriate. 

MoNTEKEAU  (Pierre  de),  who  died  In  the  year  1266,  huilt  th« 
Holy  Chapel,  at  Vincennes ;  various  parts  of  the  monastery 
of  St.  Germain  des  Prez ;  and  the  Sainte  Chapelle,  at  Paris. 
On  his  tomb,  at  St.  Germain  des  Prez,  is  his  effigy,  with  & 
rule  and  compass  in  one  hand. 

Month EuiL  (Eudo  de),  was  employed  by  Louis  XI.,  the  French 
monarch,  to  erect  certain  churches  in  Paris,  and  to  fortify 
the  gate  and  city  of  Jaffa.     He  died  in  1289. 

Monument,  monifniefifufn,  Lat.,  from  monto,  to  admonish,  or 
remind  ;  a  single  stone,  a  piece  of  sculpture,  or  an  edifice, 
formed  to  perpetuate  the  memory  of  some  person  or  erent. 
Heaps  of  stones  were  raised,  with  this  object,  by  the  pa- 
triarchs in  the  earliest  ages  of  the  world.  The  tower  of 
Babel,  the  pyramids  and  obelisks  of  Egypt,  the  columns 
and  triumphal  arches  of  ancient  Rome,  all  come  under  this 
denomination.  The  most  ordinary  monuments,  however, 
hare  always  been  those  for  individuals.  During  the  middle 
ages  these  appeared  under  the  various  forms  of  grave-stones, 
brasses,  tablets,  ornamental  altar-tombs,  &c.,  with  or  without 
the  effigies  of  the  deceased.  (See  Brass,  Cotfin,  Column, 
Cross,  Dos  d'anb,  Efpiot,  Epitaph,  Image,  Inscrip- 
tion, and  ToHB.) 

MoNVHBNTAL  Chapel,  a  Small  chapel,  or  chantry,  for  the  in- 
terment of  an  individual,  or  a  family,  and  containing  their 
tombs,  or  epitaphs.  These  chapels  were  frequently  built  by 
lords  of  manors  in  parish  churches,  and  by  bishops,  and 
other  distinguished  persons,  in  cathedrals. 

MoMYALL,  MoYNELL,  MoYNicLB,  terms  used  in  ancient  do- 
cuments to  signify  the  matlion  of  a  window. — See  BoyUy'i 
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Hist*  of  the  Tower,  app.  p.  zviii. ;  Brayley  and  Briiton's 
Ane.  Palace  at  Westminster,  p.  167. 

Moorish,  or  Moresque  Architecture,  is  a  peculiar  manner 
of  design  in  building,  which  the  inhabitants  of  Morocco,  in 
common  with  most  other  Mohammedan  nations,  employed 
in  mosques  and  other  public  edifices,  and  which  appears  to 
have  previously  prevailed  in  Persia  and  Constantinople.  Its 
chief  features  were  pointed,  depressed,  scolloped,  horse-shoe, 
and  ogee  arches,  lofty  elongated  cupolas,  and  a  profusion  of 
elaborate  tracery,  and  sculptured  detail.  In  Spain  it  pre- 
vailed whilst  that  country  was  under  the  Moorish  dominion, 
and  many  interesting  examples  of  it  remain  in  the  Alhambra, 
at  Grenada.  (See  Arabesque,  Arabo-Tedesco,  Arch, 
and  Cathedral.)  Murphy  has  published  an  elaborate 
work  illustrative  of  this  architecture.  See  also  Hope*s  Hist, 
of  Arch,,  chap,  ziii ;  Roberts^  s  Sketches  in  Spain,  folio,  1837 ; 
the  Arabian  Antiquities  of  Spain',  folio,  1816 ;  and  Goury 
and  Joneses  Illustrations  of  the  Alhambra,  folio,  1837. 

Moot-hall,  from  morian.  Sax.,  to  meet;  a  public  building  in 
a  city  or  corporate  town,  appropriated  for  persons  to  meet, 
or  assemble  together;  the  same  as  town-hall,  a  court  of 
judgment.  In  the  moot-halls  formerly  connected  with  inns 
of  court,  imaginary,  or  moot-cases  were  argued  by  the  stu- 
dents at  law.  The  mote-bell  was  the  bell  used  for  assembling 
such  meetings. 

Mortar,  mortier,  Fr.,  mortero,  Sp.,  mortel,  Germ.;  a  mixture 
of  lime  and  sand,  or  other  materials,  with  water,  as  a  cement 
for  uniting  stones  and  bricks  in  building.  The  mortar  em- 
ployed by  architects  in  the  classical  ages  of  antiquity,  also 
in  the  old  Christian  churches  and  the  fortresses  of  Great 
Britain,  was  strong  and  binding.  (See  Cement  and  Con- 
crete.) 

Morton  (John),  archbishop  of  Canterbury  from  1486  to  the 
year  1600,  erected  part  of  the  archiepiscopal  palace  at  Lam- 
beth, and,  in  conjunction  with  Prior  Goldstone,  also  the  cen- 
tral tower  of  his  cathedral.  On  the  latter  is  sculptured  his 
monogram;  the  letters  mor,  and  a  tun.  (Britton^s  Cath. 
Antiqs.,  Canterbury,  p.  39.)  Leland  {Itin.  vol.  vii.  p.  129) 
says  that  he  ''  made  a  great  building  at  Charing,  in  Kent." 
His  monument  is  in  the  crypt  of  Canterbury  Cathedral. 


glass,  wood,  baked  earth,  enamel,  or  other  materials,  so  as  to 
form  TariouB  ornamental  patteras.  This  art  was  probably 
knowa  to  the  Phceoicians;  it  was  practised  by  the  Greeks, 
and  afterwards  by  the  Romans,  as  shewn  in  the  many  tesse- 
lated  pavements  and  similar  works  of  that  people.  The  ex- 
cavations at  Pompeii,  and  the  Roman  villas  in  Britain  afford 
some  beautiful  specimens  of  the  art.  It  was  so  extensively 
manufactared  by  the  Greeks  of  Byzantium  as  to  receive  the 
name  of  "  opus  Gracam,"  or  **  Gracanicum."  ApoUontus, 
one  of  these  artists,  decorated  the  cathedral  of  St.  Mark,  at 
Venice,  with  some  mosaics,  amongst  which  was  an  elaborate 
pavement,  still  preserved.  Mr.  Hope  (History  of  Arch., 
p.  164-170)  enumerates  many  Italian  churches  in  which 
mosaics  were  introduced  for  pavements,  external  and  internal 
walls,  on  screens,  reliquaries,  altars,  thrones,  ciboria,  8ic.  In 
England  the  pavements  of  numerous  churches  were  formed 
of  stained,  or  glazed  tiles,  ornamented  with  armorial  bear- 
ings, and  other  similar  decorations.  Examples  remain  in  the 
Cathedrals  of  York,  Gloucester,  and  Salisbury ;  in  Great  Mal- 
vern Church,  &c.  The  tiles  are  generally  from  three  to  five 
inches  square,  and  one  inch  thick ;  their  colours  black  and 
red,  with  while  and  yellow  patterns.  An  elaborate  pave- 
ment,  in  the  abbey  church  of  Westminster,  is  described  in 
Bradley  and  Neale's  History  of  that  edifice,  vol.  ii.  pp.  39- 
43. — See  Hawkins's  Gothic  Arch.,  p.  21,  Ly$oni's  ReUqua 
i£oiRan(F,  and  thearticles  Pa  vehent.Tessekjb,  and  Tiles. 

Moulding,  properly,  any  ornament  ofa  building  worked  in, 
or  according  to,  a  mould,  or  appearing  to  be  so  worked.  la 
classical  architecture  the  mouldings  are  projections  front  the 
surface  ofa  building,  variously  curved  (in  profile,  or  section), 
and  intended,  by  producing  effects  of  light  and  shade,  to 
relieve  the  monotony  attendant  on  flat  and  angular  surfaces. 
They  are  generally  horizontal  in  their  course ;  whilst  those 
employed  in  Christian  architecture  are  vertical,  or  partake  of 
the  direction  of  the  members  they  adorn.  In  the  latter 
class  of  architecture,  any  narrow  course  sculptured  with  the 
continued  repetition  of  a  similar  ornament,  is  termed  a  mould- 
ing.    Thus,  the  billet-moulding  is  formed  by  a  hollow,  in 
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which  are  placed,  at  regular  interrals,  certain  small  cylin- 
drical pieces  of  stone ;  and  the  cable-moulding,  by  a  cylin- 
drical string-course,  on  which  a  series  of  spiral  lines  are 
regularly  cut,  or  are  made  to  project.  Some  of  the  principal 
mouldings  introduced  into  the  buildings  of  our  ancestors  are 
described  under  the  heads  of  Billet-mouldino,  Cable- 
moulding,  Cheveron,  Dancettb,  Dogtooth,  Hatch- 

ED-MOULDTNG,  HoOD-MOULD,  LaBEL,   LoZBNGE,  NaIL- 

HEAD,  Nebule,  Trowel-point,  and  Zigzag.  (See  also 
Drip-stone,  Dressings,  Fret,  and  String-course.) 

Mullion,  Munnion,  from  molure,  Fr.,  and  mumoj  Lat.,  the 
vertical  post,  or  bar  dividing  a  window  into  separate  lights. 
The  former  term  is  now  mostly  employed.  (See  Light, 
MoNYALL,  Transom,  and  Window.) 

Mural,  muralis,  Lat.,  from  murus,  a  wall;  belonging  to,  or 
connected  with,  a  wall :  thus  a  monumental  tablet  affixed  to 
a  wall  is  called  a  mural  momtment ;  an  arch  inserted  into,  or 
attached  to  a  wall,  is  named  a  mural  arch;  and  columns 
placed  within,  or  against  a  wall,  are  mural  columns. 

MuTULE,  mutuluSt  Lat.,  a  stay,  or  bracket ;  an  ornament  of  the 
Doric  order,  corresponding  in  situation  and  purpose  with  the 
modillion  of  the  Ionic  and  Corinthian  cornice.  1 1  varies  from 
it,  however,  in  form,  being  a  rectangular  block  attached  to 
the  soffit  of  the  corona,  and  having  a  number  of  guttae,  or 
drops  depending  from  it. 

N 

Nail,  from  nsBjel,  Sax.,  the  nail  of  the  human  finger;  clou,  Fr., 
nagel,  Ger.;  a  small  pointed  piece  of  metal,  intended  to 
fasten  one  piece  of  timber  to  another.  Nails  of  bronze  and 
other  materials  have  been  found  at  Mycenae,  Herculaneum, 
Rome,  &c.,  and  others,  of  iron,  in  the  British  barrows.  Mr. 
Carter  (in  GentlemarCs  Magazine,  vol.  Ixxiv.  p.  135.)  states 
that  they  were  unknown  to  our  ancient  workmen,  who,  in 
addition  to  the  ingenuity  they  displayed  in  the  junction  of 
their  timbers,  inserted  wooden  pins  to  secure  a  permanent 
union ;  but  nails  are  frequently  used  as  ornaments  in  the 
doors  of  churches,  in  chests,  furniture,  &c.  (See  doors  to 
the  churches  of  Higham  Ferrars,  and  of  Horn,  in  the  accom- 


called  from  being  formed  by  a  Bcries  of  projections  resem- 
bling the  heads  of  nails,  or  square  knobs.    (See  Spy  king.) 

Naos,  mix,  Gr.,  a  temple;  is  a  word  sometimes  used  instead  of 
the  Latin,  cella,  as  applied  to  the  interior,  or  sacred  portion  of 
a  temple ;  but,  strictly,  it  means  the  body  of  the  edifice  itself. 
The  tmos  of  an  ancient  church,  or  basilica  (according  to 
Bingham  and  Wheler),  was  the  place  for  the  communicants 
to  assemble  in,  as  diBtinguished  from  the  bema,  or  chancel, 
where  the  priest  stood  to  o£Sciate.  The  term  Nave  (which 
see)  is  nearly  synonymous. 

Nabthbx,  according  to  Bingham,  who  enlarges  considerably 
upon  the  subject,  referring  to  Eusebius,  and  other  ancient 
writers,  was  the  name  of  the  ambulatories  of  a  cloister,  or 
enclosed  court,  at  the  west  end  of  an  early  Christian  church ; 
and  also  of  a  vestibale,  or  covered  space,  immediately  within 
the  building.  These  he  distinguishes  as  the  exterior  and 
the  interior  nartbex.  Some  writers  confine  its  application  to 
the  latter  only  i  indeed,  the  vague  and  conflicting  manner  in 
which  such  terms  as  nartkex  and  particut  were  frequently 
employed,  render  it  almost  impossible  to  define  accurately 
their  particular  meaning.  The  only  point  quite  certain  is, 
that  the  word  narthex  denoted  a  sort  of  vestibule.  (See 
Bingham's  Orig.  EtxUi.,  h.  viii.  ch.  iii.  iv. 

Naval  Architectuke,  the  art  of  building  ships,  or  other 
vessels,  for  purposes  of  navigation.  Some  curious  and  intei^ 
esting  particulars  connected  with  the  history  of  naval  archi- 
tecture in  Britain,  are  to  be  found  in  a  paper  by  Mr.  Ralph 
Willett,  in  the  eleventh  volume  of  the  Archatologia.  See 
also  Ckamock't  Marine  Architecture,  3  vols.  4to.  1800. 

Nave,  nafa.  Sax.,  nef,  Fr.,  nave  di  chieaa,  Ital.,  uhiff,  Ger., 
from  navis,  Lat.,  a  ship,  or  tatt,  Gr.,  a  temple;  the  body, 
or  chief  part  of  a  large  church,  and  extending  from  the 
principal,  or  western  entrance,  to  the  transept.  The  situa- 
tion of  the  nave,  in  connexion  with  the  other  portions  of  the 
building,  is  exemplified  in  the  articles  Church,  Choir, 
Nags,  NABTiiEX.and  Transept.  In  the  accompanying 
Ground  Plan  of  Durham  Cathedral  it  is  indicated  by  the 
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letter  D.  The  nave  is  generally  defined  to  extend  from  the 
western  doorway  to  the  screen  which  encloses  the  choir, 
wherever  such  screen  may  be  placed ;  but,  properly,  it  extends 
no  further  eastward  than  the  west  side  of  the  transept.  The 
nave  is  generally  divided  by  two  ranges  of  columns  and  arches 
into  three  walks,  or  avenues,  the  centre  of  which  is  more  par- 
ticularly called  the  nave,  and  the  other  two  (E.E.  in  plan)  its 
ailes.  This  form  of  building  prevailed  in  the  Roman  basi- 
licas, and  in  some  of  the  earliest  Christian  churches :  the 
terms  nave  and  ailes  occur  in  Anglo-Saxon  writings;  but 
the  nave  was  generally  called  the  body  of  a  church  by  the 
old  English  architects.  (See  the  contract  for  building  that 
of  Fotheringhay.)  Immediately  over  the  main  columns  and 
arches  dividing  the  nave  from  its  ailes,  some  churches  have 
a  gallery  with  open  arches,  termed  the  triforium.  Above 
the  last,  are  the  clear-story  windows.  These  particulars  are 
fully  illustrated  in  the  articles  Aile,  Triforium,  and 
CLBAR-sTORT,and  in  the  two  Plates  of  Compartments 
of  Cathedral  Churches.  Exterior  and  interior  compart- 
ments of  the  nave  of  Durham  Cathedral  are  represented  at  A. 
and  B.  in  one  of  those  plates.  In  the  former,  8,  marks  the 
principal  window  of  the  aile ;  6,  the  triforium  window ;  and 
4,  the  clear-story  window.  As  shewn  at  7,7,  the  external 
compartments  are  divided  from  each  other  by  buttresses, 
which,  in  other  and  later  examples,  are  infinitely  varied  in 
form.  In  the  interior  compartment,  1,  is  the  timber  frame- 
work of  the  roof;  2,  the  arch  forming  the  eastern  termina- 
tion of  the  nave,  and  supporting  the  western  side  of  the  cen- 
tral tower ;  11,  the  clustered  column  belonging  to  such  arch ; 
3,  and  4,  the  stone  vaulting  of  the  nave ;  5,  the  clear-story ; 
7,  the  triforium;  and,  10,  the  main  columns  and  arches  of 
the  nave.  The  part  shaded  darker  is  the  aile ;  a  doorway 
and  arcade  in  which,  are  marked  figures  12  and  13.  In 
the  compartments  of  Salisbury  Cathedral,  i,  marks  the  aile 
and  its  windows ;  d,  the  triforium,  which  is  here  fully  de- 
veloped, though  there  are  no  triforium  windows ;  f,  the  roof 
of  the  aile ;  and,  c,  the  clear-story  windows.  In  the  interior 
compartment  of  Exeter  Cathedral,  e,  is  the  aile ;  f,  a  pillar 
of  the  nave ;  d,  the  triforium,  of  low  proportions,  and  with- 
out windows;  and,  c,  the  clear-story.  The  buttresses  of  the 
nave  rise,  in  the  latter  example,  to  the  parapet,  and  termi- 


font  (see  Font)  nas  usually  placed  near  the  west  entrance. 
Confessionals  were  sometimes  fixed  against  the  walls  j  and 
doorways  communicating  with  the  cloister  and  other  build- 
ings in  the  north,  or  south  wall.  The  nave  of  a  church  was 
usually  separated  from  the  choir  by  a  screen  of  wood  or  stone, 
elaborately  sculptured,  and  supporting  the  rood-loft.  Rushes 
were  formerly  laid  on  the  floors  of  churches :  whence  rush- 
bottomed  chairs  are  still  used  in  Roman  Catholic  churches 
OD  the  Continent,  and  rush  hassocks  and  msh  mats  for  the 
seats  and  floors  of  pews  in  country  churches  in  England. 

In  many  ofthe  continental  cathedrals  the  naves  are  larger 
than  those  of  England.  In  several  churches  of  Normandy  the 
main  piers  and  arches  are  surmounted  by  others  of  the  same 
dimensions,  to  the  summit  of  which  the  ailes  are  carried  up. 
In  the  cathedrals  of  Cologne  and  Milan,  the  naves  have  two 
ailes  on  each  side;  and,  at  Antwerp,  as  many  as  tAr«;  whilst 
nearly  all  ofthe  above,  as  well  as  those  of  St.  Ouen,  and  the 
cathedral,  at  Rouen,  far  surpass  the  naves  of  English  churches 
in  height  and  other  features.  (See  the  table  given  under 
the  article  Cathedral.) 

Navis,  Navicula,  low  Lat.,  a  small  metal  dish,  or  vessel,  to 
contain  frankincense.  It  oflen  occurs  in  the  inventories  of 
church  furniture,  and  one  is  represented  in  CarUr't  Anc. 
Sculp,  and  Painting,  pi.  xzxii.  p.  45,  new  edit. 

Nebuie  Moulding,  probably  from  nebuloiut,  Lat.,  {nebula,  a 
cloud)  an  heraldic  term;  applied,  in  architecture,  to  an 
ornament,  the  edge  of  which  forms  an  undulating  or  waving 
line,  and  which  is  introduced  in  corbel-tables  and  archivolts. 
As  it  appears  on  a  corbel-table,  at  Peterborough  Cathedral, 
it  is  represented  in  fig.  9.  of  Plats  of  Cosbbl-tables, 

Neck  ofa  capital,  the  narrow  part  between  the  astragal  and  the 
annulet.    Thesameas  the  Htpotbachbliuh  ofthe  Greeks, 

Neck-mould,  a  small  convex  moulding  surrounding  a  column 
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at  the  junction  of  the  shaft  and  capital :  also  a  similar  mem- 
ber at  the  union  of  a  finial  with  the  pinnacle. 

Needlb*work,  '*a  term  used  by  Dr.  Plott  for  the  curious 
framework  of  timber  and  plaster,  with  which  many  old  houses 
were  constructed.  It  appears  to  have  been  a  common  term 
in  his  time." — Wilhon,  in  Glossary  to  PugirCs  Specimens. 

Nervures,  a  name  applied  by  some  French  architects  to  such 
ribs  as  bound  the  sides  of  any  groined  compartment  of  a 
vaulted  roof:  contradistinguished  from  those  ribs  which 
cross  the  compartment,  diagonally.  The  latter  were  termed 
formarets :  the  nervures,  when  they  abutted  on  a  wall,  were 
also  termed  wall-ribs.  Those  nervures  which  lie  parallel  to 
the  longest  side  of  a  compartment  are  called  longitudinal^ 
and  those  parallel  to  its  shortest  side,  transverse  ribs. — 
Willis's  Arch,  of  the  Middle  Ages,  p.  83.  All  ribs  are  indis- 
criminately called  nerves,  or  branches  by  some  modern  writers. 

Newel,  an  upright  central  pillar,  or  cylinder  in  a  winding,  or 
newel  staircase ;  around,  and  sometimes  forming  part  of  which 
the  steps  are  placed  in  succession  from  the  bottom  to  the  top. 
The  word  "  nowelW  occurs  in  documents  dated  in  1365. — 
Brayley  and  Britton*s  Anc.  Palace  at  Westm.^  p.  188. 

Niche,  no^^ta,  Gr.,  a  nest;  niche,  Fr.,  nicho,  Sp.,  probably  from 
nicchia,  Ital.,  a  nook,  or  comer ;  a  recess  in  a  wall  adapted 
to  contain  a  statue,  vase,  or  other  ornament.  There  are  no 
traces  of  niches  in  ancient  Grecian  temples,  and  but  few  in 
those  of  the  Romans ;  the  latter  are  mostly  square  in  their 
plans,  and  square  headed.  The  niches  of  the  Saxon  and  early 
Norman  era,  in  England,  appear  to  have  been  but  slightly 
recessed,  square  in  plan,  enclosed  within  a  semicircular  headed 
arch,  and  occupied  by  a  single  figure.  (See  examples  in  door- 
ways of  the  churches  of  Lullington  and  Hadiscoe^  engraved  in 
the  3d  and  5th  volumes  of  Britton's  Arch.  Antiqs.)  In  the 
pointed  style,  those  of  early  date  were  often  placed  in  a  series, 
divided  by  small  columns,  and  enclosed  by  a  trefoil  or 
cinquefoil  arch  within  a  semicircular  or  pointed  one.  The 
whole  of  the  west  front  of  Wells  Cathedral  (erected  about 
1215)  is  profusely  decorated  with  niches  of  this  description, 
all  originally  occupied  by  statues.  During  the  fourteenth 
century  niches  appear  with  gables  or  acute  pediments  over 


them,  and  small  buttreueB  on  each  side.  Thoae  at  tbe  west 
front  of  Exeter  Cathedral  (1330)  are  of  this  character,  and 
contain  many  curious  statues.  (See  Britlon't  Catk.  Antiqs., 
Exeter.)  Subsequently,  statues  resting  on  brackets  were 
surmounted  by  projecting  canopies,  without  any,  or  with 
only  very  slight  recesses  in  the  wall.  To  this  variety  the 
term  Tabeknacle  is  applied.  Figures  placed  in  niches 
were  generally  those  of  saints,  benefactors,  and  prelates.  For 
examples  of  niches  sae  the  accompanying  Plate  II.  of 
DooKWAYs;  Britton'i  Ar^.  Anti^t.,  index  to  vol.  t.; 
Brayley  and  Britton'i  Ane.  Palace  at  Wettm.;  and  Pugiu't 
Specimau,  and  Eramplet  of  Gotkie  Arch. 

Nicholson  (James),  "  of  Seint  Thomas  Spyteil,  or  Hospitall, 
in  Southwerke,  Glasyer,"  is  one  of  the  contracting  parties  for 
glazing  the  windows  of  King's  College  Chapel,  Cambridge 
(I8th  Henry  VIII.)  With  three  other  glaziers  he  binds  him- 
self  to  "  glase  and  sett  up  eightene  wyndons  of  the  upper 
story,"  including  the  great  east  and  west  windows,  "  with 
good,  clene,  sure,  and  perfyte  glasse,  and  oryent  colors,  and 
imagery,"  Also  to  furnish  "  true  patterns,  otberwyae  called 
a  vidimut,  for  to  forme,  glasse,  and  make." — Britlon't  Arch. 
Antiqi.,  vol.  i.  p.  16. 

Nodus,  low  Lat.,  a  knot,  key-stone,  or  boss.  A  fabric  roll  re- 
lating to  Exeter  Cathedral,  anno  1437,  records  a  payment  to 
John  Badde,  "  peyntor,"  for  painting  57  nodi  in  the  south 
ambulatory.  —  Britton's  Calk.  Antiqs.,  Exeter,  p.  96. 

Noruan  Akchitbcturb.is  that  class,  or  character  of  building 
which  was  practised  in  Normandy,  and  other  parts  of  France, 
in  the  tenth  and  two  succeeding  centuries.  It  was  based 
npon  the  heavy  forms  of  tbe  Lombards,  bein^  chiefly  charac- 
terised by  massive  round  pillars  and  semicircular  arches, 
deeply  recessed  doorways,  and  small  windows.  Many  pecu- 
liarities and  improvements  were  introduced  by  the  Norman 
architects,  who  may  be  considered  as  the  inventors  of  tbe 
cheveron,  billet,  hatched,  and  lozenge-mouldings,  the  sculp- 
tured embattled  fret,  and  several  other  forms  and  ornaments 
employed  in  archivolts,  string-courses.  Etc.  The  same  spe- 
cies of  architecture  both  for  churches  and  fortresses,  was 
much  employed  in  England  from  the  Norman  conquest  till 
the  end  of  the  twelfth  century,  when  it  was  superseded 
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by  the  pointed  gyBtem.  Fine  specimens  of  it  may  be  seen 
in  the  noble  churches  at  Winchester^  Rochester^  Durham, 
Norwich,  Peterborough,  Malmesbnry,  and  Lindisfame ;  and 
also  in  a  number  of  other  edifices  of  inferior  importance. — 
See  Briiton*s  Arch.  Aniiqs.,  vol.  ▼.;  the  works  o(  Ducarelf 
Cotmafif  Dawson  Turner,  Pugin,  H.  G.  Knight,  Mollor^ 
and  others;  and  the  articles  Abch  and  Architecture. 
The  pillarsj  or  columns,  capitals,  bases,  and  other  details  of 
Anglo-Norman  architecture  are  described  under  the  respec- 
tive  words,  and  represented  in  the  plates  there  referred  to. 

Nosing,  the  projecting  edge  of  a  moulding :  the  same  as  Drip. 
Amongst  workmen^  the  exterior  edge  of  the  tread  of  a  stair^ 
which  projects  beyond  the  riser,  is  called  the  nosing. 

North  WOLD  (Hugh  de),  bishop  of  Ely  from  1229  to  1254, 
erected  the  presbytery,  or  lady-chapel  in  his  cathedral  church, 
the  cost  of  which  was  £5350  18s.  6d.  He  also  finished  one 
of  the  great  western  towers  with  a  spire  of  timber  covered 
with  lead.  The  same  prelate  rebuilt  great  part  of  the  bishop's 
palace  at  Ely,  and  expended  large  sums  in  repairs  of  the 
Tarious  episcopal  houses. — BenthanCs  History  of  Ely ,  edit. 
1814,  p.  148. 

Nunnery,  a  Roman  Catholic  building  for  an  association  of 
Nuns,  or  females  devoted  to  a  life  of  religious  seclusion. 
The  word  nun  is  derived  from  nonna,  nonnana,  or  nonnanis, 
Lat.;  terms  first  used  for  penitents,  and  afterwards  for  pro- 
fessed religious  personages.  Their  communities  were  go- 
verned either  by  abbesses,  or  prioresses,  and  their  houses 
were  termed,  respectively,  abbeys,  or  priories.  (See  Abbey, 
Convent,  Monastery,  and  Priory.) 

By  some  modern  writers  the  word  nunnery  has  been  sin- 
gularly applied  to  the  triforium  of  a  large  church ;  as  that 
at  Westminster  Abbey.  This  originated,  probably,  from  the 
situation  of  the  nuns-choir  in  some  female  convents,  being 
a  gallery  raised  above  the  public  congregation.  The  trifo- 
rium of  Westminster  Abbey  Church  is  supposed  to  have 
been  occupied  by  the  nuns  of  Kilbume,  when  they  visited 
the  abbey,  to  which  their  house  was  subordinate. 
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Oak,  chestnut,  and  walnut,  were  the  woods  principally  employed 
by  artificere  in  the  middle  ages,  for  the  stalls,  screens,  seats, 
roorR,  and  carvings  of  their  buildings. 

Obelisk,  J/3iX;ffx«c,Gr.,  from  j^iXof,  a  sharp  pointed  instrument; 
obelitetis,  Lat.,  aiguille,  Fr.,  guglia,  Ital.,  properly  signiBes 
a  single  block  of  stone,  of  a  quadrilateral  form,  the  width  of 
each  side  diminishing  gradually  upwards,  its  summit  being 
formed  by  a  small  low  pyramid.  Obelisks  were  placed  in 
pairs  by  the  ancient  Egyptians  before  the  doorways  of  their 
temples.  Rough  stones  resembling  obelisks  appear  to  have 
been  frequently  raised  by  the  early  inhabitants  of  Britain, 
as  sepulchral  monuments ;  and  some  ancient  crosses  have  a 
similar  form.  For  accounts  of  the  principal  obelisks  of 
Egypt  and  Italy,  see  Zoega's  folio  volume,  Dt  Vtu  et  Ori- 
gine  Obeliscorum:  Burton'*  Excerpta  Hieroglyphica ;  Library 
of  Entertaining  Knowledge,  Egyptian  Antigt, ;  and  an  inter- 
esting essay,  by  G.  Godwin,  jun.,  on  the  Egyptian  obelisk 
recently  elevated  in  Paris,  in  the  4th  volume  of  Loudon's 
Arch,  Mag. 

OKavuvATORY, obtervatoire,  Fr.,  from  obtervo,  Lat.;  a  building 
erected  for  Facilitating  astronomical  observations. 

Octagon,  «xriii,  Gr., eight, and  ^him, an  angle;  octogouon,  Lat.; 
a  figure  with  eight  sides  and  eight  angles.  The  octagonal 
form  was  common  for  pedestals,  canopies.  Etc.,  in  the  middle 
and  later  times  of  the  pointed  style ;  some  of  the  English 
chapter-houses,  and  most  of  the  spires,  are  octagonal  in 
plan.     (See  Chaptbr-bouse  and  Spibb.) 

OcTosTYLE.     (See  POBTICO.) 

Odo,  termed  in  an  old  record  "  Coementarius,"  was  employed  in 
building  the  tower  of  the  church  of  St.  Lucien,  at  Beanvais, 
about  the  year  1078,  when  that  church  was  rebuilt — Whit- 
ington's  Hitt.  Surv,,  p.  54,  and  HawHnt's  Goth,  Arch.,  p.  107, 

Odo  the  Goldsuith  {Aurifaber),  was  master,  or  keeper  of  the 
works  {cuttodi  operatiomt),  at  the  Palace  of  Westminster,  in 
the  reign  of  Henry  III.     His  name  occurs  in  some  Latin 
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precepts,  directing  certain  payments  to  him  for  making  pic- 
tures (pictura$faciendas)f  and  for  oil^  varnish,  and  colours 
{oleo,  vemici^  et  coloribui):  he  is  supposed  to  have  been 
the  father  of  Edward  Fitz-Odo,  who  afterwards  held  the 
same  situation. — WalpoW$  Anecdotes^  by  Dallaway,  i.  10-17 ; 
Brayley  and  BrittorCs  Anc.  Palace  at  Westm.,  46,  47 ;  and 
the  articles  Fitz-Odo,  and  Painting. 

Odd,  Prior  of  Croyland  during  the  supremacy  of  Abbot  Joffrid, 
superintended  the  re-erection  of  the  church  and  monastic 
buildings  which  had  been  destroyed  by  fire  in  1091 .  He  was 
assisted  by  Arnolo,  a  lay  brother  and  experienced  mason« 
— *'  cementariee  artis  scientissimo  magistro."  (Continuation 
of  Iugulphus*8  History,  by  Peter  of  Blots,  p.  1 1 8.)  A  second 
conflagration,  about  1163,  destroyed  all  the  works  of  this 
architect. — Britton*s  Arch.  Antiqs.,  iv.  88,  99. 

Office,  offidum,  Lat.,  an  apartment  for  the  transaction  of  par- 
ticular business.  The  offidnm  of  old  documents,  and  offices 
of  the  present  time,  include  the  out- buildings  connected  with 
a  large  house. 

Offset,  or  Set-off,  the  splay,  or  narrow  slanting  course  of 
stone,  or  brick,  serving  to  connect  two  portions  of  a  wall,  the 
uppermost  of  which  recedes  from  the  face  of  that  beneath. 

Ogee,  Ogive,  Ogyve,  Augee,  Augive,  from  auge,  or  augit, 
old  French  words  signifying  a  trough,  or  any  thing  hollowed 
out ;  is  applied,  in  architecture,  to  an  arch,  or  its  mouldings 
formed  by  a  peculiar  curve.  The  moulding  commonly  called 
the  ogee  (and  some  years  ago  denoted  by  the  letters  O.G.),  is 
the  Gym  A,  or  Gym  atium.  The  ribs  (called  ogives,  or  croisee 
d^ogives  by  certain  architects  of  France)  are  those  which 
crossed  a  groined  vault  diagonally.  (See  Diagonal  Rib, 
and  FoRMARET.)  Gotgrave  defines  the  word  to  be  **  a 
wreath,  circlet,  or  round  band,  in  architecture.^' — Dictionary. 
The  ogee,  or  ogyve-arch,  also  called  the  contrasted  arch, 
partakes  of  the  same  curve  as  the  ogee  moulding.  (See 
Arch,  and  Plates  there  referred  to.) 

Oliver  (John),  was  master  mason  to  King  James  I.  One  of 
his  descendants,  of  the  same  names,  was  a  skilful  painter  on 
glass,  at  the  middle  and  latter  end  of  the  17th  century. — 
Walpol^s  Anecdotes,  by  Dallaway,  ii.  33. 
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OFisTHODOMbs,  Gr.,  the  postoior  portioa  of  KQ  ancient  temple 
occupied  BB  a  treasury,  or  lafe  place  for  public  records, 
sacred  images,  ntensils,  &c. 

Oppiduh,  L&t.,  a  city,  or  walled  town. 

Opvs,  Lat.,  mauner  of  masonry;  mode  oFworkmanahip.  Opu$ 
reticulalttm,  reticulated  masonry ;  opiu  Romanum,  the  Roman 
manner;  &c. 

Oratory,  oratoire,  Fr., oratorio,  oratorium,  low  Lat.,  from  oro, 
Lat.,  to  speak,  or  pray ;  a  small  religious  building,  or  apart- 
ment for  private  devotion,  attached  to,  or  formed  within  a 
mansion,  cbarch,  or  monastery.  The  remains  of  a  small 
Doric  edifice,  at  Girgenti,  the  ancient  Agrigentum,  are  called 
the  Oratory  of  Phalaria  {Wood's  Letters,  ii.  344).  Tn  the 
early  ages  of  Christianity,  the  term  appears  to  hare  been 
applied  indefinitely  to  any  smaU  church  which  had  not  ob- 
tained parochial  privileges ;  but  its  most  usual  application, 
and  that  to  which  it  afterwards  became  confined,  was  to  an 
apartment  in  a  caatle,  or  mansion  (usually  near  a  bedroom — 
Froiasart),  fitted  op  with  an  altar,  crucifix,  Stc.  Oratories, 
not  being  consecrated,  were  not  allowed  to  be  used  without 
a  bishop's  license;  nor,  unless  by  the  bishop's  permission, 
were  masses  allowed  to  be  celebrated  in  them.  Meverthe- 
lesB,  they  were  supposed  to  lessen  the  influence  and  profits 
of  pariah  priests,  and  were,  therefore,  condemned  by  several 
ecclesiastical  synods.  Small  chapels,  or  chantries,  attached 
to  churches,  are  occasionally  termed  oratories ;  as  the  beau- 
tiful examples  in  the  cloister  of  St.  Stephen's  Chapel,  West- 
minster.— See  Brayletf  and  Britton's  Anc.  Palace  at  Westm. 
Orb,  orbit,  Lat.,  or^,  Fr.,  a  boss,  or  knot.  (See  Boss,  Knot, 
and  Nodus.)  The  following  extracts  shew  the  varioos  ways 
in  which  the  same  word  was  formerly  employed.  In  WilUam 
of  Worcester's  Itinerary,  p.  282,  the  arched  windows  of  St. 
Stephen's  church,  Bristol,  are  called  orba.  In  the  accounts 
relative  to  Louth  steeple  {Arehaologia,  x.  71),  are  the  words, 
"  to  the  gallery  within  the  steeple,  60  foot  grafts,  and  10 
orbs."  In  the  contracts  for  the  tomb  of  Richard  II.  and  his 
queen  (Rymer's  Fadera,  vii.  796),  orbes  seem  to  denote 
panels,  enclosing  quatrefoils;  whilst  in  those  referring  to 
King's  College  Chapel,  Cambridge,  "  battlements,  orbys,  or 
croste  quarters,"  are  mentioned.     The  two  latter  quotations 
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induce  the  snpposition  that  orbt  were  Bimilar  to  what  we  now 
term  quatrefoils.  It  appears  from  the  first  reference,  and  from 
others  which  might  be  giren^  that  the  word  also  signified 
an  arch,  or  any  thing  of  a  curved  form. 

Orchyarde  (William),  wsis  architect  to  Magdalen  College, 
Oxford,  under  the  direction  of  the  founder.  Bishop  Wayn- 
fleet. — Chalmers'i  Hist,  of  the  University  of  Oxford,  i.  201, 

Order.  The  columnar  architecture  of  the  Greeks  and  Romans 
was  characterised  and  divided  into  orders  by  the  Italian 
architects  and  writers  of  the  fifteenth  century.  Mr.  Hosking 
judiciously  defines  an  order  to  be  ''a  species  of  columnar 
arrangement,  differing  in  its  forms,  general  proportions,  and 
leading  features,  from  any  other."  (Vide  Architecture,  £11- 
cjfclopcsdia  Britannica,  7th  edit.)  An  order,  or  perfect  co- 
lumnar composition  comprises  the  Basement,  or  Stylo- 
bate,  with  the  Column,  and  its  Entablature.  (See 
under  each  word.) 

The  earliest  columnar  order  employed  by  the  Greeks  is 
that  known  by  the  name  of  Doric  :  this  was  applied  to 
the  most  sacred  of  their  temples,  and  was  characterised  by 
massiveness  of  the  principal  parts,  simplicity  of  detail,  and 
harmony  of  effect.  Next  to  the  plainness  of  its  capital,  the 
division  of  the  frieze,  into  alternate  triglyphs  and  metopes  (see 
each  of  those  articles),  is  its  distinguishing  feature.  [See  a 
very  able  and  valuable  essay  on  this  order,  with  numerous 
plates,  by  Edmund  Aikin,  Architect.]  The  Parthenon,  or 
Temple  of  Minerva,  at  Athens,  is  the  finest  example  of  the 
Doric  order.  In  noticing  the  difference  between  the  Doric 
order  of  PoBstum,  and  that  of  the  Parthenon,  Forsyth  ob- 
serves :  **  The  proportions  of  an  order  are  but  a  matter  of 
convention.  They  often  vary  in  the  same  age,  in  the  same 
country,  nay,  in  the  same  edifice;  and,  surely,  a  Phidias, 
working  in  the  metropolis  of  Grecian  art,  with  its  two  best 
architects,  and  the  Pentelic  quarry  at  his  command,  might 
well  produce  more  elegance  than  contemporary,  or  even  later 
artists,  who  were  confined  to  the  ruder  materials  and  tastes 
of  a  remote  colony." — Remarks  on  Italy,  vol.  ii.  p.  86. 

An  important  refinement  on  the  simplicity  of  the  Doric 
consisted  in  making  the  column  thinner  in  proportion  to  its 
height,  and,  by  ornamenting  the  capital  with  volutes  and 
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other  decoratioDs,  thas  producing  the  Ionic  Ordbb.  A 
fine  specimen  of  this  order  is  found  ia  the  Erectheum,  at 
Athens ;  which  is  imitated  in  St.  Paocraa'  Church,  London. 

The  third  and  last  of  the  Greek  orders — the  Cobinthian 
— is  distioguished  from  the  preceding  by  the  introduction  of 
a  profusion  of  graceful  foliage  in  the  capital,  and  a  corre- 
sponding degree  of  enrichment  throughout  all  its  members. 
The  Choragic  monument  of  Lysicrates,  at  Athens,  is  the  only 
example  of  this  order  in  the  Grecian  capitol. 

The  Romans  adopted  and  repeated  the  three  Greek  orders, 
adding,  however,  to  each  more  florid  decorations:  they 
formed,  besides,  a  fourth  order — the  Composite,  which 
was  an  ornamented  variety  of  the  Greek  Corinthian. 

From  the  principles  laid  down  in  the  then  newly  dis- 
covered work  of  Vitmvius,  the  Italian  architects  of  the 
fifteenth  century  formed  a  fifUi  order,  called  the  Tuscan, 
being  a  medley  of  two  out  of  the  four  described  by  that 
writer;  and  thus  were  completed  the  Five  Italian  Orders  of 
architectare.  Proceeding  further  on  the  Vitruvian  theories, 
the  same  school  of  architects  have  systematised  the  relative 
proportions  of  the  parts  of  each  order,  and  theoretically  in- 
ferred that  they  were  emblematic  of  the  human  figure :  the 
triglypfas  and  columns  of  the  Doric  order,  they  also  say,  re- 
present the  ends  of  rafters,  and  the  trunks  of  trees,  employed 
in  the  primitive  huts  of  Greece.  But  the  strictness  of  their 
rules  is  entirely  at  variance  with  ancient  practice,  and  has 
done  mnch  more  to  perplex  than  to  enlighten  the  architec- 
tural student. 

The  Greeks  sometimes  substituted  for  an  ordinary  column, 
the  figure  of  a  human  being  supporting  the  entablature; 
such  figures  representing  Carian  slaves  taken  by  the  Greeks. 
The  arrangement  in  question  has  been  termed  the  Caryatw 
Order,  and  the  figures,  Caryatida.     (See  Caryatides.) 

Respecting  the  varied  details  of  the  different  classical 
orders,  as  exhibited  in  the  localities  where  their  remains  are 
found ;  the  fanciful  theories  of  the  Vitruvian  school ;  and 
other  branches  of  the  subject,  the  reader  will  find  much 
curious  information  in  the  article  by  Mr.  Hosking,  already 
referred  to ;  also  in  the  Eacyclopadia  MetropolUana,  under 
the  word  Architecture;  in  Hope't  Hist,  of  Arch-,  chap,  v.; 
in  Woodt  Letters  of  an  Architect;  in  Forsyth's  Remarks  on 
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Italy ;  in  Loudon's  Architectural  Magazine,  &c.  B.  Langley 
and  Mr.  Carter  applied  the  word  order  to  the  different  classes 
of  architecture  of  the  middle  ages  {Gent's.  Mag.,  Ixxiv.  136) ; 
but  the  imaginative  character  and  ever-varying  proportions 
and  details  of  that  truly  poetical  branch  of  art,  appear  to  for- 
bid such  an  employment  of  the  word. 

OrdinancEi  a  perfect  composition  of  some  particular  kind  of 
architecture :  it  is  not  restricted  to  a  composition  of  columns, 
but  applies  to  any  species  which  is  subjected  to  conventional 
rules  for  its  arrangement.  The  masons  employed  on  King's 
College  Chapely  Cambridge,  covenanted  to  provide  ''  lyme, 
sandy  scaffoldyng,  mooles  (See  Mold)|  ordinaunces ;''  but 
the  last  word  probably  means  engines. 

Organ,  o^avoy,  Gr.,  organum,  Lat.|  organo,  Ital.»  orgue,  Fr.; 
the  name  of  the  largest,  most  comprehensive,  and  most 
powerful  of  musical  wind  instruments ;  on  which  account  it 
is  called  '  the  organ/  by  way  of  eminence.  Its  invention  is 
certainly  very  ancient,  although  at  first  it  was  only  small  and 
imperfect.  In  the  year  757  an  organ  was  sent  from  Constan- 
tinople to  France,  as  a  present  to  King  Pepin.  William  of 
Malmesbury  says,  that  St.  Dunstan  constructed  two  of  these 
instruments,  himself,  and  presented  a  third  to  the  abbey 
church  of  Malmesbury.  One  organ  of  the  Anglo-Saxon  age 
is  mentioned  as  containing  copper  pipes ;  whilst  another,  of 
that  period,  belonging  to  Winchester  Cathedral,  is  described 
by  Wulstan,  in  his  prologue  to  the  Life  of  St.  Swithin,  as  an 
instrument  of  astonishing  magnitude  and  power.  He  says 
that  it  had  400  pipes,  twelve  pairs  of  bellows  above,  fourteen 
below,  and  required  seventy  men  to  work  it.  Before  the 
Reformation  most  large  churches  were  provided  with  organs, 
which  were  usually  placed  on  one  side  of  the  choir :  some 
churches  are  stated  to  have  been  provided  with  more  than 
one.  In  the  years  1531-2,  payments  were  made  by  Henry 
VIII.  to  '*  Sir  John,  the  organ-maker,"  whom  Sir  Harris 
Nicolas  supposes  to  have  been  a  priest  {Privy  Purse  Ex- 
fences  of  Henry  VIJL,  Index).  In  1553,  Henry  Hatche,  of 
Faversham,  bequeathed  the  sum  of  £26.  I3s.  4d.  for  ^*  buy- 
ing a  newpayr  of  organs"  for  his  parish  church.  The  prints 
which  illustrate  the  works  of  Dr.  Bumey,  Strutt,  and  Haw- 
kins, shew  the  clumsy  nature  of  ancient  organs.    Sculptured 
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repreflmtationB  of  this  instrument  are  seen  over  the  west 
window  of  York  Minster,  and  over  a  doorway  in  the  Cathe- 
dral of  Utrecht. 

The  use  of  the  organ  was  proscribed  by  the  early  Protest- 
ants, as  appears  by  accounts  of  one  of  the  churches  of 
Shrewsbury,  where,  under  the  date  of  1589,  is  an  order  for 
the  sale  of  '*  the  organes,"  for  the  sum  of  £4,  for  the  purpose 
of  repairing  the  bells,  and  purchasing  a  new  **  sylrer  cuppe'' 
for  the  use  of  the  communion.  {Owen  and  Blakeway*$  Shrews- 
bury, ii.  359.)  In  cathedrals  and  large  churches  the  organ 
is  now  generally  placed  on  a  screen  dividing  the  nave  from 
the  choir ;  in  which  situation  it  disagreeably  interrupts  the 
perspective  effect  of  the  vaulting. 

Of  modern  organs,  the  most  celebrated  for  its  magnitude 
IS  at  Haarlem ;  whilst,  in  size  and  power,  is  that  of  the 
Church  of  the  Benedictines,  at  Catania,  in  Sicily.  There 
are  others  of  importance  at  Hamburgh,  Amsterdam,  and  Se- 
ville ;  and  some  still  older  in  Exeter  Cathedral,  St.  Paul's 
Cathedral,  and  the  Temple  Church,  London,  St.  Mary's,  Ox- 
ford, Trinity  College,  Cambridge,  &c.  The  most  powerful  in 
England  are  those  erected  in  York  Minster,  since  the  fire, 
and  in  the  new  town-hall  at  Birmingham.  For  further  in- 
formation on  the  subject,  see  Dr»  Burney^n  History  of  Music; 
Mason*s  Essay  on  English  Church  Muiic ;  Whitaker*i  Anc. 
Cath.  of  Cornwall,  i.  129,  &c. 

Obgan-loft,  the  floor,  or  gallery  for  the  organ. 

Organ-screen,  an  ornamental  stone  wall,  or  piece  of  timber 
framework,  on  which  a  church  organ  is  placed,  and  which, 
in  English  buildings,  commonly  forms  the  western  termina- 
tion of  the  choir.  The  organ-screens  in  the  Cathedrals  of 
York  and  Canterbury  are  perhaps  the  finest  examples  in 
England  :  each  is  perforated  by  a  magnificent  doorway,  and 
the  remainder  of  the  surface  is  adorned  with  a  series  of  niches 
occupied  by  statues  of  British  monarchs.  That  at  Canter- 
bury was  erected  at  the  end  of  the  13th,  and  the  other  in 
the  15th  century :  both  are  of  stone,  and  embellished  with  a 
profusion  of  tabernacle-work,  canopies,  pinnacles,  &c.  They 
are  delineated  in  the  author's  Cath.  Antiqs,;  and  that  of 
York,  to  a  larger  scale,  in  a  beautiful  engraving  from  a  draw- 
ing by  F.  H.  Abraham,  Architect.    In  Exeter  Cathedral, 
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the  organ-screen,  which  is  of  stone,  has  a  projecting  gallery, 
or  balcony,  on  the  western  side,  supported  by  four  clustered 
columns,  with  ogee  arches :  on  the  front  of  the  gallery  is  a 
series  of  thirteen  oil  paintings  of  religious  subjects  (see  Cath. 
Antiqs.,  Exeter),  At  Winchester  Cathedral  the  organ  is 
placed  in  a  gallery  beneath  the  north  arch  of  the  central 
tower;  which  situation  was  chosen  some  years  ago,  when 
the  dean  and  chapter  made  alterations  in  that  fine  old  edi- 
fice. Much  difference  of  opinion  then  prevailed  amongst 
the  clergy  and  certain  antiquaries  respecting  the  usual  and 
proper  place  for  the  organ ;  and  several  essays  were  written, 
containing  much  learned  disquisition  on  the  subject.  After 
the  fire  at  York  Minster  some  of  the  officers  recommended 
the  removal  of  the  organ*screen  from  its  situation  :  this  pro- 
position also  occasioned  much  controversy,  and  produced 
several  pamphlets  and  essays.  (See  Rood-loft  and 
Screen.) 

Oriel,  Oriol,  Oryall,  Oryole,  amongst  modem  writers 
signifies  a  large  bay,  or  recessed  window  in  a  hall,  chapel,  or 
other  apartment.  It  usually  projects  from  the  outer  face  of 
the  wall,  either  in  a  semi-octagonal,  or  diagonal  plan,  and 
is  of  varied  designs  and  sizes.  In  large  halls  it  usually 
extends  from  the  floor  to  the  ceiling,  internally,  and  rises 
from  the  ground  to  the  parapet  on  the  outside;  in  other 
cases  it  constitutes  only  a  small  window,  supported  by  cor- 
bels, or  by  masonry  gradually  projecting  from  the  wall  to 
the  sill  of  the  window.  Much  disquisition  has  been  em- 
ployed by  antiquaries  on  the  original  signification,  and  ety- 
mology of  the  word.  Mr.  Hamper,  in  an  able  essay  on  the 
subject,  in  vol.  xxiii.  of  Archaologia,  adduces  instances  of 
six  different  applications  of  it;  viz.  1,  to  a  pent-house;  2,  a 
porch  attached  to  any  edifice;  3,  a  gatehouse;  4,  an  upper- 
story;  6,  a  loft;  and  6,  a  minstrel-gallery.  The  first  of 
these — a  pent-house,  or  covered  way — he  considers  to  have 
been  the  original  and  most  ordinary  application  of  the  term ; 
and,  accordingly,  conjectures  that  it  may  have  been  derived 
from  opep-hclan,  Sax. : — over-hele  (by  elision  o^er-hele)  being 
an  established  old  English  word,  signifying  to  cover  over, 
(See  Heil.)  Some  writers,  supposing  the  name  to  have 
been  always  employed  in  its  present  sense,  observe  that  an 
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oriel  projects  from  an  apartment,  in  manner  of  an  ear  from 
the  head ;  or  that  it  was  formed  for  private  conversation : 
hence  they  derive  oriel,  or  aurial,  from  auricularis,  Lat., 
belonging  to  the  ear :  others,  supposing  oriels  to  have  been 
originally  on  the  eastern  sides  of  halls,  trace  their  name  from 
orienSf  orientalis,  Lat.,  the  east,  or  source  of  light.  Some 
writers  consider  them  to  be  so  called  from  having  occasion- 
ally served  as  oratories ;  whilst  others  have  sought  the  ety- 
mology of  the  word  in  the  Hebrew  tongue. 

Fuller  and  Fosbroke  assert,  that  the  part  of  a  monastery 
in  which  monks  slightly  indisposed  were  allowed  to  remain, 
was  termed  an  oriel. 

Milner  {Hut.  of  Winchester,  ii.  283.)  properly  distin- 
guishes between  the  bow-window,  and  the  oriel,  or  balcony- 
window  :  the  former  projected  circularly,  and  was  formerly 
called  a  compass,  or  embowed  window;  the  projection  of 
the  latter  was  made  up  of  angles  and  straight  lines,  forming 
generally  the  half  of  a  hexagon,  octagon,  or  decagon ;  and 
was  more  generally  known  under  the  denomination  of  the 
bay-windowy  the  shot-window^  or  the  outcast-window.  The 
distinction,  however,  is  not  generally  observed.  In  the 
Squyr  of  Low  Degri,  an  old  poem  published  in  RitsonU 
Metrical  Romances,  the  word  is  employed  with  perhaps  the 
nearest  approximation  to  its  present  meaning : — 

**  In  her  aryall  there  ihe  was, 
CloMd  weU  with  royall  gUt.*' 

See  Bay-window,  Window,  and  Plate  of  Windows, 
Du  Cange  v.  Oriolum,  Nares's  Glossary,  Fuller^s  Church 
History,  b.vi.  p.  285,  Fosbroke's  Brit.  Mon.,  p.  236,  William 
of  Worcester's  Itinerary,  p.  89,  Wartons  History  of  English 
Poetry,  i.  175,  and  Pugin*s  Examples,  vol.  ii. 

Orologe,  Orologium.    (See  Clock  and  Horologe.) 

Orthography,  orthographia,  low  Lat.,  o^^oy^apta,  Gr. ;  a  word 
formerly  used  to  denote  the  geometrical  elevation  of  a  build- 
ing, or  of  any  of  its  parts.    (See  Elevation.) 

Orthostyle,  o^^oi,  Gr.,  straight,  or  true,  and  arvXos,  a  column; 
any  straight  range  of  columns :  a  term  suggested,  to  be  used 
in  that  sense,  by  Mr.  Hosking  instead  of  peristyle. 

Osmund,  bishop  of  Sarum  from  1078  till  1099,  completed  the 
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cathedral  whioh  had  been  commenced  by  his  predecessor^ 
Herman. — Britton't  Caih.  Antiqi.,  Salisbury,  p.  7;  and 
Dodstoorih's  History  ofSalis.  Cath.,  p.  17. 

Ostel.    (See  Hostel.) 

Ostrich-boarde,  occurs  in  the  will  of  William  Bruges,  dated 
1449.  (See  Clere-stoby.)  In  accounts  of  Burcester, 
temp.  Henry  VI.  is  a  charge  for  ''  vi  estregbords,  ii.s.  iii.d.'' 
which  Kennett  renders  wainscots. — Antiqs.  of  Ambrosden, 
p.  575 ;  see  also  Brayley  and  Britton*s  Anc,  PaL  at  Westm., 
p.  164. 

Oswald  (St.),  bishop  of  Worcester  from  959  to  972,  was  trans- 
lated to  York|  where  he  died  in  993.  In  the  year  983  he 
erected  '^a  new  cathedral"  at  Worcester,  which  was,  how- 
ever, destroyed  in  1041  by  the  soldiers  of  Hardicanute. — 
— BrittorCs  Cath.  Antiqs,,  Worcester,  p.  10. 

OvALo,  OvoLo,  from  ovum,  Lat.,  an  egg :  the  same  as  Echi- 
nus, which  see. 

OvERAiGNEs,  guttcrs.  On  the  rolls  of  parliament  of  the  14th 
Edward  I.  is  a  petition  from  Thomas  of  Northampton,  mer- 
chant, for  the  payment  of  £34.  IO5.  Od.,  due  to  him  for  lead 
furnished  for  the  overaignes  of  the  king's  palace  at  West- 
minster.—  Rot.  Pari.,  I.  378;  Brayley  and  Briiton's  Anc. 
Pal.  at  Westm.,  112. 

Over-story,  Overhistorye,  Ovystorie,  an  upper-story; 
the  clere-story  of  a  church. —  William  of  Worcester's  Itin., 
pp.  78,  82,  222,  &c. 

OvERH  ARDE.  Robcrt  Browuc,  Comptroller  to  the  Earl  of  Arun- 
del (1509),  directed  his  body  to  be  buried  ''  before  the  rood 
of  Pity,  in  the  overharde"  of  the  abbey  church  of  Faversham, 
in  Kent.— Ntcoto'*  Test.  Vet.,  487. 


Padua  (John  oOy  an  architect  named  in  warrants  of  Henry  VIII. 
and  Edward  VI.  By  a  patent,  dated  1544,  he  is  termed 
*'  Devizor  of  his  Majesty's  Buildings."  Several  payments 
are  recorded  to  have  been  made  to  him  by  King  Henry  VIII., 
besides  a  grant  of  two  shillings  a  day,  which  was  confirmed 
by  Edward  VI.     In  a  note  to  Walpole*s  Anecdotes  of  Paint- 
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ingy  Dallaway  states,  that  '*  John  of  Padna  enjoyed  the  pa- 
tronage of  the  Protector,  Somerset;  for  whom,  in  1649,  he 
designed  and  built  his  great  palace  in  the  Strand.  It  is  said 
to  have  resembled  the  mansion  at  Longleat,  Wiltshire; 
which,  according  to  a  received  tradition,  was  also  erected 
under  the  superintendence  of  John  of  Padua."  The  same 
writer  also  attributes  to  him  the  design  of  Sion  House, 
Middlesex.  In  the  Vetusta  Monumaiia,  vol.  iv.  the  Porta 
Honoris,  at  Caius  College,  Cambridge,  there  delineated,  is 
ascribed  to  the  same  architect.  The  real  name  of  John  of 
Padua,  and  his  works  abroad,  if  any,  are  totally  unknown  ; 
unless,  indeed,  he  was  the  same  person  known  as  John 
Thorpe.  This  idea  is  strengthened  by  the  fact  that  plans  of 
Somerset  House,  in  London,  and  Longleat,  in  Wiltshire — 
the  most  generally  acknowledged  works  of  John  of  Padua — 
are  amongst  Thorpe's  drawings  in  the  Soane  Museum.  See 
Ri/mer's  pGcdera,  tom.  xv.  p.  34,  Walpole's  Anecdotes,  by 
Dallaway y  i.  216,  Britton^s  Arch.  Anligs,,  i.  106,  110, 
Dallaway's  English  Arch.,  p.  352,  and  the  article  Thorpe. 

Pace,  in  the  agreements  for  the  tomb  of  Richard  Beauchamp, 
Earl  of  Warwick,  appears  to  have  signified  a  step,  or  plinth, 
forming  its  basement :  '^  a  pace  to  be  made  round  about  the 
tombe,  of  like  good  marble,  to  stand  on  the  ground  ;  which 
pace  shall  contain,  in  thickness,  vi.  inches,  and,  in  bredth, 
xviii.  inches.'' — Britton's  Arch.  Anliqs.,  iv.  12.  The  same 
word  implies  a  step,  or  the  distance  from  one  foot  to  the 
other  in  the  act  of  walking 

Pagoda.     (See  Tower.) 

Painted  Window.     (See  Glass  and  Window.) 

Painting,  as  an  architectural  accessory,  appears  to  have  been 
employed  by  artists  in  all  nations,  and  in  the  earliest  annals 
of  the  building  art.  That  the  ancient  inhabitants  of  Egypt 
and  Mexico  used  colours  in  adorning  their  temples  is  evi- 
dent from  the  condition  in  which  many  of  those  buildings 
still  remain ;  and  that  the  Indians  and  other  eastern  nations 
practised  a  similar  art,  may  be  reasonably  inferred.  The 
Greeks,  who  carried  the  arts  of  design  in  architecture  and 
sculpture  to  the  highest  degree  of  excellence,  do  not  appear 
to  have  advanced  that  of  painting  to  any  thing  like  a  similar 
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scale  in  the  standard  of  taste.  That  they  did  apply  colours 
to  heighten  and  embellish  their  temples  was  affirmed  by  Stuart 
and  Revett;  but  such  practice  has  only  recently  attracted 
the  especial  attention  of  architects  and  antiquaries.  Mons. 
HittoriTy  of  Paris,  asserts,  that  colour  was  employed  system- 
atically on  all  the  architectural  members  of  Grecian  build- 
ings. A  discussion  and  correspondence  on  the  subject  of 
such  polychromky  or  many-coloured  embellishments  has 
been  carried  on,  in  France,  by  M.M.  Raoul  Rochette,  and 
Latronne;  in  Prussia  and  Germany,  by  the  Baron  Von 
Klenze,  Dr.  Kugler,  and  M.  Chateauneuf ;  and,  in  London, 
by  Messrs.  Donaldson,  Hamilton,  Bracebridge,  and  others. 
The  inrestigations  made,  and  likely  to  be  made,  may  proba- 
bly be  the  means  of  ascertaining  the  principles  involved,  as 
well  as  some  of  the  rules  by  which  the  practice  was  governed, 
and  the  effects  which  it  produced.  (See  Transactions  of  the 
Institute  of  Brit,  Archs,,  i.  13,  and  Woods  s  Letters^  ii.  237.) 

The  frescos,  mosaics,  and  other  decorations  of  the  tem- 
ples, baths,  and  dwellings  in  ancient  Rome,  fully  prove  that 
the  effects  produced  by  colour  were  not  neglected  by  the  re- 
fined and  intellectual  people  of  Italy.  The  names  of  some 
artists  in  this  branch  of  decoration  are  recorded  by  Pliny. 

Sudden  and  violent  changes  in  the  religious  observances 
of  a  community  are  seldom  favourable  to  the  arts.  Thus,  on 
the  introduction  of  Christianity,  its  professors  avoided  every 
thing  approaching  to  ostentation  in  their  places  of  worship. 
The  Emperor  Theodosius  ordered  the  destruction  of  those 
images  and  pictures  which  had  been  employed  and  displayed 
by  the  Pagans;  and  the  strictness  of  the  new  faith  precluded 
the  introduction  of  others.  Paintings  of  religious  subjects 
do  not  appear  to  have  been  employed  in  Italian  churches 
until  about  the  end  of  the  fourth  century ;  and  then  they 
were  but  little  like  realities — either  from  a  fear  that  the 
copies  might  be  reverenced  instead  of  the  abstract  qualities 
they  delineated  ;  or,  more  probably,  from  want  of  skill  in  the 
monks  who  produced  them.  Human  figures,  and  even  the 
Deity,  were  represented  as  stiff,  inanimate,  and  ungraceful  in 
form,  but  glittering  with  the  most  gaudy  colours  and  gilding. 
Gradually,  however,  paintings  and  mosaics  were  improved 
in  style  and  character,  and  were  more  generally  introduced  ; 
until,  on  the  revival  of  art,  some  of  its  roost  celebrated 
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professora  were  employed  to  decorate  palaces  and  churches. 
The  works  of  Michael  Angelo,  Raffaellei  and  other  emiDent 
painters,  still  adorn  the  palatial  and  ecclesiastical  edifices  of 
Rome.  In  England  the  same  process,  though  later  in  each 
of  its  successive  stages,  took  place.  The  introduction  of 
paintings  has  been  attributed  to  Benedict  Biscopius,  and  to 
St.  Augustine ;  and  some  examples  of  very  early  date  have 
been  found  in  the  abbey  church  at  St.  Alban's,  and  in  Win- 
chester Cathedral.  Walpole,  in  his  Anecdotes  of  Paintings 
has  furnished  much  valuable  information  on  the  early  his- 
tory of  English  painting,  by  which  it  appears  that  oil  was 
employed  for  mixing  colours  in  England  before  the  aUeged 
disco?ery  of  it  by  Van  Eyck.  Painted  and  gilded  roo&, 
altar-pieces,  monuments,  screens,  8cc.  were  of  frequent  occur- 
rence till  the  end  of  the  fifteenth  century ;  but,  although  this 
species  of  architectural  decoration  was  frequently  adopted 
to  increase  the  effect  of  a  building,  paintings  of  scriptural 
subjects  on  walls,  panels,  and  tablets,  were  of  more  ordinary 
occurrence.  These  were  distinguished  by  richness  of  colour, 
and  an  almost  total  absence  of  shadow.  In  the  royal  palace 
at  Westminster,  the  polychromic  art  seems  to  have  been  intro- 
duced, perhaps,  more  extensively  than  in  any  other  edifice. 
(Ample  and  interesting  notices  of  the  decorations  of  St.  Ste- 
phen's Chapel,  the  Painted  Chamber,  and  other  parts  of  the 
palace,  will  be  found  in  Brayley  and  Britton^t  Anc.  Palace 
at  Westm.;  an  account  of  St.  Stephen's  Chapel  published 
by  the  Society  of  Antiquaries:  Britton^s  Arch.  Antiqs.^ 
vol.  V.  &c.;  see  also  Arch.  Antiqs.,  vol.  iv.  p.  11.) 

The  reformation,  in  the  time  of  Henry  VII  I.,  may  be  said 
to  have  produced  a  similar  effect  to  that  of  the  introduction 
of  Christianity.  Paintings  were  again  banished  from 
churches ;  nor — except  during  the  sixteenth  and  seventeenth 
centuries,  on  monumental  figures, — have  they  since  been  ad- 
mitted into  them.  But  the  mansions  of  the  Tudor  period  were 
ornamented  with  painted  and  gilded  ceilings,  friezes,  panels, 
and  similar  details.  Charles  I.  employed  Rubens  to  paint 
the  ceiling  of  the  Chapel  Royal,  at  Whitehall ;  and  Verrio 
was  engaged  by  Charles  II.  on  ceilings  and  staircases  at  the 
royal  palaces,  as  well  as  by  different  noblemen.  Laguerre 
was  also  a  popular  painter  of  ceilings  at  the  same  time. 
The  works  of  the  two  last-named  artists  were  emulated  and 
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surpassed  by  Sir  James  Thornhill,  in  St.  Paul's  Cathedral, 
and  in  Greenwich  Hospital :  but  since  his  time  the  practice 
of  architectural  painting  has  declined. — See  Woods*s  Letiers, 
vol.  i.  p.  277 ;  BriltonU  Cath.  Aniiqs.,  Exeter,  p.  96 ;  Car^ 
ter's  Anc.  Sculpture  and  Painting,  new  edit.  p.  46,  ut  sup.; 
and  the  articles  Cloister  (Campo  Santo),  Fitz-Odo^ 
Fresco,  Odo  the  Goldsmith,  Picture,  and  Table. 

Palace,  Pales,  Paleys,  palais,  Fr.,  palatium,  Lat.,  palazzo, 
Ital.,  palacio,  Sp.,  pfalz,  Ger.;  a  large  and  magnificent 
mansion ;  the  house  of  a  monarch,  pope,  prelate,  or  other 
distinguished  personage.  To  trace  the  history  of  palaces  is 
to  give  the  history  of  architecture;  for,  wherever  civilisation 
and  art  has  prevailed,  palaces  have  been  built.  From  the 
Pharaohs  of  Egypt  to  the  monarchs  of  the  present  age  their 
civic  and  rural  dwellings  have  ever  been  amongst  the  most 
distinguished  architectural  works  of  the  respective  countries. 
Connected  with  a  vast  temple  of  Egypt  it  is  supposed  that 
the  palace  vied  with  the  sacred  edifice.  In  Greece  we  may 
also  infer  the  same :  and  it  is  known,  both  by  architectural 
remains  and  the  records  of  history,  that  the  papal  and  impe- 
rial mansions  of  Rome  were  large,  splendid,  and  replete  with 
every  luxury.  According  to  some  critics  the  word  palatium 
is  derived  from  the  house,  or  its  site,  of  the  Roman  emperor 
Augustus,  on  the  Palatine  Hill.  Henceforward  monarchical 
residences  were  called  palaces :  in  modern  times  the  title  has 
extended,  by  courtesy  and  custom,  to  the  mansions  of  a  pope, 
cardinal,  duke,  an  archbishop,  and  a  bishop.  In  modern 
times  the  monarchs  and  rulers  of  different  empires  and  states 
occupy  mansions  of  varied,  but  of  the  most  imposing  archi- 
tectural skill  and  adornment.  Those  of  Rome,  Russia,  Paris, 
Vienna,  Madrid,  Berlin,  and  other  cities,  are  amongst  the 
most  splendid  buildings  of  the  respective  countries ;  and  it 
cannot  but  excite  the  surprise  and  regret  of  the  English  his- 
torian that,  excepting  the  noble  castle  of  Windsor,  the 
British  monarch  has  not  a  palace  worthy  of  the  national 
character,  and  the  national  wealth.  Some  remains  of  epis- 
copal palaces  are  still  to  be  seen  at  Wells,  Peterborough,  St. 
David's,  in  Wales,  and  at  Elgin,  in  Scotland. 

Pall,  from  pallium,  Lat.,  a  cloak;  an  article  of  dress  eagerly 
sought,  and  extravagantly  paid  for  by  metropolitan  bishops 
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and  archbishops  in  former  times.  It  was  only  to  be  obtained 
from  the  pope,  and  was  worn  solely  on  the  most  solemn  oc- 
casions.— See  DodswortKs  Salisbury  Cathay  p,  18. 

Palm-Cross.     (See  Cross.) 

Pane,  paneau,pan,  Fr.,  from pannus,  Lat. ;  a  word  employed  in 
old  documents  to  denote  any  one  of  many  divisions.  The 
side  of  a  spire,  or  tower,  or  the  front  of  a  building,  as  well  as 
each  side  of  a  court  or  cloister,  are  so  named.  Thus,  in  the 
Will  of  King  Henry  the  Sixth,  the  north  "pane,"  or  front  of 
the  college  of  Eton  is  mentioned.  It  also  implied  the  light 
(see'LiGHT)  of  a  mullioned  window,  and  still  applies  to  a 
piece,  or  square  of  glass  in  a  window.  Paned,  according  to 
Mr.  Willson,  signifies  composed  of  broad  strips  of  different 
colours,  either  in  paintings  or  tapestry. — Glossary  to  Pugirts 
Specimens,  Paney  "  a  piece  of  any  thing  in  variegated  works ; 
a  pane  of  cloth,"  or  counterpane. — Donne,  See  William  of 
Worcester's  Itin.,  and  Kempe*s  Loseley  MSS.,  p.  68. 

Vai^el,  paneau,  Fr.,  panellumy  low  Lat.;  a  space,  or  compart- 
ment on  a  ceiling,  or  wall,  enclosed  within  a  raised  margin. 
(See  Coffer  and  Lacunaria.)  On  monuments  and  fonts 
panels  are  found  of  a  very  early  date ;  and  the  arcades  be- 
neath the  windows  of  Norman  and  early  pointed  churches 
may  be  considered  as  the  first  examples  of  panelling  in  build- 
ings. (See  Plate  I.  of  Arcades.)  For  another  early 
specimen  of  panelling,  the  Plate  shewing  compartments  of 
Salisbury  Cathedral  may  be  referred  to.  The  parapet  of 
that  building  is  ornamented  by  a  series  of  trefoil-headed 
panels.  The  era  in  which  panelling  became  most  general 
and  elaborate  in  England  is  that  of  theTudors — from  about 
1400  to  1600 :  during  which  period  edifices  abounded  with 
this  species  of  decoration ;  as  may  be  seen  in  the  chapels  of 
King's  College,  Cambridge;  of  St.  George,  Windsor;  and 
of  Henry  VII.,  Westminster;  also  in  Redcliffe  Church, 
Bristol;  and  many  other  Somersetshire  churches.  The 
varied  designs  of  panels  constitute  a  subject  of  great  beauty 
and  interest  From  the  plain  and  simple  specimens  of  the 
Norman  and  early  pointed  class,  to  the  very  elaborate  ones 
of  the  time  of  Henry  VIII.,  there  will  be  found  an  almost 
infinite  number  of  different  and  beautiful  designs.  Within 
a  square  frame  is  often  included  a  diamond,  a  circle,  a 
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quatrefoil,  a  roBette,  a  Oeur-de-lis,  a  shield,  a  bust,  a  rebus,  or 
other  moulded  ornament  or  device.  (See  pi.  36  of  Pugins 
Specimens,  vol.  i.,  and  pi.  74  of  Brittons  Arch.  Antiqs.^ 
vol.  V.)  During  the  reign  of  Elizabeth,  and  afterwards,  the 
walls  of  apartments  were  lined  with  wainscoting,  which,  as 
well  as  the  ceilings,  were  divided  into  rectangular  panels, 
sometimes  plain,  but  oftener  ornamented.  The  napkin  pa^ 
nelling  is  of  the  same  era.  (See  HunVs  Exemplars  of  Tudor 
Arch.f  p.  13,  and  the  articles  Seeling,  Timber-Build- 
ing, and  Wainscot.) 

Pant,  a  reservoir,  or  conduit:  so  called  in  a  grant  by  Thomas 
Billingham  to  the  corporation  of  Durham  (dated  in  the  15th 
century),  in  which  it  was  engaged  that  the  water  of  a  spring 
should  be  conveyed  to  *' the  pant,  or  reservoir"  in  the  mar- 
ket-place of  that  city.  (See  Beauties  of  England  and  Wales, 
p.  97,  and  Conduit.)  The  word  is  still  common  on  the 
borders  of  England  and  Scotland,  and  denotes  the  mouth  of 
a  welly  or  fountain.  Some  old  erections  over  conduits  in 
Newcastle-upon-Tyne  are  called  pants. 

Pantheon,  from  ^av,  Gr.,  all,  and  ^€o;,  god;  a  temple  dedi- 
cated to  all  the  gods.  One  of  the  most  celebrated  edifices  of 
Rome,  formerly  so  dedicated,  but  now  used  as  a  Christian 
church,  is  called  the  Pantheon  by  way  of  pre-eminence. — See 
ForsytVs  Italt/y  i,  161,  and  Burgess's  Antiqs,  of  Rome,  ii.  86. 

Paradise,  a  name  formerly  common  for  any  favourite  place; 
as  a  garden,  a  library,  or  a  study  :  a  great  and  a  little  para- 
dise are  sometimes  named  in  the  same  house.  Leland 
(7/171.  i.  48,  58)  mentions  a  paradise  at  Leckingfield  manor- 
house,  and  another  at  Wressel  Castle,  Yorkshire.  A  plot  of 
ground,  at  the  north-east  angle  ofWinchester  Cathedral,  and 
a  garden  which  belonged  to  the  White  Friars'  Monastery,  at 
Oxford,  are  both  named  Paradise. 

Parapet,  compounded  from  the  Greek  preposition  Ta^a, against, 
near  to,  or  before ;  and  the  Italian  word  petto,  from  the 
Latin  pectus,  the  breast.  Originally  a  military  term,  applied 
to  the  low  walls,  or  breast-works  on  the  terraces  of  a  castle, 
or  other  fortification :  applied  generally  to  a  low  wall  bound- 
ing a  terrace,  balcony,  or  bridge ;  and  to  that  part  of  the 
wall  of  a  building  which  stands  above  the  springing  of  a 
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roof,  and  guards  a  gutter.  The  word  also  applies  to  the 
uppermost  edge  of  a  screen,  or  monument,  when  it  resem- 
bles that  of  a  building.  When  a  parapet  is  divided  by 
creneIlations»  it  is  said  to  be  embattled,  or  is  termed  a  bat- 
tlement. (See  Battlement.)  This  member  of  a  building 
frequently  projects  from  the  wall  on  a  corbel-table,  as  shewn 
in  figs.  7y  8,  9,  and  10,  in  Plate  of  Corbel-tables:  its 
face  is  sometimes  ornamented  with  tracery,  divided  into 
panels ;  and,  when  the  latter  are  cut  away,  and  only  the 
mouldings  left,  the  parapet  is  said  to  be  open,  or  pierced. 
The  forms  and  decorations  of  parapets  frequently  differ  fit>m 
the  general  style  of  the  buildings  they  belong  to,  as  parapets 
were  frequently  added  to  the  latter  at  different  periods. 
Anglo-Saxon  and  Norman  parapets  are  plain  and  simple; 
whilst  those  of  the  fourteenth  and  fifteenth  centuries  are 
highly  ornamented.  (See  Plates  of  Compartments  of 
Durham,  Salisbury,  and  Exeter  Cathedrals;  of  Market- 
Crosses,  and  Towers  and  Spires.)  Embattled  parapets 
crown  the  walls  of  most  ancient  castles,  and  are  also  seen  in 
many  large  churches.  Both  these,  and  perforated  parapets 
are  of  various  design,  and  some  of  them  are  very  rich  and 
elaborate  in  detail.  On  the  summit  of  Boston  Church 
Tower,  Lincolnshire,  is  a  parapet  with  four  tiers  of  pierced 
compartments  rising,  at  the  centre,  to  a  pediment;  and  on 
that  of  Skirlaw  Church,  Yorkshire,  each  division  of  the 
parapet  terminates  in  a  finial  with  crockets.  The  chapels 
of  St.  George,  Windsor,  of  King's  College,  Cambridge,  and 
of  Henry  the  Seventh,  Westminster,  contain  some  highly 
enriched  perforated  parapets.  At  regular  intervals  along  the 
copings  of  some  specimens  are  groups  of  sculptured  figures : 
and  over  the  front  parapet  of  the  porch  of  King's  College 
Chapel,  Cambridge,  are  small  ornamented  gables.  (See 
Engraved  Title.)  Examples  of  almost  every  variety  of 
parapet  may  be  found  in  the  plates  illustrating  the  author's 
Arch,  Antiqs.  of  Great  Britain  (see  index  in  vol.  v.) :  also 
in  his  Cathedral  Antiqs,  of  England,  and  in  Pugin's  Speci- 
mens, and  Examples  of  Gothic  Arch, 

Parclose,  a  word  occurring  in  the  agreements  for  the  Beau- 
champ  Chapel,  Warwick.  *'  The  carpenters  do  covenant  to 
make  and  set  up,  finely  and  workmanly,  ^parelose  of  timber 
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about  the  organ-loft,  ordained  to  stand  over  the  west  dore  of 
the  said  chapell/' — See  Britton*8 Arch,  Antiqs.,  voLiy. p.  11, 
pi.  iii.  A  small  balcony,  or  gallery  still  remains  over  the 
doorway,  and  is  supposed  to  be  part  of  the  parclose. 

Parbll.  In  accounts  relating  to  the  Tower  of  London  (24th 
Henry  VIII.)  are  the  following  words : — "  for  the  settyng  of 
vij  new  parells  in  vij  chymneys  of  the  foreseid  chambre,  of 
K-ygate  stone,  ev'y  parelf  v.  fote  in  wydnes.*' — BayUy^s 
Hist,  of  the  Tower,  pt.  i.  app.  p.  xxix. 

Pargetting,  a  peculiar  kind  of  finished  plaster-work,  for  ex- 
ternal and  internal  walls,  with  raised,  or  indented  patterns : 
much  used  in  houses  of  the  Tudor  period.  "The  plaisterers 
hath  pgitted  the  gallery  wMn  and  wWte.''  (Accounts  temp. 
Henry  VIII.,  in  Bay  ley's  Hist,  of  the  Tower  ^  pt.  i.  app. 
p.  zviii.)  *'Opus  albarium"  is  defined  in  Abr.  Heming's 
Nomenclature,  p.  198b.  as  "white  liming  worke,  or  par^ 
getting  worke."  Plasterers  are  still  termed  pargetters  in 
some  parts  of  England. 

Parlour,  Parlor,  Parler,  parloir,  Fr.,  from  parler,  to 
speak  i  parlatorioj  Sp.  and  Ital.;  a  room  in  a  convent  where 
the  monks  assembled  for  conversation,  and  received  visitors : 
the  speche,  or  speke-house  of  certain  old  documents.  (See 
Locutory  and  Speche-house.)  Summer  and  winter  par- 
lours are  mentioned  in  old  household  accounts.  For  de- 
tails of  the  furniture  of  parlours  temp.  Henry  VIII.  see 
Hunt*s  Exemplars  of  Tudor  Arch.,  p.  144. 

Parqu etry.    (See  Marquetry.) 

Parsonage-house,  a  building  in  the  vicinity  of  a  church, 
occupied  as  the  abode  of  the  incumbent.  Whitaker,  in  his 
Ancient  Cathedral  of  Cornwall^  ii.  135,  states,  that  parson- 
age-houses were  frequently  called  colleges,  because  they  con- 
tained a  '' collegiate  kind  of  family,  and  a  collegiate  kind  of 
school."  They  were  often  embattled  and  fortified,  and  had 
various  appendages,  including,  in  some  instances,  a  small 
chapel,  or  oratory.    (See  Mansion  and  School.) 

Parvis,  Parvise,  Pervyse,  an  old  term  of  very  obscure  deri- 
vation. It  appears  to  have  signified  a  porch,  portico,  or 
court  of  entrance  to  a  large  church,  or  palace.  Dugdale 
mentions  the  '* pervyse*'  of  St.  Paul's  Cathedral.    Whitaker, 
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in  his  Ancient  Cathedral  of  Cornwall^  i.  149-155,  discusses, 
at  some  length,  the  derivation  of  the  word,  and  the  purposes 
to  which  the  parvis  was  applied.  The  room  over  a  porch  is 
called  a  parvis  by  some  writers.  Whatever  its  situation, 
however,  it  seems  to  have  been  sometimes  devoted  to  the 
holding  of  a  court,  at  which  lawyers  attended,  and  also  as  a 
school  for  the  religious  instruction  of  children.    (See  Porch.) 

*'  A  Sargeant  at  Laie  ware  and  wise. 
That  had  often  been  at  the  parvyte,"** 

Chaccer. 

Paschal,  according  to  Davies  {Ancient  Ttites and  Mon. of  Dur^ 
ham  Cath,),  was  the  name  of  a  handsome  monument  set  up 
in  the  choir  of  that  cathedral,  from  Maunday  Thursday  till 
the  Wednesday  after  Ascension-day.  It  extended  nearly  the 
width  of  the  choir,  and  reached  almost  to  the  vaulting.  On 
the  top  was  placed  *'  a  great,  long,  squared  taper  of  wax, 
called  the  paschal  (taper),  having  a  fine  convenience  through 
the  roof  to  light  the  taper.*'  The  paschal  lamb  was  often 
represented  in  sculpture  and  painting,  in  churches;  also  on 
monastic  furniture,  &c. 

Fassage, passage,  Fr., pasage,  Sp.,  passagio,  Ital.;  a  corridor; 
a  narrow  enclosed  part  of  a  building  leading  from  one  room 
to  another.    (See  Corridor.) 

Patand.  In  the  agreements  for  constructing  the  desks  in  the 
Beauchamp  Chapel,  ''  reredoses  of  timber,  and  patands  of 
timber,"  are  mentioned.  Willson  supposes  the  patand  to  be 
the  sill,  or  plinth  on  which  the  rest  of  the  timber-work  is 
framed:  from  patin,  or  patte,  Fr.,  the  base  of  a  pillar. — 
Britton^s  Arch.  Antiqs.^  iv.  11,  Glossary  to  Pugin*s  Speci- 
menSy  Cotgrave's  Diet, 

Patera,  Lat.,  according  to  some  writers,  a  goblet,  bowl,  urn, 
or  cup,  used  by  the  Romans  in  their  sacrifices ;  others  define 
it  as  a  shallow  dish,  or  flat  circular  vessel,  similarly  em- 
ployed (see  ArchcBologia,  index  to  fifteen  volumes).  la 
architecture,  the  word  signifies  a  circular  sculptured  orna- 
ment, resembling  the  instrument  last  named,  which  was  in- 
troduced in  the  friezes  of  temples  and  other  ancient  buildings. 
On  the  arch-mouldings  of  some  Anglo-Norman  churches,  a 
similar  ornament  is  met  with.  Examples  from  Malmesbury 
Abbey  Church,  Wiltshire ;  Barneck  Church,  Northumpton- 
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Bhire;  Steyning  Church,  Sussex;  and  LuUington  Church, 
Somersetshire,  arc  engraved  in  the  third  and  fifth  volumes  of 
Britton's  Arch.  Antiqs. 

Pates L£  (Thomas),  archdeacon  of  Ely,  is  supposed  to  have 
erected  the  chancel  of  Great  Shelford  Church,  Cambridge- 
shire— and  probably  the  whole  edifice — between  the  years 
1396  and  1411. — Lysons*sMag,  Brit,, Cambridgeshire,  p.  296. 

Patrone.    (See  Pattern.) 

Pattern,  a  drawing,  or  model  for  the  guidance  of  workmen. 
Nearly  all  the  work  connected  with  the  Beauchamp  Chapel, 
Warwick,  and  the  tomb  of  the  Earl  of  Warwick,  its  founder, 
was  covenanted  to  be  done  **  according  to  patUnts.^'  In  the 
glazier's  contract,  it  is  stated  that  these  "  patterns,  in  paper,'* 
after  their  delivery  to  the  contractor,  by  the  earl's  executors, 
should  be  *'  newly  traced  and  pictured  by  another  painter, 
in  rich  colors,  at  the  charges  of  the  said  glasier."  The 
patterns  for  the  images  on  the  tomb  are  particularly  men- 
tioned as  "  of  timber." — Britton's  Arch.  Antiqs.,  vol.  iv. 
1 1-14.  In  an  estimate  for  the  tomb  of  King  Henry  VII.,  at 
Westminster,  the  first  item  is  *'  for  n^akinge  the  patrones  in 
timber." — Neale  and  Brayley's  Westm,  Abbey,  vol.  i.  p.  65. 
(See  Model,  Mold,  Plot,  Portraiture,  and  Vidimus.) 

Pauline  le  Peyvbre,  steward  of  the  household  to  King 
Henry  IIL,  built  a  castellated  house  at  Toddington,  in  Bed- 
fordshire, which,  according  to  Matthew  Paris  (p.  281),  ex- 
cited universal  admiration  for  its  extent  and  magnificence. 
The  wages  of  the  artificers  employed  are  said  to  have 
amounted  to  ten  marks  in  every  week. —  Walpoles  Anec-- 
dotes,  by  Dallaway,  i.  36,  Lysons*s  Mag.  Biit.,  Bedf.,  143. 

Paulinus,  sacrist  of  Rochester  Cathedral  from  1125  till  1137, 
is  stated  to  have  built  the  church  of  Frendsbury,  in  Kent. — 
Thorpe's  Custumale  Roffense,  p.  162. 

Pavement,  pnvf/neit^tim,  Lat.,  from/>at?io,  to  beat;  the  Roman 
pavimentum  being  the  earthen  floor  of  a  room,  beaten,  or 
rammed,  to  make  it  hard  and  consistent.  The  modern  use 
of  the  word  is  to  denote  a  layer  of  stone,  brick,  or  other  hard 
material,  forming  the  floor  of  a  room,  court,  passage,  or  road. 
In  this  sense  pavements  are  contemporaneous  with  the  build- 
ings of  the  oldest  civilised  nations.  The  Grecian  temples  were 
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usually  payed  with  slabs  of  marble,  as  were  also  the  earliest 
and  largest  buildings  of  the  Romans ;  but,  as  the  latter  people 
increased  in  wealth  and  luxury,  they  became  additionally 
ostentatious  in  all  their  architectural  works.    Some  of  the 
mosaic  pavements  in  the  Roman  baths,  temples,  palaces,  and 
even  villas,  were  of  costly  materials,  and  of  most  elaborate 
workmanship.     Engraved  representations  of  several  of  them 
have  been  published  by  Comte  Alexander  de  la  Borde,  and 
by  the  late  Samuel  Lysons ;  the  latter,  in  a  very  interest- 
ing work  entitled  ReliquitB  Romanes,     His  volume,  also,  on 
the  Roman  Antiquities  at  Woodchester,  in  Gloucestershire, 
contains  delineations  of  some  magnificent  specimens.    In 
imitation  of  these  splendid  and  laborious  works,  the  Christian 
architects  of  the  middle  ages  laid  down  very  curious  and 
costly  pavements  before  high  altars,  and  shrines;  also  in 
chapter-houses,  lady-chapels,  monumental   chantries,   and 
other  parts  of  their  sacred  edifices.    These  pavements  were 
generally  composed  of  glazed  and  coloured  bricks,  of  differ- 
ent sizes ;  but  in  Westminster  Abbey  Church,  small  cubical 
dies,  or  tessera,  each  of  a  single  colour,  were  employed, 
forming  what  is  usually  termed  a  mosaic.    The  tiles  and 
tessera  were  baked  almost  to  vitrification,  and  were  calcu- 
lated to  resist  moisture  and  friction  for  a  great  length  of 
time.    The  Roman  tessera  were  mostly  small  dies«  or  pieces 
of  stone  and  brick  from  half  an  inch  to  two  inches  square ; 
whilst  the  tiles  employed  by  the  Christian  architects  were 
of  various  sizes,  forms,  and  materials.    They  were  evidently 
either  cast  in  moulds,  or  worked  by  the  hand  to  fit  into,  and 
form  parts  of  given  patterns.    An  oven,  or  kiln  adapted  for 
baking  such  paving  tiles  was  discovered  at  Great  Malvern, 
in  Worcestershire,  a  few  years  since :  it  is  represented  and 
described  by  Harvey  Eginton,  Architect,  in  Cordis  Disser- 
tation on  the  Antiquities  of  Great   Malvern,  4to.    1834. 
Some  tiles  were  painted  on  the  surface,  the  colours  being 
burnt  in;  whilst  others  appear  to  have  had  the  coloured 
figures  inserted  into  stamped,  or  indented  lines.    The  colours 
chiefly  employed  were  .yellow,  green,  dark  red,  brown,  white, 
and  sometimes  blue :   and   the  patterns  represented  com- 
prised circles  and  other  geometrical  forms ;  coats  of  arms 
of  founders  and  benefactors ;  scrolls,  wreaths,  and  rebuses ; 
griffins,  spread  eagles,  and  other  heraldic  animals;  flowers 
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and  foliage;  mazes,  or  labyrinths  of  the  most  intricate 
nature,  and  spreading  over  numerous  tiles,  to  the  extent, 
sometimes,  of  ten  feet  in  diameter ;  with  6gures  of  knights, 
ecclesiastics,  and  other  personages.  In  a  palace  at  Caen, 
supposed  to  be  of  the  time  of  King  John,  there  was  a  curi- 
ous pavement,  formed  chiefly  of  coats  of  arms,  and  a  laby- 
rinth :  it  is  described  in  DucareVs  Anglo-Norman  Antiqs., 
pp.  69,  60.  In  several  parts  of  Great  Malvern  Church 
are  numerous  tiles  ornamented  with  arms,  letters,  &c.: 
others  at  Harrington,  in  Northamptonshire,  York  Cathe- 
dral, and  elsewhere,  are  represented  in  coloured  prints 
published  in  1801,  by  William  Fowler  of  Winterton.  The 
chapter-house  at  Salisbury  is  paved  with  tiles,  having  grif- 
fins, &c.  upon  them;  and  other  curious  examples  remain 
in  Gloucester  Cathedral,  the  church  of  St.  Mary-Ottery, 
Devonshire,  and  in  many  parochial  churches  in  different 
parts  of  England.  The  design  and  construction  of  a  curious 
pavement,  in  the  Priors'  Chapel,  at  Ely,  are  exhibited  in 
the  tenth  and  fourteenth  volumes  of  the  ArchtBologia.  In 
the  year  1449,  William  Bruges,  Garter  King-at-Arms,  be- 
queathed a  sum  of  money  for  '*  paving  the  hole  chirch  (ofSt. 
George,  at  Stamford),  body  and  quere,  with  broad  Holand 
tyle."  The  pavement  of  the  Beauchamp  Chapel,  at  War- 
wick, is  laid  in  black  and  white  diagonal  squares,  accord- 
ing to  the  original  contract,  dated  in  1457  ;  by  which  it  was 
stipulated  to  be  of  **  good  and  well  coloured  marble,  in  pieces 
of  two  inches  thick,  and  of  a  convenient  breadth.'*  That  of 
Henry  the  Seventh's  Chapel  is  also  in  diagonal  squares  of 
black  and  white  marble,  being  the  gift  of  the  Rev.  Henry 
Killegrew,  who  died  in  1699. 

The  paving  of  roads  and  streets  with  stones  and  other 
hard  materials  is  of  remote  antiquity.  Mr.  Donaldson,  in 
the  supplementary  volume  to  Stuart*s  Athens,  in  describing 
the  entrance  to  Messene,  distinguishes  the  Greek  from  Ro- 
man street  pavements ;  considering  the  former  to  have  con- 
sisted of  oblong,  and  the  Roman  of  polygonal  blocks  of 
stone.  ''  The  latter  were  of  immense  thickness,  having  the 
interstices  of  the  angles  filled  with  flints,  and  wedges  of  iron 
and  granite,  thus  resembling  the  vertical  face  of  a  Cyclo- 
pean wall."  Part  of  the  Via  Appia,  near  Albano,  presents 
a  fine  specimen  of  this  method  of  paving.    The  carriage- 
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ways  of  Pompeii  were  paved  with  lava,  having  a  raised 
footway  OD  each  side.  It  appears  that  the  streets  of  Loa- 
don  were  not  paved  at  the  end  of  the  eleventh  century.  In 
1315  and  1353,  writs  were  issued  by  the  king,  commanding 
the  repair  of  the  road,  or  pavement — ** pavagium*' — be- 
tween Temple  Bar  and  the  palace  at  Westminster  ;  the  ex- 
pense of  which  was  to  be  defrayed  by  local  rates  and  tolls. 
Holborn  and  other  streets  were  first  paved  in  1417,  and 
many  more  in  the  reign  of  Henry  VIII. 

For  fuller  details  of  the  above  facts,  and  for  information 
on  collateral  points,  see  the  articles  Bleo-staning,  Brick, 
Mosaic,  Tessera,  and  Tile  ;  Blakeway  and  Owens  History 
of  Shrewsbury,  vol.  ii.  p.  74  ;  Nicolas' s  Testamenta  Vetusta, 
p.  267  ;  Brittons  Arch.  Antiqs.,  vol.  iv.  p.  12 ;  Brayley  and 
Brittons  Anc,  Palace  at  Westm.,  pp.  129,  222 ;  Fosbrokes 
Enc.  ofAntiqs.j  pp.  29, 105 ;  Dallaway's  Heraldic  Enquiries^ 
p.  107;  Forsyth's  Italy,  vol.  i.  pp.  119,  121,  and  157. 

Pavilion,  properly  signifies  a  small  insulated  building ;  also  a 
projecting  part  of  a  large  building.  The  name  is  given  to 
the  monarch's  palace  at  Brighton. 

Pavy,  Pavice,  Pavise,  a  shield  sufficiently  large  to  cover  the 
whole  body.  '*  Paid  for  xix  pavics  of  steel,  and  other  ware, 
xxxiiij.li.  xij.s.  viii.d." — Privy  Purse  Expenses  of  Henry 
VIIL,  p.  6. 

Pax,  a  small  tablet,  book,  or  other  article,  having  a  representa- 
tion of  the  crucifixion,  which  was  kissed  during  mass  by 
the  Roman  Catholics.  So  named  from  the  practice  being  a 
.  substitute  for  the  primitive  kiss  of  peace  (pax,  Lat.,  peace). 
In  an  inventory  of  the  jewels,  &c.  belonging  to  St.  Mary 
Magdalen's  Church,  Bermondsey  (dated  6th  Edward  VI.), 
"ii  lattyn  pyxsys  (pixes),  and  ii  paxsys  (paxes),  of  copper," 
are  mentioned. — Kempes  Loseley  MSS.,  p.  168.  (See  Pix.) 
The  commonalty  of  the  town  of  Louth,  in  Lincolnshire, 
being  indebted  upwards  of  £36  to  the  alderman  and  brethren 
of  the  guild,  '*  laid  in  pledge  with  the  said  aldermen  and 
brethren,  two  silver  drosses,  one  of  their  best  chalices,  and 
their  silver  paxJ*^ — ArchcBologia,  x.  79.  The  pax  was  also 
known  as  the  osculalory. — Johnson  s  Eccles,  Laws, 

Pedestal,  from  ^rouc,  Gr.,  a  foot,  and  cruXog, a  column;  piides- 
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talf  Fr.,  piedestallo,  Ital.;  an  insulated  basement,  or  support 
for  a  column,  a  statue,  or  a  vase.  The  pedestals  supporting 
ancient  statues,  or  columns  of  the  classical  orders,  are  usually 
divided  into  three  parts — the  base,  the  dado,  and  the  corttice, 
or  surbase.  (See  under  each  word.)  In  Christian  architecture, 
the  pedestal  is  chiefly  employed  for  supporting  a  statue  in  a 
niche.  Fig.  10,  in  the  accompanying  Plate  of  Brackets, 
partakes  of  the  most  ordinary  form  of  pedestal  employed  in 
this  class  of  architecture.  The  word  is  spelt  " pedistory,'* 
in  the  agreements  for  repairing  Coventry  Cross,  dated  1668. 
— Briitoni  Arch,  Antiqs.,  i.  16.     (See  Perch.) 

Pbdiculus,  low  Lat.,  a  prison  in  which  the  feet  were  kept  in 
chains. — Fo$brokes  Enc.  of  Antiqs.^  p.  445.    (See  Prison.) 

Pediment,  in  classical  architecture,  that  triangular  part  of  a 
portico,  bounded  by  the  top  of  the  entablature  and  the  slop- 
ing edges  of  the  roof.  The  Roman  architects  made  their 
pediments  of  much  loftier  proportions  than  the  Greeks; 
over  the  doorways  and  windows  of  their  later  works  they 
introduced  broken  pediments,  or  small  triangular  ones,  and 
others  forming  segments  of  circles.  In  Christian  architect- 
ure, the  ends  of  sloping  roofs  are  more  generally  termed 
gables,  and  are  still  more  lofty  than  those  of  the  Romans. 
The  gables  of  the  east  and  west  fronts,  and  of  the  transepts 
of  laige  churches,  were  usually  much  decorated  and  enriched 
with  windows,  statues,  sculpture,  and  panelling.  Over  the 
principal  doorways,  and  also  over  the  windows  of  continental 
cathedrals,  most  elaborate  gables  are  often  introduced.  Of 
this  practice  an  English  example  is  to  be  found  in  the  west 
doorway  of  York  Cathedral,  delineated  in  one  of  the  annexed 
Plates  of  Doorways.     (See  Gable  and  Tympanum.) 

Peel,  Peel-Tower.    (See  Tower.) 

Pbnd.  **  The  roof  is  arched,  being  what  is  here  called  a  pend^ 
and  covered  with  flag-stones.''  {Grose^s  description  of  Seton 
Church,  in  Antiqs,  of  Scoilandy  i.  66.)  Mr.  Willson,  in 
Glossary  to  Pugins  Specimens,  obi^erves  upon  this,  that  a 
pend  is  "a  roof  vaulted  with  masonry,  but  not  groined." 
(See  Groin  and  Vault.)     He  further  remarks,  that  *'  roofs 
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'Pesd  ANT,  from  pendens  f  Lai.,  hanging ;  an  ornament  suspended 
from  the  roof  of  a  building  in  the  later  class  of  Christian 
architecture.  Pendants,  or  pendentives,  as  they  are  called 
by  some  writers,  are,  in  many  instances,  large,  of  consi- 
derable  weight,  and  elaborately  decorated.  In  Henry  the 
Seventh's  Chapel,  Westminster,  there  are  many  beautifully 
panelled,  and  ornamented  with  foliated  mouldings ;  other  ex- 
amples have  niches  and  figures  in  their  sides,  minute  but- 
tresses, pinnacles,  and  other  ornamental  details.  The  timber 
frame*work  of  the  roof  of  Crosby  Hall  has  a  series  of  enriched 
pendants  along  its  centre.  One  of  them  is  represented  in 
Plate  I.  of  Arches,  at  fig.  20.  In  Roslyn  Chapel,  Scot- 
land, are  some  of  the  most  remarkable  examples  remaining. 
These  are  of  varied  design,  covered  with  foliage,  and  some 
of  them  have  a  number  of  sculptured  figures.  Pendants  are 
often  attached  to  the  ends  of  the  hammer-beams  in  timber 
roofs,  as  in  the  halls  of  Wollaton  and  Eltham.  A  fine  foli- 
ated pendant  from  the  roof  of  the  Lady-chapel,  at  Caudebec, 
in  Normandy,  is  represented  in  Pugins  Arch.  Antiqs.  of 
Normandy.  The  cathedral,  and  the  colleges  at  Oxford,  con- 
tain many  varieties.  Pendants  are  also  found  in  canopies  to 
niches,  tabernacles,  and  tombs.  In  the  contract  for  the 
nave  of  Fotheringhay  Church  (Dugdale^s  Monastkon,  new 
edit.  vol.  vi.  pt.  iii.  p.  1414),  it  is  agreed  that  "  the  pillars 
and  chapetrels  that  the  arches  and  pendants  shall  rest  upon, 
shall  be  altogedir  of  freestone."  This  is  supposed,  by  Mr. 
Willson,  to  refer  to  the  timber  arches  of  the  roof;  as  ''the 
springers  of  arches  resting  on  shafts,  or  corbels,  are  called 
pendents  by  ancient  writers." — Glossary  to  Pugin^s  Sped- 
mens. 

Pendentivb.    (See  Pendant  and  Vault.) 

Penitentiary,  a  small  house  in  which  a  penitent  confined 
himself.  (Fosbroke's  Enc.  of  Antiqs.,  p.  695.)  That  part 
of  a  church  to  which  penitents  were  admitted  during  service 
is  sometimes  called  by  the  same  name.  (See  Galilee,  and 
Hoare^s  Giraldus  Cambrensis,  vol.  ii.  p.  29. 

Pentastyle.    (See  Portico.) 

Pbnteys,  a  pent-house.  In  an  account  of  repairs  at  Stafford 
Castle  (30th  Henry  VI.),  are  the  words  for  mending  "unius 
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penteys  supra  gradus  inferioris  garett*  ibidem." — Archao- 
iogiOf  vol.  xxiii.  p.  106.  The  modern  word  pent-bouse  is  a 
corruptioa  of  gppenticut^  LaL,  attacbed,  or  supplemental 
buildings.    Appenticiis  and  pentkes  occur  in  old  manuscripts. 

Peny  (Jobn),  abbot  of  Leicester,  erected  certain  brick  buildings 
at  his  abbey.  He  was  afterwards  bishop  of  Carlisle,  and 
died  in  1520. — Lelani's  Itin.,  vol.  i.  p.  18. 

Perch,  Perk,  Fe arch, pertica^  Lat.,  a  small  projecting  beam, 
corbel,  or  bracket,  near  the  altar  of  a  church,  ornamented  on 
festivals  with  statues,  reliquaries,  kc.  Mr.  Willson  men- 
tions tabernacles  with  perches;  considering  the  latter  as 
synonymous  with  pedestals.  He  also  states  that  '^pearcher 
was  an  old  term  for  a  large  wax  candle  formerly  used  in 
churches." — Glossary  to  Pugiu*s  Specimens. 

Perclose.    (See  Parclose.) 

Pbroetting.    (See  Pargetting.) 

Peribolus,  irif/.  Or.,  around,  and  jSoXXm,  to  throw,  or  gird ;  an 
enclosure;  also  the  wall  surrounding  the  precincts  of  a 
temple. 

Peripteral.    (See  Temple.) 

Peristyle,  «y^i,  Gr.,  around,  or  about,  and  etvXog,  a  column; 
a  range  of  columns  surrounding  any  edifice,  whether  circular 
or  quadrangular;  also  a  range  of  columns  in  almost  any 
situation  when  they  do  not  form  a  portico.  In  the  latter 
sense  Mr.  Hosking  suggests  the  employment  of  the  word 
orthostyle.    (See  Orthostyle.) 

Perpendicular  Style,  a  name  adopted  by  Mr.  Rickman  in 
classifying  the  ecclesiastical  architecture  of  England,  to  de- 
signate its  latest  variety:  viz.  that  prevalent  from  1377  to 
1546,  a  period  of  about  170  years.  He  remarks  that  few,  if 
any,  entire  buildings  were  executed  in  this  manner  later  than 
the  reign  of  Henry  VIII.;  but  that,  in  additions  to  previous 
works,  and  in  rebuilding,  it  was  employed — though  often 
much  debased — as  late  as  1630  or  1640.  "  The  name,"  he 
states,  "  clearly  designates  this  style ;  for  the  muUions  of  the 
windows,  and  the  ornamental  panellings,  run  in  perpendicular 
lines.  Many  buildings  of  this  style  are  so  crowded  with 
ornament  as  to  destroy  the  beauty  of  the  design.    The  carv- 


man  seems  liable  to  certain  objections,  founded  on  the  strik- 
ing difference  of  style  which  the  obtuse  arch  produced,  after 
the  middle  of  the  fifteenth  century."  In  Britton'i  C/troua- 
logical  History  ofCkrutian  Arch,  in  England,  p.  170,  are  the 
following  observations  : — "The  term  perpendicular  gives  no 
idea  of  the  increased  expansion  of  windows,  nor  of  the  gor- 
geous fanlike  tracery  of  the  vaultings,  nor  of  the  heraldic 
nature  of  the  enrichments,  which  peculiarly  distinguished 
this  period;  neither  does  it  convey  any  information  of  tho 
horizontal  lines  of  the  doorways,  nor  of  the  embattled  tran- 
soms of  the  windows,  nor  of  the  vast  pendants  suspended  in 
mid  air,  that  constituted  such  importaut  features  in  this 
class ;  and,  in  fact,  combined  with  its  other  variations,  render 
it  impossible  to  be  properly  characterised  by  any  single  and 
particular  phrase."  The  buildings  of  the  period  alluded  to 
have  also  been  designated  by  the  appellations  of  Florid, 
Pointed,  and  Ornamented  Gothic;  the  names  Tudor  and 
Elizabethan  Architecture  also  indicate  the  works  of  different 
parts  of  this  era. 

Perpbnt-stone,  Perpin,  Perpender,  perpins,  perpeigne, 
Fr.,  ft  long  stone  extending  through  a  wall,  with  both  ends 
exposed  and  smoothly  wrought.  Two  walls,  dividing  part 
of  the  nave  of  Votheringhay  Church  from  the  ailes,  are  called 
perpyn-walls  in  the  original  contract  (Dagdale's  Monaiticon, 
new  edit.  vol.  vi.  pt.  iii.  p.  1414);  probably  from  their  being 
wrought  on  both  sides.  Perpender,  a  coping  stone. — John- 
son's Dictionary. 

Persian  Architecture.     (See  Architecture.) 

Peter  of  Colechurch.    (See  Colechurch.) 

Pew,  piou,  Fr.,  probably  from  appui,  a  prop,  stay,  support ;  aa 
enclosed  seat  in  a  church,  said  to  be  derived  from  puye,  a. 
Dutch  word.  Before  the  Reformation  in  England,  people 
generally  knelt  during  the  services  of  the  church :  the  con- 
gregatiorta  are  also  represented  in  old  prints  and  drawings  as 
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standing,  or  sitting  on  the  floor.  Chairs  and  other  movable 
seats  were  and  are  generally  employed  in  the  Roman  Catholic 
churches.  Fixed  benches  appear  to  have  been  but  seldom 
used  before  the  Reformation;  and  pews,  in  their  modem 
acceptation,  not  until  long  afterwards.  An  enclosed  seat, 
however  (and  sometimes  a  stall  and  desk),  was  generally 
provided  for  the  patron  of  the  church.  This  mark  of  dis- 
tinction is  noticed  in  documents  as  old  as  1240;  the  pew 
so  occupied  being  sometimes  called  a  cage.  In  1450, 
William  Bruges,  Garter  King-at-arms,  bequeathed  a  sum  of 
money  for  ** paying*'  a  church;  but,  though  the  word  was 
then  used,  it  probably  meant  only  benches  with  backs,  but 
without  doors.  In  1458,  we  have  another  bequest  for  **puy' 
inge,'*  besides  many  before  the  Reformation  for  ^^  seating** 
churches.  In  1502,  legacies  were  left  for  **stolyng,**  or  pro- 
viding stools,  or  benches,  for  a  church ;  and,  in  1582,  another 
church  was  ordered  to  be  provided  with  formes.  Formerly 
there  were  the  shriving  pews,  or  confessionals ;  and  reading 
pews,  or  lectionaries.  Stow,  in  1599,  describes  as  pewes 
what  appear  to  have  been  only  a  set  of  uniform  benches. 
Blakeway  and  Owen  say  that  the  use  of  pews  (as  at  present 
formed)  is  *'  a  practice  unknown  to  every  church  on  the  Con< 
tinent,  except  for  the  magistracy  and  lords  of  manors,"  and 
that  the  Germans  and  French  have  no  word  synonymous 
with  pew.  Separate  pews  were  sometimes  allowed  to  sick 
persons  and  brides.  —  Surtees*s  Durham^  vol.  ii.  p.  145. 
See  Blakeway  and  Owen's  Shrewitbury,  ii.  357;  Wartons 
Kiddington,  p.  12;  BlomeJieUTs  Norfotky\i\.5\\\  Kennetfs 
Antiqu  of  Ambrosden,  596 ;  Whitaker's  Whalley,  227 ; 
Lysonss  Mag,  Brit.,  Cheshire,  492. 

Pew  (our  Lady  of  the) ;  our  Lady  de  la  Pue^  &c.  (See  Lady- 
Chapel.)  This  phrase  is  derived  from  pue,  Fr.,  dim.  of 
pitiij  and  signifies  our  Lady  of  Pity.  An  engraving  from  a 
sculptured  figure  of  our  Lady  of  Pity,  in  Battlefield  Church, 
Shropshire,  will  be  found  in  the  14th  volume  of  the  Archao- 
logia.  Messrs.  Blakeway  and  Owen  incorrectly  state  that 
the  chapel  of  our  Lady  of  Pew,  in  the  old  palace  at  West- 
minster, was  so  called  from  the  well  {puits,  Fr.)  near  which 
it  stood. — History  of  Shrewsbury,  ii.  357. 

Pharos,  Pharus,  Pharum,  from  ^ao^,  Gr.,  a  light;  alight- 


house,  watch-tower,  or  beacon.  A  tower  of  Ronrnn  work- 
tnaoship,  within  the  precincU  of  Dover  Cutle,  is  called  & 
pharos';  and  is  supposed  to  have  been  built  as  a  wateh-tower 
by  the  Roman  conquerors  of  Britain.  EugraTings  and  an 
account  of  this  building  are  published  in  Slukeley'$  Itinera- 
rium  Curiotum,  toI.  i.  p.  102,  and  an  eleration  of  it,  in  the 
accompanying  Plate  of  Towbbs.  In  old  churches  phana, 
or  pharum,  was  the  name  of  a  branch  candlestick,  lamp,  or 
chandelier,  to  suspend,  or  support  a  number  of  lights.  (See 
FAEOS8iuM,TowKR,and  Foibrooke't  Enc.o/Antig*.,  p.  282.) 
PuANB,  Vane.    (See  Fane.) 

Piazza,  Ital.,  an  open  space,  or  square:  corruptly  applied  in 
England  to  an  arched  way,  or  covered  walk,  supported  on 
one  side  by  piers,  pillars,  or  columns,  and  arches  j  as  that 
surrounding  the  quadrangle  of  the  late  Royal  Exchange,  and 
that  which  bounds  part  of  Corent  Qardea  Market. 

Picts-hovse,  a  name  applied  to  a  peculiar  sort  of  building, 
different  examples  of  which  are  said  to  have  been  raised  by 
the  Picts  before  and  after  their  arrival  in  Britain.  Picts* 
bouses  are  frequently  found  in  the  Islands  of  Scotland  :  they 
were  circular  in  plan,  and  of  conical  shape,  with  an  opening 
at  the  top.  Large  atones,  without  cement,  were  employed 
in  their  construction.  The  internal  area  was  often  consider- 
ably less  in  diameter  than  the  thickness  of  the  wall,  within 
which  were  sometimes  staircases,  and  small  cell-like  rooms. 
In  Roy's  Military  Antiqi.  is  a  ground-plan  and  view  of  one 
called  Arthur's  Oon,  or  Oven. — See  Barry'i  Orkney  Jtlands; 
and  Pennant's  Tour  in  Scotland,  vol.  iii.  p.  229. 

Picture,  the  painted  representation  of  any  object.  In  old 
writings  the  word  is  variously  applied.  "  Pictort,"  or  monu- 
mental effigies,  of  white  marble,  and  of  brass,  are  mentioned 
in  wills  and  other  documents.  "  The  burial-chapel  of  the 
family  of  Heneage,  at  Hainton,  Lincolnshire,  retains  its  old 
name  of  '  The  Picture  House'  from  the  monuments  with 
painted  effigies  within  it.  Portraits  in  stained  glass  were 
also  called  pictures." —  Willson,  in  Glossary  to  Pugin's  Speci- 
mens ;  see  also  Nieolat's  Testamenta  Vetusta,  and  the  articles 
EvFiOT,  PoRTRAiTVBE,  and  Tomb. 

Pier,  pierre,  Ft.,  a  stone;  a  mass  of  brickwork,  or  masonry 
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between  the  arches  of  a  bridge ;  also  between  windows^  and 
arches,  in  other  buildings.  It  is  sometimesy  though  im- 
properly, applied  to  the  cylindrical  pillars  of  the  churches  of 
the  Normans.  Large  rectangular  masses,  properly  called 
piers,  and  generally  with  attached  pillars,  or  pilasters,  are 
seen  beneath  arches  in  the  naves  of  St.  Alban's  Abbey 
Church,  in  Brixworth  Church,  and  in  other  early  Christian 
edifices.  (See  Plate,  Compartment  o(  Durham  Cathe- 
dral, interior,  11.)  A  construction  of  stone  projecting  into 
a  large  river,  or  the  sea,  to  protect  a  harbour,  or  form  a 
landing-place,  is  also  termed  a  pier.    (See  Mole.) 

PiETRO  Cavilini,  an  artist  employed  by  KingHenryllL,  and 
his  successor  at  the  end  of  the  thirteenth  century.  An  in- 
scription on  the  shrine  of  Edward  the  Confessor,  in  West- 
minster Abbey  Church,  mentions  him  as  "  Petrus  duxit  in 
actum  Roman  us  civis."  Besides  this  shrine,  and  that  of 
the  martyrs,  Simplicius  and  Faustina,  now  at  Strawberry 
Hill,  the  tomb  of  King  Henry  III.,  also  at  Westminster, 
are  acknowledged  as  his  works.  These  are  in  a  debased 
Roman  style,  and  are  remarkable  for  their  mosaic  decora- 
tions. Walpole  suggests  that  he  designed  the  **  Queen's 
Crosses;"  but  this  is  by  no  means  probable. — Neale  and 
Brayleyt  Hist,  of  Westminster  Abbey,  vol.  ii.  p.  70. 

PiLASTEB,  piia,  Lat.,  a  pillar,  and  astro,  Ital.,  indicating  an 
inferiority;  pilastre^  Fr.,  pilastra^  Sp.;  an  inferior  sort  of 
square  pillar,  usually  inserted  in  a  wall,  and  projecting  a 
little  from  its  surface. 

Pilaster-mass,  Pilaster-strip,  terms  employed  by  Pro- 
fessor Whewell  in  his  Arch.  Notes  on  German  Churches, 
p.  101 ;  the  first,  to  denote  a  rectangular  pier,  or  mass  of 
wall  with  impost  mouldings ;  and  the  latter,  a  flat  buttress- 
like  projection  from  a  wall,  with  the  form  and  proportions  of 
a  pilaster,  but  merging  into  the  corbel-table  without  any 
capital,  or  impost  mouldings. 

Pile,  pile,  Fr.,  pila,  Ital.  and  Sp.,  from  pila,  Lat.,  9iX»g,  Gr.;  a 
mass,  or  heap  of  materials  elevated  above  the  surface  of  the 
ground ;  as  a  pile  of  stones,  8cc. :  also  a  large  building,  or 
mass  of  buildings.  The  same  word,  with  a  different  and  un- 
certain derivation,  signifies  a  large  stake,  or  piece  of  timber. 


ture.  This  sort  of  foundatioD  is  adopted  where  the  ground 
is  soft.  Piers  of  bridges  are  generally  built  on  piles;  at 
Amsterdam,  and  ia  some  other  cities  similarly  situated,  the 
foundations  of  all  the  principal  buildings  are  thus  laid.  The 
practice  in  question  was  common  amongst  the  ancients.  It 
is  mentioned  both  by  Virgil  and  Vitnivius;  and  Ingulphus, 
the  historian  of  Croyland,  informs  us  that  when  the  monas- 
tery of  Croyland,  in  Lincolnshire,  was  erected,  in  the  early 
part  of  the  eighth  century,  the  nature  of  the  soil  rendered  it 
necessary  to  form  an  artificial  foundation,  by  driving  piles 
into  the  ground. — See  Ingulpk.  Hist.  Croyland,  in  Script. 
Post,  Bed.,  and  Brillon's  Arch.  Anttqs.,  vol.  iv.  p.  91,  and 
vol.  V.  p.  123. 

Pillar,  piUer,  Ft.,  pUiere,  Ital.,  pilar,  Sp.,  p/eiler,  Ger.,  from 
pila,  Lat.,  literally  a  constructed  pile,  or  heap ;  hence  it  de- 
notes any  columnar,  or  vertical  support  in  a  building,  par- 
ticularly when  formed  of  two  or  more  pieces.  The  word 
has.  by  writers,  been  applied  indiscriminately  to  an  assem- 
blage of  slender  clustered  shafts  j  to  a  single  column;  and 
to  a  massive  pier.  Sir  Henry  Wotton  {Elements  of  Archi- 
tecture, published  in  1624,)  speaks  of  the  word  column  as 
then  of  recent  introduction.  As  column  properly  signifies  a 
support  in  the  form  of  a  single  cylinder,  and  usually  in  one 
piece; — as  it  generally  denotes  one  of  the  members  of  a 
Greek  or  Roman  edifice,  which  has  been  subjected  to  fixed 
rules  of  proportion;  —  and  as  the  columnar  supports,  em- 
ployed in  Christian  afchitecture,  are  so  various  as  to  render 
a  similar  classificution  of  them  impossible,  the  word  pillar 
may  be  regarded  as  especially  applicable  to  the  latter. 
Designating,  as  it  also  may,  those  used  in  Egyptian  temples, 
and  in  Indian  excavations,  it  is  not  liable  to  misconstruction, 
and  is  certainly  much  better  than  either  pier  or  shaft,  both 
of  which  have  been  employed  by  diAerent  writers  on  Medi- 
teval  architecture.  The  pillars  of  the  different  classes  of 
Christian  buildings  from  the  Anglo-Saxon  age  to  the  time 
of  Henry  the  Seventh,  are  described  in  the  article  Column, 
and  illustrated  by  the  Plates  there  referred  to.  Murphy, 
in  his  Illustrations  of  the  Church  of  Batatha,  p.  21,  altri- 
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butefl  the  grand  effects  of  Christian  churches  to  the  jadicious 
distribution  of  pillars,  and  their  proportions  in  relation  to 
those  of  the  whole  building.  The  pillar,  unlike  the  column, 
was  always  of  the  same  diameter  at  base  and  capital.  (See 
Column.) 

Anciently,  the  word  pillar  was  also  employed  to  signify  a 
buttress  against  a  wall,  and,  indeed,  still  has  that  meaning 
amongst  masons  in  the  north  of  England.  For  some  in- 
teresting observations  on  stone  pillars  of  memorial,  see  a 
paper  by  T.  Astle,  in  the  thirteenth  volume  o(  Arc/uBologia ; 
also  Pennant's  Tour  in  Scotland,  vol.  iii.  p.  167. 

Pillowed,  or  Pulvinated,  a  term  applied  to  a  rounded  frieze. 

Pinnacle,  Pinnakyll,  pinacle,  Ft.,  pinacolo,  IteA., pinnacu- 
lum,  low  Lat.,  from  pinna,  Lat.,  or  pen,  Celtic,  a  summit,  a 
lofty  apex ;  an  ornament  placed  on  the  top  of  a  buttress,  as 
a  termination  to  an  angle,  or  gable  of  a  house,  church,  or 
tower;  on  different  parts  of  a  parapet;  at  the  sides  of 
niches ;  and  in  other  situations.  Its  form  is  usually  slender, 
and  tapering  to  a  point.  The  word  was  sometimes  applied 
to  a  turret,  and  a  spire ;  and,  indeed,  to  any  tall  perpendi- 
cular member  on  the  summit  of  a  building.  In  a  Survey  of 
Richmond  Palace,  Surrey  (1649),  small  cupolas  on  the  tops 
of  turrets  are  called  pinnacles.  (  Vetusta  Monumenta,  vol.  ii.) 
The  pinnacle,  the  spire,  and  the  large  window,  with  its  ela- 
borate mullions  and  tracery,  are  amongst  the  many  novel 
and  original  designs  belonging  exclusively  to  the  Christian 
architecture  of  the  middle  ages.  The  pinnacle,  as  well  as 
each  of  the  others,  was  gradually  and  progressively  im- 
proved in  form  and  ornamental  detail,  from  the  plain,  conical 
spire  which  crowned  the  turret,  or  angle,  of  a  building  of 
early  date,  to  the  time  of  Henry  the  Seventh,  when  its  faces 
were  adorned  either  with  canopied  niches,  or  with  orna- 
mental panelling,  its  angles  with  purfled  crockets,  its  apex 
with  a  rich  finial,  and  the  lower  angles  of  its  minute  pedi- 
ments with  sculptured  birds,  beasts,  and  human  heads. 
Some  varieties  of  the  pinnacle  are  represented  in  different 
Plates  of  this  volume,  particularly  in  Plates  I.  and  II.  of 
Buttresses;  plate  of  Cathedral  Churches,  Com- 
partments, Exeter,  exterior,  ate;  and  the  Porch  of  King's 
College  Chapel,  Cambridge  (engraved  Title-page)  :  but  it 


might  be  selected  from  the  numeroaa  churches  of  EogUnd, 
France,  QerniKDy,  Italy,  &c.  In  some  of  the  later  examples, 
as  at  St.  Geot^e's  Chapel,  Windsor,  the  pinnacle  consists 
of  a  vertical  mass,  square  in  horizontal  section,  and  termi- 
nating in  an  embattled  crest,  without  crockets  or  the  usual 
pyramidal  summit.  These,  as  well  as  the  pinnacles  of  Henry 
the  Seventh's  Chapel,  Hampton  Court  Palace,  Chichester 
Cross,  file.,  are  known  to  have  been  surmounted  by  small 
metal  banners,  taming  with  the  wind,  and  supported,  in 
some  instances,  by  animals  in  a  rampant  posture.  (Sea 
Fanb.)  a  kind  of  cupola  form  was  frecjueoUy  employed  at 
the  top  of  a  turret,  or  pinnacle,  between  the  reigns  of  Henry 
V.  and  Henry  VIII. :  this  was  sometimes  covered  with  sculp- 
tured ornaments  like  6eb-«cales,  or  net-work.  Occasionally 
the  cupola  assumed  the  ogee  form ;  and,  at  other  times,  the 
termination  of  a  pinnacle  resembled  a  pine-apple.  In  the 
reigns  of  Elizabeth  and  James  I.,  obelisks  were  placed  as 
pinnacles  on  the  angles  of  monuments ;  and  the  same  orna- 
ment occurs  (HI  the  gateway  of  Caius  College,  Cambridge. 
Numerous  instances  of  pinnacles  formed  by  single  figures, 
and  groups  of  two  or  more  representing  men  and  other 
animals  might  be  referred  to;  as  at  Lincoln,  and  Peter- 
borough Cathedrals;  the  Manor  House  of  Great  ChalGeld, 
Wiltshire;  Berkeley  Church,  Gloucestershire;  the  George 
Inn,  Glastonbury,  Sic. — See  Pagin't  Sptcimeiu,  vol.  i.  pi.  iv., 
vol.  ii.  pis.  i.  and.  ii.;  Britton'tATch.  Antiqs.,  vol.  v.  index. 
The  pinnacles  on  gables  of  timber  buildings  present  greater 
diversity  of  form  than  those  constructed  of  stone. 

PiBciiTA,  Lat.,  bauin,  Fr.,  baeino,  Ital.,  from  pucii,  Lat.;  signi- 
fied amongst  the  Romans,  first,  a  fish-pond ;  secondly,  a 
shallow  reservoir  for  bathing ;  and,  thirdly,  a  place  for  water- 
ing horses,  and  for  other  pnrposes.  A  small  pool,  or  basin 
of  water  in  a  public  square,  and  the  basin,  or  reservoir  in  a 
baptistery,  containing  the  water,  was  also  formerly  called  a 
piicina.  Its  modem  application  is  to  the  lavacrum,  or  stone 
basin,  generally  placed  on  the  south  side  of  the  altar  of  a 
church  i  and  intended  for  the  use  of  a  Catholic  priest  before 
he  celebrated  the  sacred  offices.  It  was  sometimes  called  a 
aacrarium,  and  a  font.    "  We  order,"  says  an  ancient  synod. 
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''  a  font  for  washing  the  hands  of  the  officiating  priests, 
which  may  be  either  pensile,  or  affixed  to  the  wall."  (Du 
Cange.)  This  catholic  appendage  to  an  altar  varied  consi- 
derably in  its  form  and  decorations  in  different  ages.  It  is 
sometimes  found  in  a  niche,  or  cavity,  with  the  waste  pipe 
in  the  thickness  of  the  wall.  It  is  also  placed  on  an  orna- 
mental pedestal  with  base  and  cap  mouldings,  and  enclosed 
within  a  foliated  arch.  Some  piscinas  are  seen  in  pairs 
within  a  double  arch,  as  at  Salisbury  Cathedral,  and  other 
buildings  of  the  same  age.  Some  are  plain,  whilst  others 
are  elaborate  in  design,  and  rich  in  sculptured  details.  In 
some  churches  they  are  fixed  in  the  wall  near  a  doorway, 
and  frequently  within  the  screened  enclosure  of  a  chantry- 
chapel.  One  of  the  finest  examples  in  England  is  in  the 
south  wall  of  the  nave  of  St.  Alban's  Abbey  Church;  and 
another  beautiful  specimen  is  delineated  at  fig.  10,  in 
PtATE  of  Brackets.  (See  Bingham's  Origine$  Eccles., 
book  viii.  chap.  4;  Lysom's  Mag*  Brii.,  vol.ii.  p.  61 ;  Car* 
ter*8  Ancient  Arch.f  pi.  Iviii.;  Archctologiaf  vol.  xi.  p.  347 ; 
and  Brittont  Arch.  Antiqs.^  vol.  v.  index.  Also  the  articles 
Aquamanile,  Baptistery,  Benatura,  Chancel, 
Credence,  Font,  Lavatory,  Porch, and  Sacrarium.) 

Pitch,  the  angle  formed  by  the  sides  of  a  sloping  roof;  the  pro- 
portion between  the  height  and  the  span  of  a  roof.  When 
the  length  of  sloping  rafters  is  equal  to  the  width  of  the 
building,  it  is  called  a  roof  of  Gothic  pitch.    (See  Roof.) 

Pity  (Our  Lady  of).  (See  Lady-Chapel,  Pew,  and  Neale't 
Churches — Long  Me/ford^  p.  13.) 

Pix,  Pyx,  pyxis,  Lat.,  a  small  box,  or  shrine,  sometimes  called 
a  tabernacle,  intended  to  contain  the  host,  or  consecrated 
wafer,  used  in  certain  ceremonies  of  the  Roman  Catholic 
church ;  and  sometimes  enclosing  also  relics  of  saints.  Its 
form  was  frequently  that  of  a  niche,  under  an  ornamental 
gable,  with  buttresses  and  pinnacles  on  each  side.  Its 
materials  were  ivory,  silver,  and  sometimes  gold,  enriched 
with  precious  stones.  Two  "  pyxys  of  lattyn,"  with  '*  ij 
pyxys  clothys  of  sylke,"  are  mentioned  in  documents  printed 
in  Kempe's  Loseley  MSS.,  p.  168.  A  box  containing  the 
standards,  &c.  employed  in  testing  the  accuracy  of  gold  and 
silver  coin  is  also  called  a  pix.    This  box  is  carefully  pre- 
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served  in  an  ancient  apartment  adjoining  Westminster  Abbey 
Church ;  thence  called  the  Chamber  of  the  Fix,  and  pre- 
sumed to  be  as  old  as  the  time  of  Edward  the  Confessor. 
The  ceremony  of  trying  the  coinage*  called  the  Trial  of  the 
PiXy  is  of  rare  occurrence. — Bray  ley  and  Neale's  Westnim 
Abbey^  vol.  ii.  p.  299;  GenVs.  Mag.^  September  1815. 

Placia,  Placiam,  low  Lat.y  a  place,  or  plot  of  ground;  the 
site  of  a  house,  or  other  building.  Walter  Ingram,  of  Kirt- 
lington,  about  the  year  1230,  gave  to  the  prior  and  canons 
of  Burcester,  **  totam  illam  placiam  quae  se  extendit." — 
{Kennetfs  Aritiqs.  of  Ambrosden,  Glossary.)  Place  is  often 
appended  to  the  local  name  of  a  large  house  or  mansion,  as 
Place-House,  at  Fowey,  Cornwall ;  New  Place,  Stratford,  8ic. 

Plan,  a  geometrical  representation  of  any  thing  drawn  on  a 
plane,  as  a  house,  church,  town,  or  city.  Different  sorts  of 
plans  are  termed  maps,  charts,  &c.  Architecturally,  it  de- 
notes a  horizontal  section  through  the  walls  and  other  solids 
of  a  building.    (See  Oround-Plan  and  Ichnography.) 

Plaster,  a  composition  of  lime,  sand,  and  hair,  or  straw,  em- 
ployed in  covering  the  interior  and  exterior  faces  of  walls. 
From  the  remains  of  Roman  villas,  it  is  evident  that  many 
of  the  rooms  were  plastered,  and  afterwards  coloured.  The 
Saxons  and  Normans  also  employed  plaster  in  castles  and 
churches.  It  was  also  extensively  introduced  into  old  English 
timber  buildings.  In  some  instances  small  pebbles  and  frag- 
ments of  glass  were  mixed  with  plaster ;  and  the  composition 
thus  formed  was  called  rough-cast^  making,  according  to  an 
old  writer,  "a  brilliant  display  when  the  sun  shone,  and  even 
by  moonlight."  Shakespeare,  in  A  Midsummer  Night*s 
Dream,  makes  Bottom  say  :  "  Some  man  or  other  must  pre- 
sent wall ;  and  let  him  have  some  plaster^  or  some  lome,  or 
some  rough-cast  about  him,  to  signify  wall.**  (See  Parget- 
ting.)   The  albarium  opus  of  Vitruvius  denotes  plastering. 

Plat,  Platte,  Plot,  a  plan,  or  a  model.  In  the  will  of  King 
Henry  the  Seventh  it  was  ordered  that  his  tomb  should  be 
at  such  a  distance  from  the  high  altar  of  the  chapel  at  West- 
minster, as  was  ordered  "  in  the  plat  made  for  the  same 
ChappelL"  (Britton's  Arch.  Antiqs.,  vol.  ii.  p.  16.)  The 
provost  and  scholars  of  King's  College  Chapel,  Cambridge, 
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on  receiving  £5000  From  the  executors  of  Henry  VII.,  cove- 
nanted to  ''  vawte  the  churche  of  the  saide  collet  after  the 
fou r me  of  a  p/a//e  therefor  devised  and  subscribed  with  the 
hand  of  the  said  executours."  ( Brittons  Arch.  Autigs.,  vol.  i. 
p.  5.)  *'  A  plat  of  Hastings  and  Rye/'  executed  by  Vincent, 
the  king's  painter,  for  the  sum  of  £3.  lOs.  Od.,  is  mentioned 
in  the  Privy  Purse  Expences  of  King  Henry  VIII. 

Platband,  any  plain  band,  or  fillet  with  small  projection;  as 
the  fascia  of  an  architrave  or  impost. 

Plebania,  Lat.,  a  mother  church,  with  depending  chapels. — 
Kennett's  Antiqs.  of  Ambrosden,  Glossary. 

Plinth,  from  irXiv^og,  Gr.,  a  square  tile;  a  projecting  vertical 
faced  member,  forming  the  lowest  part  of  the  basement  of  a 
column,  pillar,  wall,  or  tomb.    (See  Patand.) 

Plumbers'  Contracts,  dated  1367  and  1370,  for  work  at 
York  Cathedral,  are  still  preserved  amongst  the  archives  of 
the  dean  and  chapter. — Britton's  Cath.  Antiqs.,  York,  p.  80. 

•Podium,  a  dwarf  wall,  or  basement. 

Pointed  Arch.    (See  Arch.) 

Pointed  Architecture,  is  that  manner  of  building  in  which 
the  pointed  arch  is  the  distinguishing  feature.  Dissertations 
and  essays,  in  various  forms,  and  by  several  English,  French, 
German,  and  Italian  antiquaries,  have  been  published  on  this 
architecture,  and  many  theories  have  been  promulgated ;  but 
neither  the  time  nor  the  place  ofits  invention  and  systematic 
adoption  have  been  satisfactorily  ascertained.  The  Rev. 
Thos.  Warton  (Notes  to  Spenser),  the  Rev.  Jas.  Bentham 
(History  of  Ely  Cath.\  Captain  Grose  (Antiqs.  of  England), 
the  Rev.  Dr.  Milner  (Treatise  on  Eccles.  Arch,  in  England), 
J.  S.  Hawkins  (History  of  the  Origin  of  Gothic  Arch.),  the 
late  Thomas  Hope  (An  Historical  Essay  on  Architecture),  the 
Rev.  J.  Haggitt  (Two  Letters  on  Gothic  Arch.),  and  many 
other  authors  have  published  their  opinions  on  the  subject. 
The  last  gentleman  endeavours  to  prove  that  this  system 
originated  in  the  East.  He  also  enumerates  and  points  out 
three  eras  of  the  pointed  architecture,  and  refers  t(>four  in- 
stances of  the  pointed  arch  "  of  earlier  date  than  any  in 
England,"  (p.  10.)    The  Rev.  G.  D.  Whittington  (Historical 
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Survey,  &c.),  cnntends  that  it  was  practised  much  eartier  in 
France  than  in  Eogland  ;  whilst  Mr.  Hope,  and  »ome  of  the 
Geroian  antiquaries,  are  zealous  in  claiming  for  Germany 
the  honour  of  the  iuTentioo.  Without  disputing,  however, 
ahout  its  origin,  or  speculating  on  that,  or  other  obscure 
matters,  it  is  quite  clear  that,  io  a  very  short  time  after  the 
invention  and  application  of  the  true  pointed  arch,  it  was 
gradually,  but  rapidly,  established  in  a  novel,  symmetrical, 
and  beautiful  system  of  architecture.  Not  only  in  the  form 
of  the  arch,  but  in  every  member  of  a  church,  a  harmony 
and  unity  of  design  produced,  at  an  early  date,  the  simply 
grand  effects  exhibited  in  such  edifices  as  theTempIe  Church, 
London,  Salisbury  Cathedral,  and  many  others.  A  brief 
sketch  of  the  history  and  peculiarities  of  this  system — for 
it  cannot  propeHy  be  called  either  a  style  or  an  order — 
will  be  found  in  the  article  Architkctukb — Pointtd:  but 
a  full  elucidation  of  them  would  require  an  elaborate  disser- 
tation, with  numerous  engravings.  (See  Britton'i  Chron. 
Hist,  of  Am.  Arch.,  ch.  i.,  and  thearticlesQoTRic  Abchi- 
TECTUBE,  Christian  Akchitecturb,  Flamboyant, 
Florid,  Perpendicular,  aud  Tudor  Architecture.) 

PoiNTELL,  PoYNTiLL,  PoTNTELL,  IB  ft  term  used  by  Some  old 
writers  to  denote  a  floor  paved  with  lozenge-shaped  stones. 
"  Ypaved  with  pointUl,  each  point  after  other."  —  Pierce 
Plsnoman't  Creed. 

PoLTCHBOMY,  «B>.dc,Gr.,  many,  and  ;(^/m(,  colour,  a  new  com- 
pound word  denoting  the  employment  of  different  coloars  on 
architectural  works.    (See  Painting.) 

PoLYPOiL,  an  ornament  formed  by  a  moulding  disposed  in  a 
Dumber  of  segments  of  circles.  (SeeQuATREFOiL.)  Acuri- 
ous  niche  in  the  western  gable  of  Wells  Cathedral  is  adorned 
by  as  many  as  ten  Foliations,  or  Fbatbebings. 

PoLYsTYLE,  caUc,  Gr,,  many,  and  arvKn,  a  column;  a  term 
applied  to  an  edifice  with  many  columns.  (See  Colon- 
nade.) 

PoHBL.jwmel/iin,  Lat.,  from;>offliiiii,  an  apple;  a  globolar  pro- 
tuberance, or  knob,  terminating  a  pinnacle,  or  similar  orna- 
ment. A  large  copper  ball  on  the  summit  of  a  timber  spire 
of  Lincoln  Cathedral   is  so  called   in  the  records  of  that 
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bailding:  and  see  Brayley  and  BrUtou*t  Anc.  Palace  at 
Weitm.,  pp.  80,  167. 

PoNTAGiUMy  Laty  a  toll  paid  by  travellers,  or  passengers,  over 
a  bridge,  towards  its  maintenance  and  repair. — Kennett*8 
Parochial  Antiqt,,  Glossary . 

PoNTiFiCEs,  an  association  of  bridge-builders.    (See  Bridge, 

and  CoMFEATERNITi^  DES  PoNTS.) 

Poo  RE  (Richard),  bishop  of  Salisbury  from  1217  till  1228, 
transferred  the  seat  of  the  bishopric  from  Old  to  New  Sarum, 
'  and  officiated  at  laying  the  foundations  of  the  cathedral,  the 
erection  of  which  he  superintended  during  his  continuance 
in  the  see. — Britions  Catk.  Antigs.,  Salisbury,  p.  19; 
Dodstoortk's  Hist,  of  Salis.  Cath.,  p.  107. 

PoppY-HEAD,  Poppy,  Poop,  poupe,  Fr.,  poppa,  Ital.,  (from 
puppis,  Lat.,  the  stem  of  a  ship) :  the  apex  of  a  vertical 
board  at  the  end  of  a  seat,  or  desk,  which  ?ras  usually 
carved  into  an  ornamental  finial,  pomel,  or  crest.  In  the 
contracts  relating  to  the  Beauchamp  Chapel,  Warwick,  **  a 
pair  of  desks  of  timber,  with  poppies,  seats,  sills/'  &c.,  are 
mentioned.  (Britton*s  Arch.  Antigs,,  iv.  12.)  The  **  dex- 
tis^'  in  the  library  of  Christ  Church  (College,  Oxford,  were 
to  be  made  like  those  of  Magdalen  College,  **  excepte  the 
popie  heedes  off  the  seites."  {Heames  Antiqs*  of  Glaston- 
bury.) The  most  usual  form  of  poops,  or  poppy-heads,  is 
that  of  an  elaborate  finial ;  they  also  frequently  represented 
figures  of  men  and  angels.  One  of  those  in  King  Henry 
the  Seventh's  Chapel,  at  Westminster,  is  a  figure  of  that 
monarch.  It  is  delineated  in  Pugins  Specimens  of  Gothic 
Arch.,  vol.  ii.  pi.  xl. 

Porch,  Porche,  porehe,  Fr.,  porticus,  Lat.,  from  porta,  a 
gateway,  entrance,  or  passage,  das  portal,  Ger.;  an  exterior 
appendage  to  a  building,  forming  a  covered  approach  to  one 
of  its  principal  doorways.  The  porch  may  be  regarded  as 
an  adaptation  of  the  principle  and  the  properties  of  the 
Grecian  and  Roman  portico  to  the  Christian  and  domestic 
buildings  of  the  middle  ages.  It  is  as  peculiarly  applicable 
and  eligible  for  the  climate  of  the  northern,  aa  the  portico 
was  for  the  more  southern  parts  of  the  globe.  Whilst  the 
one  was  intended  to  admit  every  cunent  of  air,  the  other 
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was  adapted  to  furnish  comfort  and  protection  both  from 
wind  and  rain.  But,  although  adaptations  of  the  same 
principle,  these  members  differ  from  each  other  in  many 
important  particulars.  The  portico  constitutes  the  most  pro- 
minent ornamental  feature  of  an  ancient  temple;  whilst  the 
porch  is  rarely  placed  at  the  principal  front  of  a  building, 
and  is  rather  an  object  of  utility  than  of  paramount  beauty. 
One  is  adapted  for  a  climate  of  sunshine  and  heat;  the 
other  for  cloud  and  cold :  one  is  meant  to  command  and 
arrest  the  whole  of  the  spectator's  attention ;  the  other  in 
only  a  title-page,  or  index,  to  the  splendid  volume  within. 
The  porch  is  of  varied  design  ;  indeed,  much  more  diversified 
in  form,  size,  and  architectural  decoration,  than  the  portico. 
The  porch  is  properly  a  covered  apartment,  usually  closed  at 
the  sides,  and  having  two  doorways ;  one  to  the  open  air, 
and  the  other  to  the  interior  of  the  building.  In  several  of 
the  largest  and  most  magnificent  examples,  as  at  Lincoln 
and  Hereford  Cathedrals,  Grantham  Church,  Lincolnshire, 
and  some  of  the  churches  in  France,  Germany,  8cc.,  there  is 
also  an  entrance  at  each  side  of  the  porch. 

There  are  not  any  positive  examples  of  porches  to  Anglo- 
Saxon  churches ;  nor  do  the  early  Normans  appear  to  have 
introduced  them  generally.  We  do  not  find  them  in  their 
two  celebrated  churches  at  Caen ;  and  there  are  but  few  Nor- 
man specimens  in  England.  The  most  remarkable  are  those 
of  Malmesbury,  in  Wiltshire,  and  Southwell,  in  Nottingham- 
shire. The  former  is  a  remarkably  interesting  specimen, 
being  truly  original  and  unique.  It  projects  from  the  south 
aile,  near  the  west  end  of  that  famed  abbey  church.  The 
covered  area  is  nearly  square  in  plan,  with  very  thick  piers 
bounding  its  south  side ;  between  which  is  a  large  semicir- 
cular archway  of  entrance,  formed  by  a  series  of  eight  archi- 
volt  mouldings,  diminishing  in  span  as  they  recede  from  the 
exterior.  Each  of  the  mouldings  extends  from  the  ground 
around  the  whole  of  the  arch,  and  is  covered  with  a  profu- 
sion of  sculptured  ornaments,  many  of  them  representing,  in 
oval  panels,  events  in  Scripture  history.  Some  of  the  mould- 
ings have  lozenge-shaped  panels,  and  others  foliated  scroll- 
work. The  label,  or  weather-table,  is  terminated  by  two 
snakes'  heads  at  the  springings  of  the  arch.  Similar  labels 
bound  the  pointed  arches  of  the  nave ;  and  others  of  the 
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same  character  are  attached  to  the  fine  western  doorway  of 
Lincoln  Cathedral :  plainly  shewing  that  those  works  were 
both  executed  about  the  same  time,  and  probably  even  by 
the  same  architect,  or  builder.  On  two  stone  benches  within 
the  porch,  at  Malmesbury,  rest  attached  columns,  sustaining 
archivolt  mouldings ;  over  which,  on  each  side,  is  a  group  of 
human  figures,  in  bold  alto-reIievO|  nearly  as  large  as  life. 
Each  group  consists  of  six  sitting  figures,  with  a  seventh 
extended  horizontally  over  their  heads,  and  apparently  in  the 
act  of  flying.  The  inner  doorway  is  tall  and  narrow,  with  a 
semicircular  arched  head ;  the  upper  part,  from  the  spring- 
ing of  the  arch,  being  closed  by  a  stone  linteU  with  a  sculp- 
tured representation  of  the  Deity,  and  angels  holding  censers. 
This  porch  was  originally  vaulted,  and  had  bold  ribs  extend- 
ing diagonally  across,  from  columns  in  each  angle.  Above 
it  was  an  apartment,  approached  by  a  staircase  in  an  octa- 
gonal turret  at  the  north-east  angle.  This  fine  porch  is 
illustrated  in  Britton's  Arch.  Antiqt.,  vols.  i.  and  v.  Its 
age  is  about  the  reign  of  King  Stephen.  Another  good 
specimen  of  an  Anglo-Norman  porch  is  attached  to  the 
north  wall  of  the  Collegiate  Church  of  Southwell.  It  re- 
tains nearly  the  whole  of  its  original  form  and  details. 
It  is  almost  square ;  has  an  exterior  archway,  rather  flat- 
tened, but  probably  once  of  semicircular  form;  springing 
from  impost  mouldings,  which  unite  with,  and  form  part  of 
a  string  course  of  zigzag  ornaments,  extending  round  the 
whole  exterior  and  interior  of  the  building.  Over  the  outer 
arch,  in  a  gable,  are  three  windows,  with  semicircular  heads, 
adorned  with  columns,  zigzag,  and  other  mouldings,  and  ad- 
mitting light  to  a  small  apartment.  At  the  two  front  angles 
of  the  porch  are  circular  pinnacles  terminating  in  spires, 
which  appear  to  be  parts  of  the  original  design.  On  each 
side  of  the  interior,  this  porch,  like  that  at  Malmesbury,  has 
a  stone  seat,  and  a  series  of  attached  columns  with  interlaced 
archivolt  mouldings.  The  doorway  of  entrance  to  the  church 
has  five  columns  on  each  side,  sustaining  as  many  sculptured 
arch  mouldings.  Altogether,  this  porch  is  a  very  interesting 
example  of  Norman  design  and  enrichment,  and,  with  the 
whole  of  the  church,  is  well  entitled  to  the  diligent  study  of 
the  architectural  antiquary.  Dickinson  published  two  quarto 
volumes  on  the  Antiquities  of  Southwell,  but  has  given 
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scarcely  any  infonnatioa  of  this  interesting  cbarcb.  A 
correct  view  of  the  porch  is  published  io  Clarke's  Antiquities 
of  Southwell  Church.  In  St.  Margaret's  Church,  York,  is 
a  fine  projectiDg  Norman  doorway,  with  several  archivolt 
mouldings  chained  with  sculptures,  amongst  which  are  the 
signs  of  the  zodiac.  In  this  instance  the  arch  mouldings 
rest  on  columns.  It  is  illuBlrated  at  large  in  Carter's  Anc. 
Sculp,  and  Painting.  The  porch  to  the  church  of  Biahop's- 
Cleeve,  Gloucestershire,  is  a  genuine  specimen  of  Anglo- Nor- 
man design  and  execution.  A  doorway  with  a  semicircular 
arch,  formed  of  Beveral  mouldings,  with  two  small  colnmos 
on  each  side,  constitutes  the  entrance ;  whilst  another  dooi^ 
way,  of  similar  design,  but  with  varied  mouldings,  forms  the 
entrance  to  the  church.  The  label-moulding  of  the  latter 
doorway  represents  two  suakes,  with  their  heads  at  the  im- 
posts, and  their  tails  interlaced  at  the  apex  of  the  arcb. 
Bold  embattled  and  zigzag  mouldings,  with  beads,  adorn  the 
archivolt.  On  each  side  of  the  porch  is  an  arcade  of  inter- 
secting arches,  springing  from  richly  carved  foliated  capi- 
tals, over  which  two  pointed  arches,  formed  under  the  semi* 
circular  architrave  monlding,  are  again  adorned  with  trefoil 
mouldings.  The  ceiling  is  vaulted,  and  ornamented  with 
diagonal  ribs,  each  having  two  zigzag  mouldings  enclosing  a 
torus.  Over  the  porch  is  a  large  room,  to  which  there  is  a 
pointed-arched  window.  This  very  curious  porch  is  similar 
in  architectural  style  and  detail  to  the  circular  part  of  the 
Temple  Church,  Loudon,  and  may  be  referred  to  the  latter 
part  of  the  twelfth  century.  A  curious  porch,  containing 
semicircular  and  pointed  arches  of  entrance,  with  arched 
ceiling,  and  arcades  at  the  sides,  is  attached  to  the  south 
side  of  the  ancient  church  at  Barneck,  Northamptonshire. 
Its  outer  roof  is  formed  with  the  same  kind  of  stones,  in 
large  masses,  and  laid  in  the  same  manner,  as  the  walls. 

Porches  of  the  fir  it  class  of  Pointed  Architecture  are 
numerous ;  many  of  them  being  large  and  richly  ornamented 
with  columns,  buttresses,  pinnacles,  niches,  and  arches,  with 
several  mouldings.  Those  on  the  north  sides  of  Salisbury 
and  of  Wells  Cathedrals  are  amongst  the  finest  examples  in 
England.  That  of  the  latter  church  has  a  lofty  archway  of 
entrance,  adorned  with  several  mouldings  springing  from 
foliated  capitals.    On  each  side,  within,  are  three  tiers  of 
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arcades ;  and  facing  the  outer  arch  is  an  enriched  doorway 
of  entrance  to  the  church.  Over  the  vaulted  ceiling  is  an 
apartment;  and  at  the  extreme  angles  are  flat  buttresses 
crowned  with  octagonal  spire-pinnacles.  The  date  of  this 
porch  is  about  the  year  1200.  Besides  the  north  porch  of 
Salisbury  Cathedral,  that  church  has  three  porches,  or  rather 
porticos,  at  the  west  front;  each  presenting,  under  three 
acute  pediments,  as  many  pointed  arches,  supported  by 
clustered  columns.  These  porticos  stand  somewhat  in  ad- 
vance of  the  main  wall,  with  which  they  are  connected  by 
vaulted  ceilings;  they  are  separated  from  each  other  by 
buttresses,  and  the  central  arch  of  each  corresponds  respec- 
tively, in  form  and  position,  with  the  doorways  to  the  nave 
and  to  the  ailes.  Their  date  is  about  the  middle  of  the 
thirteenth  century.  (See  Brit  tons  Cath.  Antiqs.,  Salisbury  ^ 
and  Wells.) 

The  west  front  of  Peterborough  Minster  presents  the 
most  magnificent  porch,  or  portico,  in  England,  if  not  iu 
Europe.  Three  lofty  arches  occupy  nearly  the  whole  height 
and  width  of  the  fagade,  and  these  are  crowned  with  as  many 
acute  and  highly  ornamented  gables ;  in  each  of  which  is  a 
circular,  or  catherine-wheel  window,  and  a  gallery,  or  open 
arcade,  with  niches  and  statues.  Each  arch  is  composed  of 
several  mouldings,  having  deep  hollows,  and  bold  tori,  with 
the  dog-tooth  ornament,  springing  from  a  number  of  tall, 
slender  pillars,  which  are  banded  in  three  divisions,  and  thus 
apparently  bound,  or  united,  to  their  respective  piers.  The 
arches  are  divided  and  supported  by  two  substantial,  but 
ornamental  piers,  and  flanked,  at  the  extremities,  by  two 
square  towers,  forming  abutments.  The  lower  part  of  the 
central  archway  is  occupied  by  a  building  of  two  stories ; 
the  lowermost  forms  a  vaulted  entrance  to  the  nave;  and 
the  uppermost,  lighted  by  a  large  and  handsome  window  in 
its  western  face,  is  appropriated  as  a  library.  It  is  attached 
to  the  two  piers,  and  may  be  considered  as  a  buttress,  or 
strengthening  support  to  those  members  of  the  building. 
This  porch  is  supposed  to  have  been  erected  between  the 
years  1299  and  1321 ;  whilst  the  remainder  of  the  westera 
front  is  ascribed  to  the  very  commencement  of  the  thir- 
teenth century.  (See  Brittons  Cath.  Antiqs.,  Peter- 
borough,)    A   great   number  of  porches  were   added  to 


churches  in  the  (ourteeDth  and  fifleenth  centuries;  hot,  as 
their  design  and  detail  eihihit  such  numerous  varieties,  we 
must  limit  our  review  to  a  short  notice  of  a  few  more 
examples.  The  north  porch  of  Exeter  Cathedral  has  tofty 
pedimental  tracery  on  the  outside,  with  an  octagonal  stair- 
case turret  at  one  angle,  as  shewn  in  Plate  of  Cohpabt- 
MENTs  of  Cathedral  Churches,  C.  g.  On  the  north 
side  of  Redcliffe  Church,  Bristol,  which  ii  built  on  a  natural 
terrace,  and  approached  by  several  steps,  is  a  double  porch 
of  singular  design.  It  consists  of  an  inner  and  an  outer 
apartment;  the  first  nearly  square  in  plan,  and  executed 
early  in  the  thirteenth  century ;  the  latter  of  hexagonal  form, 
highly  adorned,  both  internally  and  externally,  with  niches, 
pedestals,  canopies,  buttresses,  &e.  The  doorway  is  formed 
of  several  sculptured  mouldings,  which,  with  the  arches,  are 
engrailed.  {Britton't  Essay  on  Redcliffe  Church,  1813.) 
On  the  south  side  of  the  same  church  is  another  large  and 
decorated  porch.  The  principal  porches  of  Durham,  Ely, 
and  Lincoln  Cathedrals  are  commonly  termed  Qalilees,  and 
have  been  already  noticed  under  the  word  Galilee.  Si. 
Peter'i  Church,  Oxford,  has  a  beautiful  porch,  erected  about 
1416.  (P«gin'«  Eiamplet  of  Gothic  Arch.,  vol.  i.)  That 
of  Trinity  Church,  Cambridge,  is  illustrated  in  Pugin't  Spe~ 
cimetu,  vol.  ii.  pi.  xix.;  and  those  of  churches  at  Taunton, 
Stamford,  Thaxted,  Long-Melford,  8lc.  in  Neale'i  Views  of 
Churches.  The  south  porch  of  King's  College  Chapel,  Cam- 
bridge, is  represented  in  the  engraved  Title-page  to 
the  present  volume.  The  exquisite  delicacy  with  nhich  all 
its  details  are  finished,  is  an  admirable  illustration  of  the 
proficiency  of  ancient  artisans  in  carrying  such  elaborate  de- 
signs into  execution.  The  porch  lately  on  the  south  side  of 
the  church  of  St.  John  the  Baptist,  Cirencester,  was  erected 
early  in  the  reign  of  Henry  the  Eighth.  It  consisted  of  three 
stories,  the  lowermost  having  a  central  and  two  lateral  door- 
ways: all  of  which  were  square-headed.  The  upper  stories 
were  divided  into  three  upright  compartments;  in  each  of 
which  was  a  bay-window.  (See  Neale's  Churches.)  The 
rooms  above  the  entrance  were  occupied  as  the  town-hall ; 
and  in  them  the  general  sessions  were  frequently  held.  This 
is  a  vestige  of  the  ancient  practice  of  holding  law-courts  in 
the  porch  of  a  church.    (See  Parvis.)    The  porch  of  St. 
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Mary*8  Churchy  Oxford,  erected  from  the  designs  of  Nicholas 
Stone,  about  the  year  1630,  is  an  example  of  the  cinque- 
cento-style,  having  twisted  columns,  and  similar  details: 
that  of  St.  Mary^s,  Bury  St.  Edmond's,  erected  early  in  the 
sixteenth  century,  and  represented  in  Britton's  Arch.  An-- 
tiqs.,  vol.  iii.,  is  a  curious  example ;  and  another,  of  about 
the  same  time,  at  St.  Michaers  Churchy  Oxford,  is  deli- 
neated in  Pugin's  Specimens,  vol.  ii. 

On  the  Continent  of  Europe  we  find  some  very  elaborate 
and  singular  porches.  In  Pugin's  Arch.  Antiqs.  of  Nor^ 
tnandy,  pis.  44,  45,  and  63,  are  engravings  of  those  of  St. 
MichaeFs  Church,  Caen,  and  St.  VincenVs,  Rouen ;  and  in 
Cotmans  'Normandy,  vol.  ii.  p.  93,  is  a  view  of  that  at  the 
church  of  Louviers,  which,  in  the  arrangement  of  its  arch- 
ways, and  its  projection  before  the  building,  bears  some  ana- 
logy to  a  portico.  The  porches  of  Italian  churches  have  a 
general  resemblance  to  those  of  England  and  France ;  but 
in  Italy  very  early  examples  are  more  numerous  than  in 
England.  The  pillars  which  ornament  the  sides  are  often 
resting  on  statues  of  animals.  (See  porch  of  San  Ciriaco, 
at  Ancona,  in  pi.  13  oi  Hopes  History  of  Architecture.) 

Porches  attached  to  old  English  Mansions  partake  ge- 
nerally of  the  same  character  as  those  of  churches,  and 
have  decorations  analogous  to  their  respective  ages.  Some 
good  examples  of  domestic  porches  remain  at  Penshurst 
Placcy  Kent,  Armingham  Hall,  Norfolk  {Cotmans  Norfolk, 
pi.  xxi.),  8cc. 

The  outer  porch,  or  portions,  is  mentioned  by  some  of 
the  older  writers  as  a  part  of  the  exedns  of  an  early  Christian 
church.  They  describe  it  as  detached  from  the  narthez,  or 
inner  porch,  by  an  open  court ;  in  which,  as  well  as  in  the 
porch  itself,  it  appears,  by  a  canon  of  the  Council  of  Nantes, 
held  in  685,  and  by  other  authorities,  that  bodies  were  fre- 
quently buried.  The  Will  of  King  Henry  the  Sixth  directed 
that  there  should  be  in  '*  the  south  side  of  the  body  of  the 
church  [of  the  college  of  Eton]  a  fair  large  dore,  with  a 
porch,  and  the  same  for  christeninge  of  children  and  wed- 
dinges :"  which  practice  was  formerly  of  common  occurrence. 
{Nichols's  Royal  Wills,  p.  297.)  The  piscina,  or  holy •  water 
stoup,  in  one  of  the  angles  of  the  porch  at  Malmesbury,  and 
in  many  other  porches,  may  have  served  as  a  font,  as  well  as 
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for  persons  to  dip  their  fingers  in,  on  entering  the  church. 
In  the  hexagonal  porch  at  RedcliiFe  Church,  Bristoli  abready 
mentioned,  is  a  recess  in  the  wall  which  has  been  called  a 
confessional.  The  room  over  a  porch  was  occupied  either 
as  the  residence  of  an  officer  of  the  church,  for  a  school,  or 
as  the  receptacle  of  the  church-books  and  papers ;  for  which 
chests  and  shelves  were  provided.  At  Grafton  Church, 
Worcestershire,  it  is  called  the  Evidence-house.  The  employ- 
ment of  the  porch  as  a  place  of  tuition,  and  as  a  court  of 
law,  has  been  noticed  under  the  word  Parvis.  (See  also 
Church-house,  Galilee,  Hood,  Narthex,  Portico, 
PoRTicus,  and  PROPYL-aauM.) 

An  instance  of  a  different  application  of  the  word  porch 
to  that  at  present  in  use,  is  to  be  found  in  the  following  ex- 
tract from  Davies's  Anc.  Rites  of  Durham  Cath.,  p.  22: — 
"  At  the  east  end  of  the  north  alley  of  the  quire,  betwixt  two 
pillars  opposite  one  to  the  other,  was  the  goodliest  fair  j>orcA, 
called  the  anchorage;  having  in  it  a  marvellous  fair  rood, 
with  the  most  exquisite  pictures  of  Mary  and  John,  with  an 
altar  for  a  monk  to  say  daily  mass."    (See  Portico.) 

Porphyry,  a  stone  common  in  Egypt,  varying  in  colour;  and 
occasionally  used  in  the  mosaic  and  other  decorations  of  the 
middle  ages.  On  each  side  of  the  tomb  of  King  Henry  the 
Third,  in  Westminster  Abbey  Church,  is  a  slab  of  dark  red 
porphyry,  nearly  three  feet  long,  and  sixteen  inches  wide. 

Port,  a  harbour,  or  haven ;  as  the  port  of  London,  the  port  of 
Liverpool,  &c.  In  this  acceptation  the  word  is  derived  from 
the  Latin  partus,  a  shelter.  The  suburbs  of  some  cities,  as 
forming  approaches  to  them,  are  also  termed  ports;  from 
porta,  Lat.,  a  gateway,  or  entrance.  An  instance  may  be 
cited  from  Lincoln,  where  the  northern  suburb  is  called 
Newport. 

Portal,  bom  porta,  Lat.,  por/ai/,  Fr.,  the  arch  over  a  door  or 
gateway ;  the  frame-work  of  a  gateway ;  a  lesser  gate  where 
there  are  two  of  different  dimensions.  The  French  apply  the 
word  portail  to  the  highly  decorated  doorways  in  the  west 
fronts,  and  transepts  of  their  cathedrals. 

Portcullis,  Portchollis,  porte-coulisse^  Fr.,  from  coti/er,  to 
flow,  or  slip  down ;  coulisse  signifying  a  groove,  or  gutter;  a 
strong  frame-work  of  timber,  resembling  the  agricultural  in- 
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tttrament  called  a  harrow,  having  a  row  of  iron  spikes  at  the 
bottom.  It  was  hung  in  grooves,  within  the  chief  gateway 
of  a  fortress,  or  a  town,  and  let  down  to  stop  the  passage 
in  case  of  assault.  The  portcullis  seems  to  have  been  used 
by  the  Romans  at  an  early  age,  and  is  mentioned  by  Livy 
under  the  name  of  cataracta.  It  still  retains  its  place  in 
many  Anglo-Norman  castles,  and  in  continental  fortresses. 
The  term  kerse,  or  herce  (a  harrow),  was  formerly  employed 
to  designate  it ;  as  also  the  word  Sarrasin :  the  latter,  proba- 
bly, from  its  use  having  been  learnt  during  the  crusades.  The 
portcullis,  with  the  chains  by  which  it  was  moved  attached 
to  its  upper  angles,  formed  an  armorial  ensign  of  the  house 
of  Lancaster;  and  is  of  frequent  occurrence  as  a  sculptured 
ornament  on  buildings  erected  by  the  monarchs  of  the 
Lancaster  family.  An  example,  in  the  porch  of  King's 
College  Chapel,  Cambridge,  is  delineated  in  the  engraved 
Title-page  of  this  volume.  The  same  engine  is  still  the 
crest  of  the  Dukes  of  Beaufort,  descendants  of  the  royal 
house  in  question,  and  is  also  used  as  the  arms  of  the  city  of 
Westminster.  (See  Cullis,  with  the  other  articles  there 
referred  to;  and  Whitaker's  Anc.  Cath.  of  Cornwall,  i.  251.) 

Portico,  an  Italicism  of  the  Lat.  poriicus,  from  porta,  a  gate- 
way, or  doorway,  or  from  portus,  a  shelter;  portique,  Fr.; 
**  an  open  space  before  the  doorway,  or  other  entrance  to  a 
building  fronted  with  columns.  A  portico  is  distinguished 
as  prostyle,  or  in  antis,  as  it  may  project  from,  or  recede 
within  the  building'*  {Hosking).  In  the  former,  the  front 
row  of  columns  is  entirely  detached  from  the  walls;  whilst, 
in  the  latter,  the  side  walls  extend  to  and  range  with  the 
outer  columns.  Porticos  are  also  named  according  to  the 
number  of  columns  in  front,  and  the  disposition  and  arrange- 
ment of  others  between  that  Une  and  the  cella  of  the  temple. 
If  there  are  only  two  in  the  front  line,  it  is  called  disiyle:  if 
four,  tetraztyle ;  if  six,  hexastyle ;  if  eight,  octastyle ;  if  ten, 
decastyle;  &c.  When  columns  thus  arranged  are  in  the  rear 
of  a  building,  they  form  a  posticum.  Although  the  legitimate 
portico  originated  with,  and  constitutes  a  marked  feature  of 
the  Greek  temple,  it  may  be  said  to  have  been  employed  by 
the  Egyptians  in  their  vast  edifices,  and  by  the  Indians  in 
their  cavern  excavations.     Columns  of  varied  designs,  and 
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of  different  arrangements,  belong  to  the  temples  of  both 
those  people :  some  of  the  porticos  are  evidently  intended 
both  to  shelter  and  to  adorn  the  chief  entrance.  At  Essenay, 
in  Egypt,  there  is  a  small  temple,  having  six  columns  in  front, 
mih  antee,  and  another  with  four ;  whilst  all  the  large  tem- 
ples have  columnar  arrangements  within  the  courts,  and  an 
enriched  covered  facade,  with  columns  of  entrance  to  the 
inner  vestibule  and  adytum.  So  in  the  caves  of  EUora  and 
Elephanta,  their  respective  designers  formed  entrances  re- 
sembling porticos.  In  the  Greek  temples  the  architects  made 
various  designs,  both  in  Athens  and  in  the  provinces,  for 
the  porticos  of  their  sacred  buildings.  Some  of  them  have 
only  two  columns  in  front,  with  antee;  whilst  others  have 
not  only  ten  in  the  front  row,  but  other  rows  between  that 
and  the  cella,  also  continued  colonnades  on  the  sides,  and 
along  the  rear,  or  back  of  the  building.  The  Propylsea,  the 
temple  of  Minerva,  and  the  compound  temples  of  the  Erec- 
theum,  8cc.,  on  the  Acropolis,  at  Athens;  and  others  at 
Agrigentum,  Psestum,  &c.,  are  amongst  the  most  eminent 
of  the  Grecian  specimens.  The  Romans  continued  the  same 
system,  or  principle,  in  the  numerous  and  splendid  temples 
which  they  erected ;  but,  in  some  instances,  they  further  in* 
creased  the  number  of  columns,  and  added  greatly  to  their 
architectural  enrichments.  The  remaining  fragments  of  the 
temples  of  Jupiter  Tonans,  and  Jupiter  Stator,  at  Rome,  will 
exemplify  this  remark.  The  portico  of  the  Pantheon  is  per- 
haps the  most  perfect  and  most  splendid  work  remaining  of 
the  class.  See  Burgess's  learned  Topography  and  Auti^i- 
ties  of  Rome,  2  vols.  8vo.  Of  modern  designs,  and  applica- 
tions of  the  portico  to  churches,  chapels,  mansions,  theatres, 
private  houses,  street  architecture,  Sec,  the  instances  are  as 
countless  as  they  are  capricious.  Too  many  of  them  are 
common-place  imitations  of  classical  examples,  mis-applied, 
and  tastelessly  employed.  Inigo  Joneses  portico  for  the 
west  front  of  old  St.  Paul's  Cathedral,  London,  was  a 
lamentable  instance  of  inappropriate  adaptation.  Sir  Christ- 
opher Wren,  in  his  design  for  the  west  front  of  St.  Paul's 
Cathedral,  London,  has  placed  a  colonnaded  porch  before  the 
entrance,  with  a  sort  of  gallery-portico  above,  arranging  his 
columns  in  pairs.  (See  Ante-portico,  Colonnadb, 
Pediment,  Porch,  Porticus,  and  Temple.) 


POS]  ARCHITECTUKAL  DICTIONARY*  377 

PoRTicuSy  Lat.«  is,  by  some  writersy  considered  to  be  the  same 
as  portico ;  but  it  seems  more  properly  to  refer  to  an  arched 
portion  of  an  early  Christian  church,  or  basilica.  Bentham 
{Hist,  of  Ely  Cath.)  says  "  the  word  porticus  occurs  several 
times  in  Bede,  Alcuin,  HedduU,  and  other  ancieot  Saxon 
writers,  and  is  grenerally  translated  by  the  English  word 
porch:  and  so  misleads  us  to  think  it  synonymous  with 
atrium^  or  vestibulum,  denoting  a  building  withoutside  the 
church."  To  what  particular  part  of  the  building  it  applied, 
antiquaries  have  differed  in  opinion.  Bede  says  that  mon- 
archs  and  prelates  were  interred  *'  in  porticu.'^  Some 
churches  are  said  to  have  had  more  than  one;  each  being 
dedicated  to  a  particular  saint.  It  plainly  appears,  in  some 
instances,  to  have  meant  a  porch  detached  from  the  main 
building  by  means  of  a  square  court,  or  cloister.  Bentham 
(Hist,  of  Ely  Cath.,  edit.  1812)  conjectures  that  it  denoted 
an  aile,  or  part  of  the  aile,  of  a  church ;  but  he  is  opposed 
by  Wilkius  {Archceologia^  x»  294),  who  considers  it  to  have 
indicated  a  small  chapel,  adjoining  the  western  entrance  of  a 
church.  King  {Mun.  Antiq.)  coincides  in  the  latter  opinion, 
and  believes  that  the  porticus  meant  also  one  of  the  small 
chapels  at  the  east  end  of  a  large  church;  as  at  West- 
minster, Gloucester,  and  Tewkesbury.  Whitaker  {^Ancient 
Cath.  of  Cornwall,  i.  116)  supposes  the  porticus  to  have 
meant  a  crypt,  or  concealed  chapel;  whilst  Collier  {Church 
Hist.,  i.  136),  who  is  followed  by  many  other  writers,  simply 
defines  the  porticus  to  be  a  porch.  One  of  its  most  general 
significations  was  evidently  that  of  a  sheltered  passage,  or 
arched  part  of  a  building ;  in  which  sense  it  enters  into  the 
combination  of  the  words  crypto^porticus,  and  qtuidri-porticus. 
(See  Crypto-porticus,  and  Portico.) 

Portland  Stone.    (See  Stone.) 

Portraiture,  PouRTRAicTURB,a  picture,  or  statue  of  a  per- 
son :  also  a  pattern,  or  model.  Testators  frequently  directed 
portraitures  of  themselves  to  be  placed  upon  their  tombs : 
the  monument  of  the  Earl  of  Warwick  was  to  be  made 
according  to  a  *'  pourtraicture  ;^* — either  a  drawing,  or  a 
carved  model. — Britton^s  Arch.  Antiqs.,  vol.  iv.  p.  12. 

Postern, /yd/erne,  Fr.,  itompost,  Lat., behind,  or  after;  a  small 
doorway,  or  gateway  at  the  back  of  a  building.    In  ancient 
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castles;  posterns  were  small  doorways  for  private  commimi- 
catioQ  with  the  exterior.  The  word  deDOtes^  generally,  any 
small  door,  or  gate,  and,  in  particular,  a  small  entrance  by 
the  side  of  a  larger  one.    (See  Gatehouse,  and  Wicket.) 

PosTicuM,  Posticus,  Lat.,  a  portico  at  the  back,  or  rear  of  a 
temple.    (See  Portico,  and  Porticus.) 

Pot-metal,  a  species  of  stained  glass,  in  which  the  colours 
have  been  incorporated  whilst  the  glass  was  in  a  state  of 
fusion,  and,  therefore,  pervade  the  whole  mass.  For  a  de- 
scription of  some  specimens,  of  the  beginning  of  the  fifteenth 
century,  see  Bray  ley  and  Neale^s  Westm.  Abbey  ^  ii.  142. 

Preaching  Cross.    (See  Cross,  and  Pulpit.) 

Prebendal  Stall  (see  Stall),  the  seat  occupied  by  a  pre- 
bendary in  a  cathedral,  or  a  collegiate  church. 

Preceptory,  a  provincial  house  of  the  knights'  templars, 
subordinate  to  their  temple,  or  principal  house  in  London. 
It  corresponds  with  the  commandery  of  the  knights'  hospi- 
tallers.    (See  Commandery.) 

Presbytery,  ^^{(r^ure^/ov,  Gr,y  presbyteriuniy  Lat.,  that  part  of 
a  Catholic  church  exclusively  used  by  the  officiating  priests. 
It  sometimes  meant  the  space  enclosed  by  the  altar-railings ; 
at  others  it  included  the  whole  of  the  choir.  An  extension 
eastward  of  the  cathedral  at  Ely,  now  occupied  as  the 
choir,  was  formerly  called  the  presbytery ;  and  a  similar  por- 
tion of  Lincoln  Cathedral,  behind  the  altar-screen,  retains 
the  same  name.  (See  Prismatory,  BenthanCi  Ely  Caih., 
p.  284,  ed.  1812,  and  Wildes  Lincoln  Cath.,  p.  11,  ed.  1837.) 

Prest  (Godfrey),  one  of  the  contractors  for  Richard  II/s  tomb 
at  Westminster. — See  Bray  ley  and  Neale*s  Westm,  Abbey 
Church,  ii.  107. 

Priory,  prieure.  Ft.,  prioria,  Ital.,  priorey,  Ger.;  a  building 
occupied  by  a  society  of  religious  persons,  the  chief  of  whom 
was  termed  a  prior,  or  a  prioress.  In  some  priories  the  chief 
was  chosen  by  the  monks,  and  exercised  similar  jurisdiction 
to  that  of  an  abbot ;  but,  in  others,  the  establishment  was 
subordinate  to  some  abbey,  by  the  superior  of  which  the 
prior  was  nominated,  or  removed.  In  the  first  case  the  prior 
is  sometimes  termed  conventual,  and,  in  the  latter,  claustral. 
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Some  priors,  as  well  as  abbots,  were  formerly  sommoned  to 
parliament.  Alien  priories  were  those  which  were  subordi- 
nate to  foreign  monasteries.  (See  Abbey,  Convent,  and 
Monastery.)  Among  the  interesting  architectaral  re- 
mains of  priories,  in  England,  are  those  of  Binham,  Nor- 
folk ;  Lanercost,  Cumberland ;  Dunstable,  Bedfordshire ; 
Tynemouth,  Northumberland;  and  Llanthony,  Monmouth- 
shire.   (See  Tanners  Not.  Mon.,  by  Nasmith,  Preface.) 

Prismatory,  a  word  the  plural  of  which,  prismatories,  occurs 
in  the  contract  for  building  Catterick  Church,  Yorkshire 
(dated  in  the  year  1411),  to  denote  the  three  seats,  or  sedilia, 
on  the  south  side  of  the  principal  altar.  The  Rev.  J.  Raine, 
in  the  notes  to  his  edition  of  that  curious  contract  (p.  9), 
supposes  the  word  to  be  an  error  for  presbyteries.  He  *'  ad- 
mits that  the  whole  space  within  the  altar  rails  was  called  the 
presbytery:  but  sees  no  reason  why  seats  there,  which  are 
known  to  have  been  occupied  by  priests  alone,  should  not 
more  especially  be  designated  by  that  appellation."  (See 
Presbytery,  Seat,  and  Sedilia.) 

Prison,  ( pm,  Fr.,  izken, prendre,  to  take),  prendo,  LsLt^prision, 
Sp.;  a  building,  or  apartment  for  the  confinement  of  captives 
taken  in  war,  criminals,  or  debtors.  Most  ancient  fortresses 
have  a  room,  or  cell  of  this  sort.  (See  Dungeon,  and  Don- 
jon.) In  the  archbishop  of  Canterbury's  palace,  at  Lambeth, 
are  still  shewn  the  tower  and  cells  ih  which  the  Lollards  were 
confined.  By  the  constitutions  of  different  synods,  bishops 
were  directed  to  provide  prisons  for  the  confinement  of  such 
of  the  clergy  of  their  diocesses  as  had  deserved  punishment. 
King  {Mun.  Antiq.  vol.  iv.  pp.  128  and  154)  mentions 
several  cells  within  the  walls  and  pillars  of  the  cathedrals,  and 
other  churches:  as  at  St.  Alban's,  Gloucester,  Canterbury, 
Leicester,  Glastonbury,  Ewenny,  in  Glamorganshire,  Dantzic, 
in  Germany,  and  elsewhere.  These  were  but  just  large 
enough  for  the  confined  person  to  stand  up,  or  lie  down  in  : 
had  no  other  light  or  air  than  was  admitted  through  a  small 
loop-hole,  or  grating;  which,  at  the  same  time,  generally 
afforded  the  culprit  a  view  of  the  high  altar  and  the  cele- 
bration of  mass.  In  the  Temple  Church,  London,  there 
is  one  of  these  cells ;  and  in  the  north  aile  of  the  choir  of 
Worcester  Cathedral  is  a  bay-window,  represented  in  the 
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Plats  of  Windows,  supposed  to  have  been  connected  with 
a  monk's  prison.    (See  Decanica,  Pediculus,  and  Secre- 

TARIUM.) 

VnovihE,  prqfily  Fr.,prqfilo,  Ital.;  the  outline,  or  contour  of  a 
building,  or  of  any  of  its  members.  A  perpendicular  section 
of  a  building  gives  the  profile  of  most  of  its  parts.  (See 
Section.) 

Pronaos,  Tfo,  Gr.,  before,  and  vaog^  a  temple;  a  vestibule,  or 
inner  portico  to  a  temple.  In  most  Egyptian  temples  the  jpro- 
pylaumt  or  outer  portico,  leads  into  a  vestibule,  or  to  a  court- 
yard ;  from  which  the  pranaos,  another  portico^  forms  the 
entrance  to  the  adytum,  or  most  sacred  part  of  the  edifice. 
In  a  similar  manner,  the  space  between  the  outer  portico  of 
a  Greek  temple,  and  the  doorway  into  the  cella,  is  usually 
termed  the  pronaos.  It  corresponds  with  the  narthex  of  aa 
early  Christian  church.    (See  Narthex.) 

Fropyljeum,  t^o,  Gr.,  before,  and  ^\n,  a  portal ;  in  a  general 
sense,  any  court,  or  vestibule  before  a  building,  or  before  its 
principal  part;  more  particularly  the  entrance  to  such  court, 
or  vestibule.  The  propylaea  of  the  magnificent  Egpytian 
temples  sometimes  consisted  of  two  towers,  rectangular  in 
plan,  and  in  elevation  resembling  a  truncated  pyramid,  having 
a  wall,  or  screen  between  them,  pierced  by  a  doorway.  At- 
tached to  some  of  the  pyramids  of  Nubia  are  propylaea  re-> 
sembling  the  covered  porches  of  churches.  One  of  these, 
described  as  having  an  arched  roof  with  four  stones  keyed 
together  by  a  fifth  at  the  centre,  is  delineated  in  one  of  the 
illustrations  of  the  volumes  on  Egyptian  Antiqs.,  in  the 
Library  of  Entertaining  Knowledge,  The  word  is  now 
chiefly  applied  to  the  building  forming  the  entrance  to  the 
Acropolis  of  Athens.  This  is  commonly  called  the  Propyhta, 
without  any  other  addition »  It  appears  to  have  been  origi- 
nally a  building  with  hexastyle  Doric  porticos  before  and 
behind.  Attached  to  each  of  its  interior  angles  was  a  small 
temple,  and  between  them  two  pedestals  supporting  eques- 
trian figures.  (See  Stuart*s  Athens,  vol.  ii.  p.  96.)  In  the 
writings  of  the  old  Greek  Christians  the  word  is  applied  to 
the  porch  of  a  church,  or  basilica. — Bingham's  Ortg.  Eccles. 
b«  viii» 

Prostyle,  ^r^o,  Gr.,  before,  and  ^u\oi,  a  column  ;  a  portico  in 
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ivhich  the  colamns  stand  in  advance  of  the  building  to  which 
they  belong.  The  common  phrase,  a  prostyle  portico,  is  a 
pleonasm;  as  every  prostyle  forms  a  portico.  {Hoskingt 
article  Architecture,  Enc.  Brit.) 

Prudde  (John),  of  Westminster,  Glazier,  covenanted  to  glaze 
the  windows  of  the  Beauchamp  Chapel^  Warwick,  **  with 
glass  beyond  the  seas,  of  the  finest  colours,  of  blew,  yellow, 
red,  purpure,  sanguine,  and  violet,  and  to  make  rich  and 
embellish  the  matters,  images,  and  stories,"  appointed  by 
the  executors  of  the  Earl  of  Warwick  ^*  by  pattenu  in  paper.** 
He  was  to  be  paid  "  for  every  foot  of  glass  ii.s.,  and  so  for 
the  whole  xci.Ii.  i.s.  x.d."  Dated  the  23d  June,  26th  Henry 
VI.  (1447). — Britton*8  Arch.  Antiqs.^  vol.  iv.  p.  11. 

Prtnt,  Preynt,  Print,  probably  either  an  ornament  formed 
of  plaster,  or  a  coloured  figure,  or  pattern.  In  the  accounts 
of  St.  Stephen's  Chapel,  Westminster  (a.d.  1352),  are  entries 
of  payments  to  workmen  for  labour  in  ''  laying  on  gold  and 
pryntes  in  the  chapel," — for  *'  laying  on  the  gold,  as  well  on 
the  said  walls  as  on  the  placing  of  the  preynts  on  the  mar- 
ble colamns  in  the  chapel." — Brayley  and  Britton^s  Anc. 
Palace  at  Westm.,  p.  173. 

PuDSEY  (Hugh),  bishop  of  Durham  from  1153  till  his  death  in 
1195,  erected  the  Galilee,  at  the  west  end  of  the  cathedral; 
a  Shrine  for  the  relics  of  St.  Bede ;  and  a  Church  and  epis- 
copal residence  at  Darlington. — Surtee$*9  Hist.  ofDurham^ 
vol.  i.  p.  XXV.    (See  Galilee.) 

PuE,  or  Pity  (our  Lady  oO-  (See  Pew,  Pity,  and  Lady- 
Chapel.) 

PuLLisHi  an  old  orthography  of  the  word  polish.  Bartholomew 
Lambespring,  Dutchman  and  goldsmith,  of  London,  cove- 
nanted (in  1449)  to  "  repaire,  whone,  and  j^u/SsA/'  and  make 
perfect  to  the  gilding,  an  image  of  latten  of  a  man  armed, 
for  the  tomb  of  the  Earl  of  Warwick,  and  all  the  apparel 
belonging  to  it,  for  xiii.li. — Brittans  Arch.  Antiqs.,  iv.  14. 

Pulpit, |mpt/re,  Ft.^pulpito,  Ital.  and  Sp.,  pulpitum,  Lat.,  an 
elevated  place,  an  enclosed  stage,  or  platform,  for  a  preacher 
in  a  church.  It  is  analogous  to  the  ancient  ambo,  tribunal 
ecclesia,  jube,  and  reading  desk.  Respecting  the  dijOTerent 
parts  of  a  church  in  which  it  was  formerly  placed,  see 
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BinghanCs  Origines  Eccles.  b.  iii.  c.  6.  and  b.  viii.  c.  5 ; 
Gunns  Inquiry ^  pp.  216-223,  and  the  authorities  there  cited. 
Its  modem  situation  is  within  the  choir,  or  chancel,  and  its 
most  usual  form  that  of  an  enclosed  platform,  approached  by 
a  flight  of  steps,  supported  by  one  or  more  pillars,  and  en- 
closed by  a  high  parapet.  Its  materials  are  marble,  bronze, 
stone,  or  wood:  most  usually  the  last.  Some  elaborate 
stone  pulpits  are  met  with  in  the  Italian  churches,  as  at 
Pisa,  Siena,  &c.  (See  Marble,  and  Forsyth's  Italy,  vol.  i. 
p.  12.)  One  composed  of  white,  green,  and  red  marbles, 
and  executed  in  a  style  approaching  to  the  pointed,  stands  on 
the  platform  of  the  Mosque  of  Omar,  the  site  of  the  temple 
of  Jerusalem.  Carved  pulpits  are  of  common  occurrence  in 
other  Turkish  mosques.  In  Milan  Cathedral,  the  metallic 
pulpits  form  semicircular  galleries  attached  to  the  pillars  of 
the  central  tower.  Few  pulpits  of  any  great  antiquity  re- 
main in  English  churches.  They  are  most  numerous,  per- 
haps, in  Devonshire ;  their  form  being  eitlier  square,  hexa- 
gonal, octagonal,  or  multangular,  but  rarely  circular.  They 
were  often  richly  painted  and  gilded;  had  canopies,  or 
sounding-boards  over  them;  and  attached  to  some  were 
clocks,  or  hour-glasses  to  regulate  the  extent  of  the  preacher's 
discourse.  In  St.  Katharine's  Chapel,  Regent's  Park,  Lon- 
don, is  a  fine  one,  removed  from  the  old  church  near. the 
Tower.  It  is  of  carved  oak,  of  which  material  many  other 
pulpits  still  remain.  An  elaborate  example,  of  the  latest 
pointed  class,  is  in  the  chapel  of  Luton  Park,  Bedfordshire. 
(See  Shaw's  Luton  Chapel.)  0{  stone  pulpits  there  are  some 
good  specimens  in  the  churches  at  Cheddar,  Somersetshire ; 
Wolverhampton,  Staffordshire;  and  in  the  cathedrals  of 
Bristol  and  Worcester.  The  last  is  delineated  in  pis.  xlii. 
and  xliii.  o(Pugins  Specimens  of  Gothic  Arch.^  vol.  ii.  The 
pulpit  in  the  ruins  of  the  Abbey  at  Shrewsbury,  is  a  beauti- 
ful specimen  of  the  style  of  the  earlier  part  of  the  fourteenth 
century.  It  formed  part  of  the  refectory,  grace  being  said, 
and  passages  from  scripture  read  in  it.  Its  form  is  octagonal ; 
three  sides  projected  externally  from  the  wall  as  a  glazed 
oriel ;  three  others  projected,  in  a  similar  manner,  into  what 
was  the  interior  of  the  refectory;  and  the  remaining  two 
were  closed  by  the  wall,  within  which  was  the  door  of 
entrance.    The  whole  is  of  stone,  well  wrought,  but  not  in 
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good  preservation.  (Owen  and  Blaketoay^s  Shrewsbury^ 
vol.  ii.  p.  88.)  In  Daviess  Rites  of  Durham  Cath,,  p.  61, 
**  a  fair  iron  pulpit  in  the  Galilee"  is  mentioned, ''  with  bare 
of  iron  to  support  the  monks  in  going  up."  In  the  Fabric 
Rolls  of  Exeter  Cathedral  (1318-1326)  are  entries  of  pay- 
ments for  four  columns,  with  bases,  sub*bases,  and  capitals; 
several  great  bars  of  iron ;  243  feet  of  marble  steps ;  and 
2000  tiles,  **  pro  la  pulpyite  :'*  which  was  a  distinct  building 
on  the  north  side  of  the  church,  where  lectures  and  sermons 
were  occasionally  delivered.  (Brittons  Caih.  Antiqs.,  £re- 
ter,  p.  91.)  **  Four  pair  of  capitals  and  bases,"  for  the 
''  ambos"  of  St.  Stephen's  Chapel,  Westminster,  appear  to 
have  been  purchased,  in  1362,  for  one  shilling.  —  Smith's 
Antiqs.  of  Westm,,  p.  203. 

On  the  continent,  the  Flemish  pulpits  of  the  seventeenth 
century  have  attracted  much  notice  from  their  excessive  cost- 
liness, and  extravagance  of  composition.  They  consist  of 
large  trunks  of  trees  with  carved  leaves  and  branches  sup- 
porting and  overahadowing  the  staire  and  body  of  the  pulpit. 
Figures  of  Adam  and  Eve,  of  saints  and  angels,  as  large  as 
life,  with  various  other  devices,  are  frequently  placed  under 
these  artificial  branches,  forming  altogether  a  motley  mass 
of  incongruous  workmanship.  (See  the  article  Am  bo  ;  a  list 
of  old  English  church  pulpits,  in  the  appendix  to  Britten's 
Arch.  Antiqs.,  vol.  v.;  and  views  and  descriptions  of  several 
in  Ly sons' s  Collection  of  Gloucestershire  Antiqs.;  Magna 
Britannia ;  and  Wild's  Etched  OtUlina,) 

Besides  church  pulpits,  small  buildings  were  occasion- 
ally raised  at  the  sides  of  roads,  for  the  purpose  of  preaching 
from.  Some  of  these  preaching  crosses,  as  they  are  termed, 
are  described  under  the  word  Cross. 

PuNCHONS  are  mentioned  in  a  document  relating  to  the  Tower 
of  London,  in  the  year  1632,  as  follows :  ''  a  new  borde  ladye 
in  the  lenyng  place  of  the  baywyndow,  wHn  the  same  dore, 
[a  dore  goying  into  the  kyng's  watching  chamber  warde], 
and  viij  punchons  sett  up  over  the  same  dore,  to  enclose  the 
gutter  and  the  rofie." — Bayleys  Tower,  pt.  i.  app.  p.  xx. 
In  modem  usage,  punchions,  or  stanchels,  are  the  subordi- 
nate vertical  timben  in  a  roof. 

Purbbck-stone.    (See  Marblb  and  Stone.) 
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PuRFLED,  from  pottrfiUr,  Ft.,  to  embroider;  architecture  orna- 
mented with  Kulptures,  or  carvings  represeDtiog  embroidery, 
or  flowers.  It  is  a  word  of  modem  application,  and  chiefly 
denotes  knots,  crockets,  or  foliage  at  the  angles  of  canopies, 
niches,  piaaacles,  Slc.  The  " purfied  pinnacles"  terminat- 
ing the  buttresses  of  King's  College  Chapel,  Cambridge, 
bare  been  defined  as  "little  ipires,  with  flower  work." 
iBrittont  Arch.  Antiqt.,  vol.  i.  p.  3.)  Purfltd  work  signi- 
fies any  delicately  sculptured  tracery. 

PuBGATOBY,  amongst  the  Koman  Catholics,  a  supposed  place 
for  purification  of  the  soul  after  death,  before  its  admiuion 
into  heaven.  This  place  is  represented  in  ancient  sculptures, 
paintings,  and  prints,  by  certain  human  figures  enveloped  in 
flames;  from  which  angels  are  represented  as  praying  to 
relieve  them,  or  from  which  they  are  rescued  by  the  arm  of 
the  Deity.— Carter,  in  Gent's.  Mag.  for  1804,  p.  232; 
Pugin's  Examples,  vol.  i.  p.  7. 

Purlin,  Publine,  one  of  the  timbers  of  a  roof. 

Pycnostylb,  Tux'^ii  (3r.,  dense,  and  n-uXoc,  a  column ;  a  tenn 
applied  to  buildings  where  columns  are  placed  near  together. 

Pykiho.  "Paid  to  William  Palmer  for  slicing  bell-stiings, 
making  bell-colars,  pyking  the  bells — 2s." — Accounts /or 
Louth  Steeple,  Archcealogia,  vol.  x.  p.  89. 

PycHRR-HOUss,  the  name  of  a  portion  of  the  buildings  of  the 
palace  at  Westminster.  "  A  litel  house  called  the  pycher- 
house,  conteyning  in  length  x.  fote,  and,  in  brede,  vij.  fote, 
which  John  Randotf,  squier,  late  had." — Bradley  and  Brit- 
ton's  Anc.  Palace  at  Weatm.,  p.  337. 

Pyramid,  <rufa>i(e,  <3ix.,pyramis,  Lat.,  pyramide,  Fr.  and  Ger., 
piramide,  Ital.;  a  solid  body  having  a  triangular,  square,  or 
polygonal  base,  and  gradually  decreasing  in  circumference 
from  the  bottom  to  the  top.  Mounds  of  earth,  or  barrows  of 
the  pyramidal,  as  the  most  enduring  of  all  forms,  were  raised 
as  monuments — chiefly  sepulchral — by  many  ancient  people. 
Silbury  Hill,  in  Wiltshire,  is  probably  the  most  remarkable 
example  in  the  world :  there  are  many  others,  of  the  same 
class,  but  of  smaller  dimensions,  on  the  downs  of  Wiltshire, 
Dorsetshire,  and  in  other  parts  of  England.  The  temple  of 
Belus,  at  Babylon,  is  described  by  Herodotus  as  a  kind  of 
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pyramid ;  and  the  aboriginal  inhabitants  of  Mexico  adopted 
nearly  the  same  form,  on  a  large  scale,  in  the  construction 
of  certain  sacred  monaments,  called  Teocalli.  Amongst  the 
buildings  of  the  Indians  and  Chinese  the  pyramidal  form  is 
frequently  met  with;  whilst  the  Pyramids  of  Egypt  are 
universally  celebrated.  A  group  of  these,  near  the  village 
of  Jizeh,  or  Giza,  comprise  the  largest  buildings  of  the  kind 
in  the  world.  They  have  been  copiously  described  and  illus- 
trated by  different  writers  on  Egyptian  antiquities:  who, 
however,  differ  essentially  from  each  other,  not  only  as  to 
their  object  and  peculiarities,  but  even  in  the  statements  of 
their  dimensions.  The  best  and  most  recent  authority 
respecting  them  is  Wilkinson's  Topography  of  Thebes,  with 
his  elaborate  and  beautiful  map  of  their  site.  That  they 
were  sepulchral  seems  generally  admitted.  The  tomb  of 
Caius  Cestius,  at  Rome,  exhibiting  the  shape  of  a  pyramid, 
was  evidently  adopted  by  the  Romans  from  Egyptian  models. 
The  pyramidal  form  prevailed,  almost  to  the  exclusion  of 
every  other,  in  the  pointed  architecture  of  the  middle  period. 
This  is  evinced,  both  in  the  general  contour  of  the  edifices 
(strikingly  exemplified  in  the  cathedral  at  Milan),  and  in 
the  spires  and  pinnacles  with  which  their  minuter  parts  were 
•  so  profusely  decorated.  Leland  uses  the  word  pyramis  to 
denote  the  spire  of  Salisbury  Cathedral.     (See  Spire.) 


Quadrangle,  from  quatuory  Lat.,  four,  and  angulus,  an  angle ; 
a  rectangular  space  enclosed  by  buildings  \  as  a  cloister,  or 
a  court-yard.  The  buildings  of  many  old  fortresses,  mon- 
asteries, and  mansions,  either  for  privacy  or  security,  were 
ranged  around  one  or  more  quadrangular  courts. 

Quadrant,  occurs  in  the  Will  of  King  Henry  the  Sixth,  to 
denote  a  quadrangle  in  the  College  of  Eton,  and  is  similarly 
employed  in  other  old  documents. 

QuADRi-PORTicus,  a  quadrangle  with  porticos,  galleries,  or 
ambulatories,  on  each  side.    (See  Portico,  and  Porticus.) 

Quarrel,  Quarry  (variously  spelt  Quarrell,  Quart, &c.), 
words  of  uncertain  derivation  and  indiscriminate  use ;  signi- 

c  c 
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fying,  Isty  an  arrow  with  a  diamond-shaped  head,  adapted 
for  a  cross  bow ;  2dly,  a  rectangular  pane  of  glass ;  more 
particularly  the  lozenge-formed  pane,  of  such  universal  occur- 
rence in  ancient  windows;  and,  3dly,  a  place,  cavern,  or 
pit,  whence  stone^  slate,  &c.,  is  quarried^  or  dug  for  build- 
ing, and  for  other  purposes.  The  Latin  words  quadra,  and 
quadrilla,  and  the  French  carre,  quarre,  and  carreau, — all 
bearing  reference  to  a  quadrangular  form, — have  been  cited 
as  tending  to  illustrate  the  derivation  of  these  terms.  (See 
Arckaologiaf  vol.  x.  p.  71 ;  Briiton's  Arch.  Antiqs.,  vol.  iv. 
p.  2 ;  Contracts  for  Catterick  Church,  Yorkshire,  Raine*s 
edit.  p.  7;  Booth^s  Anal,  Diet.,  p.  390;  and  the  articles 
StonE;  and  Marble.) 

Quarter,  an  old  term  signifying  a  square  panel.  The  tomb 
of  the  Earl  of  Warwick  was  to  have,  "  under  every  principal 
housing,  a  goodly  quarter  for  a  scutcheon  of  copper  and  gilt, 
to  be  set  in." — Britton's  Arch.  Antiqs,,  vol.  iv.  p.  12. 

QuATREFoiL,  quatrefeuUle,  Fr.,  a  modern  term  employed  to 
denote  an  ornament  of  frequent  occurrence  in  Christian 
architecture,  formed  by  a  moulding  disposed  in  four  seg- 
ments of  circles :  so  called  from  its  allegred  resemblance  to 
a  certain  expanded  flower  having  four  petals.  Mouldings, 
spandrels,  parapets,  corbel-tables,  panels,  the  tracery  of 
walls  and  windows,  and  almost  all  the  other  members  of 
Christian  edifices,  of  the  later  ages,  are  profusely  decorated 
with  trefoil,  quatrefoil,  and  cinquefoil  ornaments.  The  qua- 
trefoil  is  either  plain,  or  enclosed  within  a  square,  a  lozenge, 
or  a  circle.  In  the  former  shape  it  is  delineated  in  Plate  of 
Corbel-tables,  fig.  9;  within  a  square  panel,  in  Plate 
of  Brackets,  fig.  15;  and  within  a  circular  panel,  in 
Plate  II.  of  Doorways,  fig.  3.  Mr.  Gunn  contends  that 
this  characteristic  ornament  has  no  reference  to  any  type  in 
the  vegetable  kingdom ;  but  that  it  was  originally  a  repre- 
sentation of  the  Greek  cross  (a  form  much  reverenced  by  the 
early  Christians),  rounded  at  the  extremities :  and  that  the 
cinquefoil,  trefoil,  &c.,  were  modifications  of  it,  gradually 
introduced  by  different  architects.  (Inquiry,  pp.  96,  210.) 
The  old  terms  cross-quarters,  and  orbs,  appear  to  have  de- 
signated quatrefoils,  or  something  resembling  them.    (See 


RAF]  ARCHITECTUliAL  DICTIONARV,  387 

Obb,   Cinquefoil,   Cusp,  Feathering^  Foliation, 
Gentese^  and  Trefoil.) 

Queen-post,  a  vertical  timber  supporting  one  of  the  rafters 
of  a  trussed  roof,    (See  King-post  and  Roof.) 

QuERNy  QuERNE,  cpypn,  ceopD,  Sax.,  a  bandmiU  for  grinding 
com,  8lc.;  supposed  to  be  of  greater  antiquity  than  either 
the  wind,  or  the  water-milL  A  field  near  the  site  of  the 
Roman  wall,  at  Cirencester,  is  called  the  querns :  it  is  covered 
with  small  hills,  having  the  appearance  of  tumuli,  and  was, 
probably,  at  one  time,  used  as  a  burying-place. — 5.  Lysons, 
in  Archaologia,  vol.  x.  p.  132. 

Quire,  Quier,  Qwbre,  an  old  orthography  of  choir.  (See 
Choir.) 

Quirk,  from  fwired,  Welsh ;  literally,  a  turn ;  a  deep  indent; 
a  hollowed  part  of  a  capital  under  the  abacus  moulding. 

Quoin,  coin,  Fr.,  and  cuna,  Sp.,  a  comer;  ancon,  Lat.,  an 
elbow,  or  corner^  from  ywia,  Gr.,  an  angle ;  a  word  denoting 
the  comer,  or  angle  of  a  wall ;  and  more  particularly  a  brick 
or  stone  placed  at  the  exterior  angle  of  a  building.  -  Rustic 
quoins,  or  corner-stones,  are  made  to  project  somewhat  from 
the  general  surface  of  the  wall.  (See  Coin.)  Quoins  and 
quynys  are  named  in  accounts  relating  to  St.  Stephen's 
Chapel,  and  the  Tower  of  London,  dated  respectively  in 
1331  and  1531. 

R 

Rabbet,  or  Rebate,  a  cut  made  on  the  edge  of  one  board  to 
receive  the  lapping  over  of  another,  so  as  to  unite  the  two, 
and  preserve  a  level  surface:  the  junction  thus  effected 
being  called  a  rabbet-joint.  '*  Mendyng  of  the  rabetts  of 
the  wyndowes/'  occurs  in  a  survey  of  the  Tower  of  London, 
temp.  Henry  VIII.  (Bayley*s  Tower,  pt.  i.  app.  p.  xviii.): 
probably  the  cuttings  for  the  insertion  of  glass.  (See 
Rebate.) 

Rafter,  pse];rten,  Sax.,  from  f^ff»,  Gr.,  to  cover,  o^o^,  a  roof; 
one  of  the  timbers  of  a  roof,  extending  from  the  wall  plate 
to  the  ridge.  The  chief  rafters  are  usually  called  *'  the  prin- 
cipals.''   Rafter-Roof  (see  Roof). 
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Ragg,Racge-8T0NE.     (See  Stone). 

Ralph,   or  Ranulph    Flambahd,   bishop  of  Durham,  the 
favourite  minister  of  William  Rufus,  continued  the  erection 
of  the  cathedral  which  had  been  commenced  by  his  prede- 
cessor, Karilepho.     He  also  built  a  bridge  across  the  river, 
near  the  caatle  of  Durham,  founded  Norham  castle,  and  exe- 
cuted other  architectural  works.  —  S«r(Mi'«  History  of  Dur- 
ham, vol.  i.  p.  XX ;  and  see  Karilepho. 
Ralph  de  Salopia,  bishop  of  Bath  and  Wells  from  1329  to 
1363.  and  Ralph  de  Ebghum.  who  presided  over  the  same 
see  from  1388  to  1400.  are  both  said  to  have  contributed  to, 
and  superintended  the  fortification  of,  the  episcopal  palace  at 
Wells.    The  former  prelate  seems,  however,  to  have  the 
greatest,  if  not  the  entire,  claim  to  the  particular  works 
alluded  to.     These  are  described  as  the  formation  of  "  a 
deep  moat,  and  an  embattled  wall  flanked  by  semicircular 
towers."    The  interesting  building  in  question  is  described, 
and  partially  illustrated,  in  Brilton's  Pict.  Atiliqs.  of  English 
Cities,  and  Pugin's  Rramples  ofGoih.  Arch.,  vol.  ii. 
Rampabt.   rampart,   Fr.,   riparamenlo,   Ital.,   probably  from 
rampe,  Fr.,  a  slope ;  a  stone  wall,  or  mound  of  earth  sur- 
rounding a  fortress.  ■ 
Ramsey   (William  de)  was  appointed,  in  a.d.  1336,  to  the 
office  of  chief  mason  at  the  Tower  of  London,  and  overseer 
of  the  royal  works  in  ail  castles  south  of  the  Trent.     His 
salary  was  fixed  at  12d.  per  day,  and  a  robe  yearly.  —  Afai/- 
land's  London,  vol.  i.  p-  132. 
Rath,  a  name  given  by  the  ancient  Irish  to  a  castrametation,  or 
fortress.     Some  of  the  rude  fortifications  so  denominated  are 
described  in  Gough's  edition  of  Camden's  Britanma.  vol.  iii. 
pp.  482,  543 :  see,  also,  Brewer's  Introd.  to  the  Beauties  of 
England,  Udei.    Spenser  employs  the  word  to  denote  a  hill. 
Ravy   (John),  an   architect,   or   maater-mason,  employed  for 
thirty-six  years—in  the  eariiest  part  of  the  fourteenth  cen- 
tury—in completing  the  cathedral  of  Notre  Dame,  at  Paris. 
—  Whitliiigtoii's  Hiil.  Surv.,  p.  78. 
Rkadinc-desk,  a  frame-work  to  support  a  book.     Some  cu- 
rious desks  of  oak,  brass,  and  other  materials,  exhibiting  the 
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skill  which  was  formerly  bestowed  on  the  design  and  execu- 
tion of  these  beautiful  appendages  to  churches,  are  repre- 
sented in  Shaw*8  Atic.  Furniture,  StruU^s  Manners  and  Cus- 
ioms,  and  Dresses  and  Habits  of  England,  and  Willemin's 
Monumens  Franfais.  The  figure  of  an  eagle,  prominent  in 
many  old  reading-desks,  is  said  to  designate  St.  John  the 
Evangelist.    (See  Aquila,  and  Lectern.) 

Rebate,  from  rebatire,  Fr.;  an  old  word  of  frequent  occur- 
rence, signifying  a  diminution.  Thus,  rebated  rims,  or 
edges,  are  those  which  are  slightly  chamfered,  or  sloped  off; 
a  rebated  sword  had  its  point  bent,  or  turned  backwards. 

Rebus,  Lat.,  an  enigmatical  representation  of  the. name  of 
some  person,  or  object,  by  figures,  or  pictures,  instead  of 
words.  Bishops,  abbots,  and  other  distinguished  persons, 
sometimes  adopted  rebuses  to  indicate  their  names;  and 
these  are  frequently  found  on  the  buildings  which  they 
erected .  (See  Dallaway's  Heraldic  Inquiries,  p.  12 1 ;  GougKs 
Sep.  Mon.,  Introd.  to  vol.  ii.  p.  74;  Pugin's  Examples  of 
Goth.  Arch.t  vol.  i.  pp.  60,  62,  and  vol.  ii.  pp.  40,  42;  and 
the  article  Monogram.) 

Recess,  recessus,  Lat.,  from  recedo,  to  retire;  a  niche,  or  cavity 
in  the  face  of  a  wall. 

Reclusory,  reclusorium,  low  Lat.,  a  hermitage.  That  dedi- 
cated to  St.  Peter,  or  St.  Eustace,  and  situated  behind  the 
royal  chapel  of  St.  Peter,  in  the  Tower  of  London,  is  so 
denominated  in  Rot.  Claus.  37th  Henry  IIL  m.  2,  2L 
(Bayley's  Hist,  of  the  Tower,  pt.  i.  p.  129.) 

Rectoria,  low  Lat.,  properly  denotes  a  house  attached  to  a 
rectory,  and  occupied  by  a  rector ;  but  the  word  was  often 
applied  to  any  parsonage-house. 

Rede,  or  Read  (William),  bishop  of  Chichester,  erected  the 
original  library  at  Merton  College,  Oxford,  of  which  he  was 
a  fellow;  and  also  a  castle  at  Amberley  in  Sussex.  The 
latter  he  commenced  in  the  year  1379,  and  is  said  to  have 
been  employed  on  it  ten  years.  In  Daltaway's  Western 
Sussex  it  is  remarked  as  peculiar,  that  the  towers  at  the 
angles  of  this  fortress  are  built  in  the  base-court,  and  do  not 
project  from  the  exterior  face  of  the  building.    See,  also. 
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Walpok's  Anecdotes  by  Dallaway,  rol.  i.  p.  211 ;  and  Dalla- 
ways  Eng.  Arch.,  edit.  1833,  pp.  26  and  114. 

Redoubt,  in  fortification,  a  small  square  fort,  defended  in  front, 
and  encompassed  by  a  ditch  and  a  rampart. 

Reeding,  a  small  convex  moulding.  Several  reedings  are  often 
placed  parallel  to  each  other,  and  project  from,  or  are  in- 
serted into,  the  adjoining  surface. 

Refectory,  refectoire,  Fr.,  refectorium,  Lat.,  from  reficio,  to 
refresh ;  an  eating-room ;  the  hall,  or  apartment  in  a  mon- 
astery where  the  monks  took  their  meals,  and  where,  on  high 
solemnities,  the  superior  of  the  establishment  dined  with 
them.  This  apartment  was  generally  a  parallelogram  in 
form,  and  was  always  connected  with  the  cloister  and  the 
kitchen.  At  the  upper  end  of  the  refectory  was  a  raised 
floor,  or  dais ;  and,  on  the  wall  above,  a  large  crucifix,  which 
was,  in  some  instances,  adorned  with  paintings,  or  tapestry. 
In  one  avenue  of  the  cloister  was  generally  a  doorway  open- 
ing immediately  into  the  refectory :  under  which  apartment, 
at  Winchester  Cathedral,  the  kitchen  was  situated ;  whilst 
over  the  refectory,  at  Castle  Acre  Priory,  is  supposed  to  have 
been  the  dormitory.  In  the  monasteries  at  Whalley,  Win- 
chester, and  Worcester,  the  refectory  adjoined  the  southern 
side  of  the  cloister;  but  at  Netley,  and  at  Durham  (see 
Plate,  Ground-plan  of  Durham  Cath.),  it  is  placed  to 
the  eastward.  The  refectory  at  Worcester  is  now  occupied 
as  a  school-room ;  that  at  Durham  as  the  library ;  and  that 
at  Winchester  is  divided  into  an  upper  and  a  lower  room. 
Of  the  other  refectories  named  above,  as  well  as  those  of 
Glastonbury,  &c.,  little  more  than  the  foundations  and  some 
fragments  of  the  walls  are  standing.  ''  Perhaps  the  two 
most  perfect  conventual  refectories  are  those  of  Chester  and 
Worcester :  the  former  98  feet  by  34,  and  lighted  by  hand- 
some windows,  with  a  noble  one  at  the  east  end,  now  blocked 
up;  the  latter,  including  the  vestibule,  120  by  38.  That  of 
St.  Edmonds-bury,  according  to  William  of  Worcester,  who 
measured  it,  was  171  feet  by  40/'  (Owen  and  Blakeway*s 
Shrewsbury,  vol.  ii.  p.  87.)  The  refectory  was  usually  under 
the  care  of  an  officer  called  the  refectioner,  who  attended  to 
its  cleanliness,  took  charge  of  the  utensils,  summoned  the 
monks  to  their  meals  by  ringing  a  bell,  and  superintended 
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the  general  arrangements  of  the  room.  Whilst  the  monks 
were  in  the  refectory,  or  in  i\ie  fratery,  as  it  was  more  com- 
monly called,  they  were  not  allowed  to  converse;  but  the 
Bible,  or  some  other  religious  book,  was  read  to  them  from 
a  desk,  or  pulpit  (see  Pulpit),  by  a  chaplain.  Richard  II. 
held  a  parliament,  in  1378,  in  the  refectory  at  Gloucester ; 
and,  on  this  and  similar  occasions,  the  severity  of  monastic 
discipline  was  relaxed :  the  whole  establishment  was  crowded 
with  guests,  and  all  was  festivity  and  bustle.  The  abbey  of 
Glastonbury  once  received  200  knights  and  their  retainers; 
and  that  of  Bury  had  stables  for  300  horses  within  its  walls. 
{Wiliis*s  Mitred  Abbeys,)  For  some  curious  details  of  such 
portions  of  the  monastic  discipline  as  related  to  this  apart- 
ment, see  Fuller's  Church  History^  b.  vi.  p.  285,  Fosbroke's 
Brit.  Mon.,  p.  397,  and  Milner's  History  of  Winchester^ 
vol.  ii.  p.  Ill,  where  is  also  a  minute  description  of  the 
refectory  at  Winchester.  (See  also  the  articles  Bedoern, 
and  Fratbry.)  In  Pierce  Plowman  s  Creed,  a  refectory  is 
described  as 

''  An  haBe  for  tn  hjgh  kynge  an  hooiehold  to  holden. 
With  brode  bordat  abouten  ybenchad  well  clene, 
With  wyndoM  of  gloat  wroght  ai  a  chirdi.** 

The  dining-halls  of  the  colleges  at  Oxford  and  Cambridge 
correspond  with  the  refectories  of  ancient  monasteries. 

Rbolet,  Rbgula,  regula,  Lat.,  a  rule,  or  square ;  a  flat,  narrow 
moulding,  employed  to  separate  panels,  or  other  members ; 
or  to  form  knots,  frets,  and  similar  ornaments.  Reguta  de- 
notes also  the  small  fillet,  or  rectangular  block,  appended  to 
the  taenia  of  the  Doric  architrave. 

Regnum,  Lat.,  "a  golden  circlet,  or  crown  in  its  most  simple 
form."  Regna,  with  crosses,  and  lamps  attached,  were  sus- 
pended in  various  parts  of  ancient  churches.  (Gunn*s  In^ 
guiry,  p.  132.)  A  crown  of  gold,  offered  by  Canute  at  the 
altar  of  Canterbury  Cathedral,  is  said  to  have  been  preserved 
there  till  the  Reformation. — Dart's  Canterbury  Cath,,  p.  7. 

Relics  of  saints  and  martyrs, — that  is,  some  real,  or  pretended 
portions  of  their  mortal  remains ;  of  their  apparel ;  or  of 
something  connected  with  their  lives  or  deaths,  sufferings  or 
triumphs,  were  formerly,  and  still  are,  held  in  superstitious 
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veneration,  and  carefully  preserved  by  Roman  Catholics. 
(See  WaUen's  Liltlt  Maplestead.  note  A.,  Turner's  Nor- 
mandy, vol.  i.  pp.  60,  172,  and  StaveUy's  Hist,  of  Churches, 
p.200.)  The  depositary,  or  casket,  in  which  arelicwaa  kept, 
was  termed  a  reliquary.  This  was  sometimes  a  ring,  a  tablet, 
a  portable  shrine,  or  other  vessel  of  costly  materials,  and 
enriched  with  architectural  and  other  decorations.  (See 
Pix,  ScRiNiuM,  and  Shrine.)  In  Shaw's  Attc.  Furniture, 
are  engravings  of  reliquaries. 

Relief,  Fr.,  Rblievo,  Ital.,  from  ri/cuare,  to  raise,  or  remove; 
denotes  a  part  of  any  carved  or  sculptured  ornament  pro- 
jecting from  the  surface  to  which  it  belongs.  The  componod 
Italian  words  alto-relievo,  basso-relievo,  and  mezzo-retievo, 
signifying,  respectively,  high,  low,  and  medium,  middle,  or 
half-relief,  are  employed  to  intimate  the  relative  degrees  of 
projection  of  the  objects  to  which  they  are  applied.  (See 
Alto-rblievo,  and  Basso-relievo.)  The  curious  carv- 
ings under  the  seats  in  churches,  and  the  sculptures  on  the 
west  fronts  of  Wells,  Exeter,  and  other  cathedrals,  alTord 
elaborate  examples  of  basso  and  alto-relievo. 

Remigius,  a  monk  of  the  abbey  of  Fescamp,  in  Normandy, 
came  to  England  with  William  the  Conqueror,  and  was  ap- 
pointed by  him,  in  the  year  1067,  or,  as  some  authors  state, 
in  1070,  to  the  bishopric  of  Dorchester.  He  immediately 
transferred  the  see  to  Lincoln,  where  he  began  to  erect  a 
cathedral.  The  lower  parts  of  the  present  west  front,  and 
of  the  towers  at  its  angles,  appear  to  be  the  work  of  this 
prelate.— Wi/ifj  Lincoln  Catli.,  edit.  1837,  pp.  3-5. 

Rendering,  a  name  for  the  first  coat  of  plastering  to  all  walls, 
and  to  the  interior  of  chimney  flues.  It  is  also  called  par- 
gellitig. 

Reredos,  Rbbdos,  RERsnossE,  arriire  dos,  Fr.,  behind  the 
back;  the  back  of  a  fire-place;  also  an  altar-piece,  a  screen, 
or  partition- wall.  In  HoUngsked'i  Chronicles  we  are  told 
that,  before  chimneys  were  used  in  mean  houses,  "  each  man 
made  his  fire  against  a  reredosse  in  the  hall,  where  he  dined, 
and  dressed  his  meat."  "The  reredosse  at  the  high  altare," 
in  Eton  College  Chapel,  and  "  the  reredos  bearing  the  roode- 
lofte,  departing  the  quier  and  the  body  of  the  church,"  at 
King's  College,  Cambridge,  arc  mentioned  in  the  will  of  the 
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founder.  (Nichols's  Royal  Wills,  pp.  297  and  302.)  In 
the  fabric  roll  of  Exeter  Cathedral  for  the  year  1389-90,  is  a 
charge  of  20s.  for  labour  in  cleaning  ''  the  front  called  the 
rerdos  behind  the  great  altar."  (Brittons  Cath.  Antiqs., 
Exeter,  p.  98.)  One  of  the  agreements  relating  to  the 
Beauchamp  Chapel,  Warwick,  directed  that  there  should  be 
constructed  "  a  pair  of  desks  of  timberi  poppies,  seats,  sills, 
planks,  reredoses  of  timber,  and  patands  of  timber,  and  a 
crest  of  fine  entail,  with  a  bowtel  roving  on  the  crest." 
{Britton's  Arch.  Antiqs.,  vol.  iv.  p.  11.)  (See  Dos  d'Ane, 
DosEL,  Doser,  Rood-loft,  Screen,  and  Soursadel.) 

Respond,  Rbsponde,  Respondbr,  Respound,  terms  oc- 
curring in  various  old  contracts,  in  a  manner  similar  to  the 
following: — ''And  the  cler-story  shal  be  made  of  clene- 
asheler  groundid  upon  ten  mighty  pillars,  with  four  re* 
spounds:  that  ys  to  say,  two  above  joyning  to  the  qwere, 
and  two  beneth,  joyning  to  the  end  of  the  said  bodye." 
{Contract  for  the  Nave  of  Fotheringhay  Churchy  DugdaWs 
Mon.  AngL,  vol.  vi.  pt.  iii.  p.  1414.)  The  breadth  of  the 
nave  of  Eton  College  Chapel,  **  between  the  responders,*'  was 
directed,  by  the  Will  of  King  Henry  tlie  Sixth,  to  be  32  feet* 
(Nichols's  Royal  Wills,  p.  296.)  From  these,  and  similar 
passages,  it  appears  that  a  half  column,  or  a  pilaster  attached 
to  a  wall,  or  to  a  pillar,  and  responding,  or  corresponding,  to 
another  on  the  opposite  side  of  the  building,  was  called  a 
respond. 

Ressaunt,  Ressant,  (probably  from  ressentir,  old  Fr.,  mean- 
ing a  return),  a  name  employed  chiefly  in  the  Itinerary  of 
William  of  Worcester  (see  pp.  220  and  269).  It  meant  some 
moulding,  and,  probably,  from  its  form,  the  ogee.  In  one 
passage  a  double  ressaunt  is  mentioned.  A  ressaunt  lorymer, 
which  he  also  names,  might  have  been  so  called  from  the  cir- 
cumstance of  its  outer  edge  being  curved,  so  as  to  form  a 
drip,  or  larmier.    (  Willson,  Glossary  to  Pugin^s  Specimens.) 

Retable,  a  word  of  French  origin,  employed  to  designate  an 
altar-screen. 

Reticulated  Work,  a  species  of  masonry,  or  brickwork, 
formed  externally  by  small  square  stones,  or  bricks,  placed 
lozenge- wise,  and  presenting  the  appearance  of  net-work. 
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ThiSy  which  corresponds  with  the  apu$  rttUulatum  of  the 
Romans,  was  introduced  amongst  the  latest  specimens  of 
Tudor  architecture,  as  at  Hampton  Court,  Sic.  (See 
Chequers  and  Chequered.)  It  was  also  imitated  by 
mouldings,  crossing  each  other  diagonally,  on  pillars  of  some 
Norman  churches.  (See  Compartment  of  Durham  Cathe- 
dralf  interior,) 

Retro-Choir.    (See  Ladt-Chapel.) 

Reve  (Thomas),  '*of  the  paryssh  of  Seint  Sepulchre,  without 
Newgate  of  London,  Glasyer,''  in  conjunction  with  Galyon 
HooNB,  of  the  parish  of  St.  Mary  Magdalen,  South wark, 
Richard  Bounde,  of  the  parish  of  St.  Clement  Danes, 
and  Jambs  Nicholson,  of  St.  Thomas's  Hospital,  South- 
wark,  ako  Glasiers,  covenanted  with  the  provost,  &c.,  of 
King's  College,  Cambridge,  to  glase  18  windows  of  the 
chapel,  and  to  perform  other  works  there,  as  already  stated 
under  the  name  of  Nicholson.  (Brittons  Arch*  Antiqs.y 
vol.  i.  p.  16.) 

Revels,  Reveals,  from  revello^  Lat.;  as  applied  to  a  doorway 
or  a  window,  denote  their  vertical  sides  between  the  faces  of 
the  wall,  and  the  door,  or  the  window-frame. 

Revestry,  an  old  orthography  of  the  word  vestry.  (See 
Sacristy  and  Vestry.) 

Rib,  from  rib.  Sax.,  a  moulding  on  the  interior  of  a  vaulted 
roof.  In  the  eariiest  periods  of  the  art  of  vaulting,  the  ribs 
were  generally  flat  and  square  edged  (see  View  of  Crypto 
Canterbury  Cathedral) ;  subsequently  they  presented  a  con- 
vex surface,  and  were  variously  moulded,  clustered,  and 
ornamented.  They  are  generally  placed  on  the  groins  of 
the  vault,  and  sometimes,  also,  on  different  parts  of  the  sur- 
face, between  the  groins.  For  representations  of  ribs,  and 
full  particulars  of  their  ordinary  arrangements,  see  Plates 
of  Bosses  and  Rib-mouldings;  Tracery  of  Vaulted 
Ceilings;  the  articles  Groin,  Tracery,  and  Vault; 
and  Willis  $  Arch,  of  the  Middle  AgeSj  chap.  vii.  sec.  2.  The 
mouldings  of  timber  roofs,  and  those  forming  tracery  on 
walls,  and  in  windows,  are  sometimes  called  ribs. 

Richard  the  Carver,  in  conjunction  with  one  brother  Rowsby, 
a  monk,  was  employed  on  some  repairs  in  the  church  of 
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St.  Mary,  at  Stamford,  in  the  reign  of  King  Henry  the 
Sixth.  He  is  called  a  sculptor  by  Walpole. — Peck's  Antiqs. 
of  Stamford,  lib.  iv.  cap.  6. 

RiDOB,  the  upper  edge  of  a  roof,  which  was  often  ornamented 
with  moulded  tiles,  called  ridge^tiles,  or  crest^tiles;  also 
with  lead.  (See  Crest-tiles.)  Willis,  in  Arch,  of  the 
Middle  Ages,  p.  72,  applies  the  word  ridge  to  the  inter- 
section of  two  surfaces  of  a  vaulted  ceiling. 

Rode,  Rooe-sollbr.  (See  Roob,  Rood-loft,  and  Sola- 
rium.) 

RoDEBURN  (Thomas),  chancellor  of  the  university  of  Oxford, 
in  1420,  and  bishop  of  St.  David's,  built  the  chapel  of 
Merton  ClloUege,  Oxford. — Chalmerses  Hist,  of  the  University, 
vol.  i.  p.  9. 

Roger,  bishop  of  Sarum  from  1107  till  his  death  in  1139,  is 
styled,  by  some  of  our  chroniclers,  as  ''  the  great  builder  of 
churches  and  castles."  The  principal  works  entitling  him 
to  such  a  denomination  were  the  castle  at  Devizes,  consi- 
dered as  one  of  the  most  stately  edifices  in  England ;  another 
at  Sherborne,  little  inferior;  and  a  third  at  Malmesbury: 
he  expended  large  sums  of  money  in  completing  and  em- 
bellishing the  castle  and  the  cathedral  at  Old  Sarum. — 
DodswortKs  Salisbury  Cath.,  pp.  22,  24 ;  Britton's  Cath. 
Antiqs.y  Salisbury,  pp.  11,  12. 

Roger,  archbishop  of  York  from  1164  till  1181,  commenced 
rebuilding  his  cathedral  after  its  destruction  by  fire.  The 
old  choir,  with  the  crypt  beneath,  were  parts  of  his  work : 
the  former  was  taken  down  and  rebuilt  in  the  fourteenth 
century;  but  a  part  of  the  crypt  still  remains. — Britton's 
Cath.  Antiqs.,  York,  p.  30. 

Roll  and  Fillet-moulding,  a  convex  moulding  with  a  square 
fillet  projecting  from  its  face.  This  form  prevails  both  in 
horizontal  string-courses,  and  in  the  small  attached  shafts 
of  pillars  in  the  early  examples  of  pointed  architecture. 

Roman  Architecture,  is  that  method  or  style  of  composition 
in  building  practised  by  the  ancient  Romans.  It  is  said 
to  have  been  derived  originally  from  the  Etruscans;  but 
the  Romans  subsequently  adopted  the  Greek  orders  in 
their  public  and  private  edifices, — corrupting,  however,  the 
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beaoty  of  their  originala  by  tasteless  variatioDS  of  their  forms 
and  oraaments.  Perhaps  the  greatest  novelty  and  merit  of 
Roman  architecture  consisted  in  the  iDvention  and  extensive 
application  of  the  arch.  In  Rome  and  in  her  colonies  are 
magnificent  remains  of  temples,  amphitheatres,  baths,  pa- 
laces, circuses,  aqueducts,  cloaci,  fora,  basilicas,  mansolea, 
triumphal  arches,  and  columns.  The  introduction  of  Christ- 
ianity, and  the  decline  of  Roman  power,  greatly  modified, 
as  well  as  deteriorated,  the  architecture  of  the  Romans.  By 
employing  ranges  of  arches  resting  upon  columns,  without 
the  intervention  of  a  perfect  entablature,  as  in  the  palace  of 
Diocletian,  at  Spalatro,  &c.,  a  new  variety  of  architecture 
was  produced,  which  Gunn,  and  some  other  writers,  have 
termed  Romanesque :  and  in  which  the  character  of  the  pure 
Roman  architecture  was  first  essentially  altered.  In  Britain 
there  are  numerous  fragments  of  walls,  towers,  villas,  &c-, 
erected  hy  the  Romans ;  several  of  the  best  authenticated  of 
which  have  been  already  enumerated  in  the  article  Abchi- 
TECTUEE  —  AiiglO'Roman.  (See  also  Abch,  Domestic 
Architecture,  Mosaic,  Obdeb,  Pavement,  Temple, 
and  Villa.)  The  ecclesiastical  architecture  of  Europe  is 
commonly  traced  backwards  from  the  pointed  to  the  semi- 
circular arched  system,  and  from  the  latter  to  the  Roman. 
That  the  earliest  English  churches  were  imiutions  of  Roman 
buildings,  may  be  fairly  inferred  from  the  fact  that  most 
contemporary  writers  describe  them  as  in  "  ike  Roman 
mantur."    (See  Romanesque.) 

Roman  Bbickg,  or  Tiles,  are  amongst  the  vestiges  of  the 
architectural  works,  in  England,  attributed  to  the  Romana. 
They  are  generally  found,  in  horizontal  layers,  at  regular 
intervals  in  the  height  of  a  wall  of  rubble,  or  similar  mate- 
rials; and  frequently  round  the  curve  of  an  arched  doorway, 
or  window.  (See  Plate  I.  of  Arches,  fig.  I ;  Plate  I. 
of  Doorways,  fig.  1;  and  Plate  of  Windows,  figs.  1. 
and  2.)  Their  thickness  varies  from  one  to  two  inches,  and 
they  usually  measure  fourteen  inches  long,  by  eleven  inches 
in  width.  Rickman  (jln  Attempt,  ^c,  p.  3(X)}  considers  that 
similar  bricks  were  made  and  employed  by  the  Saxons  some 
time  after  the  departure  of  the  Romans  from  Britain.  (See 
Brick.) 
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RoMANESQU£  ARCHITECTURE,  a  name  employed  by^Gunn  in 
describing  that  variety  of  architecture  which  prevailed  after 
the  decline  of  the  Roman  empire;  viz.  from  the  reign  of 
Constantine  till  the  introduction  of  the  pointed  arch.  In 
most  of  its  details  the  Romanesque  was,  as  its  name  indicates, 
a  rude  imitation  of  Roman  architecture.  (  Historical  Inquiry, 
p.  6.)  Professor  Whewell  approves  of  this  application  of  the 
term,  observing  that  it  embraces  all  the  varieties  which  have 
been  denominated  Saxon,  Lombard,  Norman,  Byzantine,  Sic. 
{Arch.  Notes  on  German  Churches,  p.  31,  edit.  1835;  and 
see  Pugin^s  Examples  of  Goth.  Arch,,  vol.  ii.  p.  xii.,  where 
the  term  is  similarly  adopted  by  Willson.) 

Rood,  Roode,  pobe,  pob,  Sax.,  a  cross ;  a  crucifix,  or  image  of 
Christ  on  the  cross,  placed  in  a  church.  The  holy  rood,  as 
it  was  commonly  termed,  was  a  cross,  with  an  effigy  of  our 
Saviour,  generally  as  large  as  life.  It  was  elevated  at  the 
junction  of  the  nave  and  choir,  and  faced  the  western  entrance 
to  a  church.  To  render  it  complete,  figures  of  the  Virgin 
Mary  and  St.  John  were  placed  at  the  sides  of  the  cross 
(allusive  to  29th  chap,  of  St.  John,  v.  26).  In  the  case  of 
"  the  black  rood  of  Scotland,'*  in  Durham  Cathedral,  these 
figures — and,  in  Winchester  Cathedral,  the  rood  also — are 
said  to  have  been  made  of  silver,  but  they  were  commonly  of 
wood.  (Davies*s  Anc.  Rites,  Sfc,  p.  24,  and  Milner*s  Win^ 
Chester,  vol.  ii.  p.  33.)  In  most  large  churches  the  rood  was 
accompanied  also  by  figures  of  the  patron  saint,  angels,  and 
sometimes  other  personages.  (See  Bingham's  Orig.  Eccles., 
b.  viii.  ch.  vi.  s.  8;  Staveley's  Hist,  of  Churches,  p.  199; 
Fullers  Church  Hist.— Hist,  of  Waltham,  p.  16;  Fosb.  Brit. 
Mon.,  p.  501;  and  the  articles  Overharoe,  and  Rood- 
loft.)  The  rood  was  sometimes  called  a  patibU,  from  pati- 
bulumy  Lat.  {Owen  and  Blakeway's  Shrewsbury,  vol.  ii. 
p.  51.)  "A  paynted  cloth  to  hang  before  the  roode  in 
Lent,"  is  named  in  an  old  document  printed  in  Kempe's 
Loseley  Manuscripts,  p.  168. 

Rood-loft,  Rode-soller,  Perke,  terms  employed  to  de- 
note a  loft,  or  gallery,  in  a  church,  containing  the  rood  and 
its  appendages.  The  name  rode-soller  is  derived  from  rood, 
and  solarium,  Lat.,  a  loft,  or  garret :  in  a  similar  manner  the 
bell'soller  was  a  loft  in  a  tower  for  ringers  {BlomeJiekTs 


Norfolk,  Tol.  vi.  p.  69,  Bvo.  edit.)  The  rood-loft  was  termed 
the  perke  in  several  testamentary  documents ;  legacies  being 
bequeathed  "  to  find  lights  to  burn  before  the  perke"  {Blome- 
JUld,  vol.  ir.  p.  499.)  It  was  called  pegma  in  some  Latia 
writings ;  and,  on  account  of  the  figures  it  contained,  the 
ttatuarium  in  others. 

The  loft,  or  gallery,  thus  variouBly  denominated,  was 
generally  placed  over  the  chancel  screen  in  parish  churches, 
and  was  an  addition  peculiar  to  the  church  of  Rome.  The 
rood-loft,  or  gallery,  had  its  real  support  from  tie-beams, 
which  connected  it  with  the  walls  of  the  building;  but,  in 
the  decorative  construction,  it  appeared  to  rest  on  a  range  of 
arches,  or  muUions,  below :  so  that,  although  both  the  loft 
and  the  screen  are  generally  (as  in  the  remainder  of  this 
article)  included  under  the  name  of  rood-loft,  they  were,  in 
point  of  fact,  totally  independent  of  each  other. 

Rood-lofts  are  formed  both  of  stone  and  wood.  Eiam- 
ples,  of  the  former  material,  still  remain  in  sevenil  English 
cathedrals.  Those  in  York,  and  in  Canterbury  Cathedrals 
(already  described  under  Organ>screen)  display  great  rich- 
oese  of  workmanship,  but  are  exceeded  in  point  of  design 
by  several  others.  That  in  Lincoln  Cathedral  is  regarded 
by  some  an^quaries  as  the  best.  At  St.  David's,  a  rood- 
loft,  of  the  fourteenth  century,  formerly  of  surpassing  beauty, 
is  at  present  almost  a  ruin ;  having  been  injured  by  the  sink- 
ing of  the  central  tower.  This  was,  in  fact,  as  were  some 
wooden  rood-lofts,  double ;  the  spaces  on  each  side  of  the 
central  archway,  between  the  eastern  and  western  screen, 
being  occupied  by  monuments.  In  the  double  screen  at 
Oilden-Morgan,  Cambridgeshire,  the  corresponding  places 
are  appropriated  as  pews.  Other  stone  rood-lofls  of  fine 
design  are  remaining  in  Exeter  (see  Britton's  Catk.  Antiqi., 
Exeter),  and  in  other  cathedrals :  also  in  St.  Alban's  Abbey 
Church,  and  some  other  churches. 

Wooden  rood-lofts  are  of  two  kinds;  viz.  vaulted,  and 
panelled.  Vaulted  rood-lofts  (somewhat  resembling  that  of 
stone  at  Exeter)  are  constructed  upon  pillars  and  open 
arches ;  being  generally  of  rather  earlier  date  than  panelled 
ones.  That  of  Clynog-Vawr,  in  Carnarvonshire,  was  per- 
haps erected  late  in  Uie  thirteenth  century :  that  of  Llan- 
rwst,  in  Denbighshire, — a  splendid  work,  removed  from  the 
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abbey  of  Maenan, — early  in  the  fourteenth.  At  Conway  is 
a  very  rich  one,  of  later  date,  with  fan-groining ;  resembling, 
in  its  general  effect*  that  of  Dartmouth*  in  Devonshire.  (See 
Lysons's  Mag.  Brii,,  Devonshire.)  A  panelled  rood-loft  is 
usually  placed  upon  a  range  of  muUions  with  tracery  be- 
tween them.  0?er  the  mullions  there  is  usually  a  rich  run- 
ning border,  in  a  casement  moulding,  displaying  the  wildest 
varieties  of  the  carved  vine.  Above  the  latter*  the  east  and 
west  faces  of  the  gallery  project  upon  a  coved  ceiling ;  which 
ceiling  has  generally  rectangular  panels  covered  with  tracery 
disposed  in  circles*  and  many  other  geometrical  patterns. 
The  upright  faces  of  the  galleries  consist*  both  in  the  vaulted 
and  panelled  rood-lofts*  of  statues  under  canopies  facing  the 
west*  and  elaborate  tracery  on  the  side  next  the  altar;  or  of 
tracery  on  both  sides.  In  each  of  these  varieties  there  is  a 
basement,  about  three  feet  high,  interrupted  only  by  the 
central  arch.  This  arch,  in  the  panelled  rood-loft,  is  the 
richest  part  of  the  work,  and  is  often  placed  between  two 
others,  east  and  west  of  it,  higher  than  itself,  helping  to 
support  the  gallery  ceiling*  and  resUng  on  distinct  piers.  In 
this  complex  arrangement*  which  nothing  but  a  model  could 
render  clear  to  those  who  have  not  seen  it,  the  architects  of 
the  middle  ages  have  manifested  much  fancy  and  originality. 
The  central  archway  was  closed  either  by  doors*  gates,  or 
curtains ;  and  the  loflk  above  was  reached  by  means  of  a 
straight  or  winding  staircase*  placed  either  in  the  wall  of  the 
church ;  in  an  exterior  turret,  which  rose  above  the  summit 
of  the  building ;  or  attached  to  one  of  the  piers  of  the  central 
tower.  Part  of  a  beautiful  rood-lofl,  in  St.  Patrishew's 
Chapel,  near  Crickhowel,  Brecknockshire,  is  represented  in 
Hoare^s  Giraldus  Cambrensis,  pi.  v.  fig.  3.  In  the  church 
of  Newtown,  Montgomeryshire*  is  a  part  of  that  which  once 
belonged  to  Abbey  Cwmhir,  in  Radnorshire,  and  which  re- 
tains much  of  the  gilding,  and  the  white*  red,  green*  and 
blue  colours,  with  which  this,  as  other  rood-lofts*  was  pro- 
fusely decorated.  At  the  church  of  Pennant  Melangell*  in 
the  same  county,  the  remnants  of  a  rood-loft  exhibit  the 
legend  of  St.  Monacella*  executed  in  coarse  carving  on  the 
running  border;  and  it  may  be  generally  observed  that  a 
wild  freedom,  both  of  design  and  workmanship,  is  peculiar 
to  this  kind  of  screen-work. 


The  rood-loft,  according  to  Dr.  Milner  {Hut.  of  Win- 
chester, Tol.  ii.  p.  33),  and  a  writer  in  the  Gentleman's  Maga- 
zine (vol.  Ivii.  p.  661),  was  the  place  whence  Bermons  were 
addressed  to  the  congregations  in  the  naves  of  churches,  on 
four  Sundays  in  every  year.  This  opinion  is,  however,  con- 
troverted by  Mr.  Gunn.  (See  Hist.  Inquiiy,  p.  220,  and 
the  article  Jube.)  Id  Protestant  churches,  the  place  of  the 
rood-loft  is  now  occupied  by  theor^an(sceOBGAN-scBEEN); 
and,  according  to  some  authorities,  the  rood-loft  was  used 
by  musicians  in  Roman  Catholic  times.  {Milner,  ut  tup.; 
and  Foib.  Brit.  Mon.,  p.  283.) 

It  appears  that,  in  some  instances,  a  plain  beam  of  tim- 
ber, extending  across  the  church,  was  the  only  support  for 
the  rood.  This  is  still  the  case  in  many  foreign  cathedrals 
{Woods's  Letters  of  an  Arch.,  vol.  i.  p.  212),  as  at  Milan, 
8lc.  ;  and  the  beam  still  remains  in  some  English  churches. 
At  Salisbury  Cathedral  a  timber  so  placed,  and,  in  all  pro- 
bability, so  appropriated  at  an  early  period,  was  removed 
during  the  alterations  made  by  the  late  Mr.Wyatt.  {Dods- 
woTtk's  Salisburt/  Cathedral,  p.  181.)  For  observations  on, 
and  representations  of,  ancient  rood-lofts,  see  Otoen  and 
Blakeicay's  Shrewsbury,  vol.  ii.  p.  51 ;  Peck's  Desiderata 
Curiosa,  p.  305 ;  Collie's  Illustrations  of  Glasgow  Cathedral, 
folio  (1836),  pis.  16,  18 ;  Bridgens's  Sefton  Church :  Wild's 
Lincoln  Cath.,  pis.  8, 13 ;  Lysuns's  Mag.  Brit.,  Camb.,  p. 69 ; 
Kempe'sLosele  If  Manuscripts,^.  162;  and  the  articles  Rsbe- 
Dos,  Rood,  and  Screen. 

RooD-TowEB,  Rood-Steeple,  were  phrases  sometimes  ap- 
plied to  the  tower,  or  steeple,  at  the  intersection  of  the  nave 
and  transept  of  a  church.  (See  Chdbch,  Stebplb, 
Tower,  and  Transept.) 

Roof,  pop,  hnop.  Sax.,  efofn,  Bjofoe,  Gr.,  from  ifspsj,  to  cover; 
toit,  Fr.,  tetto,  Ital.,  dach,  Ger.;  the  exterior  covering  of 
a  building.  The  roofs  of  Egyptian  temples  were  generally 
flat,  formed  by  large  slabs  of  stone ;  and  their  lower,  or  inner 
surfaces,  or  ceiUngs,  were  painted  with  various  devices. 
Those  of  the  Greek  temples  were  very  slightly  inclined,  to 
'  allow  the  rain  to  run  oS;  their  peculiar  form  producing  low 
and  flattened  pediments  at  each  end.  Roman  roofs  were  of 
various  forms.    The  knowledge  of  the  science  of  vaulting  in 
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stone  and  brick,  enabled  the  Romans  to  employ  those  mate- 
rials in  cupolas  and  other  roofs :  and  of  their  skill  in  timber- 
roofing,  we  have  evidences  in  the  different  details  given  by 
Vitruvius.  In  the  middle  ages  roofs  were  generally  framed 
of  wood;  whilst  the  large  churches  were  usually  finished, 
internally,  by  vaulted  ceilings,  of  stone.  A  very  singular 
roofy  covering  a  chapel  attached  to  Willingham  Church, 
Cambridgeshire!  is  delineated  in  Lysons*s  Mag.  Brit.,  Camb,, 
p.  285.  It  is  constructed  entirely  of  stone,  without  any  tim- 
ber, having  bold  ribs  springing  from  corbels :  it  has  an  acute 
pitch.  Another,  of  a  similar  construction,  covers  the  porch 
of  Bameck  Church,  Northamptonshire.  Some  other  varie- 
ties of  stone  roofs  will  be  noticed  in  the  article  Vault  :  on 
the  present  occasion  the  remarks  will  be  confined  to  those 
of  timber.  These  roofs  generally  consisted  of  two  sloping 
sides,  formed  by  rafters  and  inferior  timbers,  and  connected 
at  their  lower  extremities  by  tie-beams.  They  were  usually 
covered,  externally,  by  lead,  shingles,  slates,  tiles,  or  other 
materials ;  and,  when  left  open  to  the  interior,  the  rafters  were 
frequently  moulded  into  ornamental  ribs,  forming,  by  their 
intersections,  rectangular  panels.  At  these  intersections, 
painted  and  gilded  bosses  were  frequently  placed ;  and  the 
panels  were  also  sometimes  painted.  In  this  form  they  were 
called  rafter-roofs,  or  beam-ceilings.  Some  beautiful  and 
curious  examples  of  open  timber  roofs  remain  in  the  abbey 
church  at  St.  Alban's,  the  churches  of  Cirencester,  Great 
Malvern,  Lavenham,  Stratford-upon-Avon,  and  Yarmouth, 
and  in  many  other  buildings.  The  collegiate,  castellated^ 
and  palatial  halls  of  England  afford,  perhaps,  the  most  mag- 
nificent examples  of  ancient  timber  roofs  in  the  world.  To 
enumerate  the  beauties  and  peculiarities  of  these,  would  re- 
quire more  space  than  the  limited  extent  of  this  volume  can 
afford.  That  of  Westminster  Hall,  with  others  at  Eltham, 
Hampton  Court,  and  the  colleges  of  Oxford,  are  engraved 
and  described  in  Pugin's  Specimens^  and  Examples  of  Gothic 
Arch,:  and  others  at  Crosby  Hall,  London,  Wollaton  Hall, 
&c.,  in  Britton*s  Arch.  Antiqs,  of  Great  Britain.  That  of 
Lambeth  Palace  is  represented  and  described  in  Braytey*s 
History^  S[c.  of  Lambeth  Palace.  See  Plate  I.  of  Arches, 
fig.  20,  for  a  part  of  the  roof  of  Crosby  Hall,  London ;  and, 
for  other  ancient  rooiii,  see  the  Compartments  of  Exeter, 
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Durham^  and  Canterbury  Cathedrals,  in  the  accompanying 
plates.  The  pitch  of  a  roof  is  the  angle  which  it  forms  with 
the  wall  of  the  building.  In  eastern  countries  the  roofs  of 
houses  and  public  buildings  are  flat,  or  but  slightly  inclined. 
In  the  more  western  and  northern  nations  the  pitch  is  com- 
paratively lofty,  to  throw  off  snow  and  water.  In  many 
instances  in  England,  roofs  were  at  first  very  highly  pitched ; 
and  afterwards,  when  repairs  were  necessary,  they  were 
lowered.  This  is  shewn  by  the  marks  left  on  many  old 
central  towers,  where  roofs  of  lofty  have  been  removed  for 
others  of  lower  pitch ;  as  at  Hereford  and  Oxford  Cathedrals, 
&c.  (See  Wood-cut  of  Spires,  fig.  6;  and  Plate  of 
Towers,  fig.  9.)  See,  also,  Smith's  Engraved  Specimens  of 
Anc.  Carpentry,  consisting  of  Framed  Roofs  from  various 
Ancient  Buildings,  4to.  1787;  and  the  articles  Chare- 
ROFFED,  Collar-beam,  Comblea,  Common-pitch, 
CoMPASs-RooF,  Crest-tiles,  Cupola,  Dome,  False- 
RooF,  Gable,  Gothic-pitch,  Hammer-beam,  King- 
post, Lantern,  Lead,  Louvre,  Pediment,  Queen- 
post,  Rafter,  Ridge,  Shingle,  Tie-beam,  Thatch, 
Tile,  and  Vault. 

Room,  j\um.  Sax.,  chambre,  appartement,  salle,  Fr.,  camera, 
Ital.,  raum,  Ger.;  an  interior  space,  or  division  of  a  house, 
separated  from  the  remainder  by  walls,  or  partitions,  and 
entered  by  a  doorway.  The  principal  rooms  of  ancient 
houses  and  monasteries  are  noticed  under  their  respective 
names;  as  Gallery,  Hall,  Parlour,  Refectory,  &c. 
The  floors  of  the  rooms  in  old  buildings  were  formed  either 
with  boards,  stones,  earth,  or  other  materials,  and  were 
generally  covered  by  rushes,  or  rush-mats;  their  walls  by 
tapestry,  or  wainscot-panelling ;  and  their  roofs  by  elaborate 
timber-work.  (See  Domestic  Architecture,  Draw- 
iNG-KooM,  Kitchen,  Paradise,  &c.  &c.) 

Rose,  Rosette,  an  ornament  sculptured  on  each  face  of  the 
abacus  of  some  Corinthian  capitals ;  also  an  ornament  re- 
sembling a  rose,  frequently  occupying  the  soffit  of  a  corona, 
or  the  coffer  of  a  ceiling,  in  buildings  of  the  classical  orders ; 
and  also  in  the  moulding  of  an  arch  in  some  Anglo-Norman 
edifices.    As  a  badge  of  the  Tudor  family,  the  same  flower 
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is  sculptured  in  many  parts  of  the  buildings  erected  whilst 
they  reigned  in  England.    (See  Engraved  Title-pagb.) 

Rose-window.     (See  Window.) 

Rostrum,  Lat«,  literallyy  the  beak  of  a  bird ;  also,  the  beak,  or 
fore-part,  of  the  head  of  a  ship :  the  elevated  platform,  or 
stage,  in  the  forum  of  ancient  Rome,  from  whence  public 
orators  addressed  the  people:  so  called  from  its  basement 
having  representations  of  the  prows  of  ships.  Generally 
speaking,  a  rostrum  is  any  platform  in  a  hall,  or  assembly- 
room,  whence  a  speaker  addresses  an  audience. 

Rotunda,  rotondo,  Ital.,  a  building  circular  in  plan,  both  in- 
ternally and  externally.  The  most  celebrated  building  of  this 
class  is  the  Pantheon,  at  Rome.    (See  Round  Church.) 

Rough-cast,  a  species  of  plaster  to  cover  the  exterior  of  a 
building,  containing  a  mixture  of  lime,  small  shells,  or  peb- 
bles, fragments  of  glass,  and  similar  materials. 

Rough-setter,  a  mason  who  only  built  with  rough,  or  ham- 
mered stone;  in  contradistinction  to  the  free-mason,  who 
wrought  with  the  mallet  and  chisel.  William  Horwode, 
Free-mason,  the  contractor  for  building  the  nave  of  Fother- 
inghay  Church,  was  to  set  **  nether  mo  nor  fewer  free- 
masons, rogh'setters  ne  leyes,''  upon  the  said  work,  than  he 
had  authority  for.  (Dugdale^s  Mon.  AngL,  vol.  vi.  pt.  iii. 
p.  1416.) 

Round,  an  old  term  signifying  a  turret  or  tower,  of  a  circular, 
or  nearly  circular,  form ;  also,  a  room  within  such  a  turret. 

Round  Church.  (See  Church.) 

Round  Tower.  (See  Tower.) 

RovEZZANO  (Benedetto  da),  called  also  Benedict  the  Carver; 
a  Florentine  sculptor,  employed  by  Cardinal  Wolsey  to 
construct  a  tomb  in  the  tomb-house  at  the  east  end  of 
St.  George's  Chapel,  Windsor.  King  Henry  the  Eighth 
afterwards  employed  him  to  complete  the  same  tomb  for 
him,  in  a  more  sumptuous  manner.  It  was  to  have  com- 
prised, in  carvings,  133  statues,  and  44  stories,  or  bas-reliefs ; 
but,  the  artist  dying  soon  after  1550,  it  was  never  finished. 
In  1646,  it  was  demolished  by  order  of  the  parliament. 
(  Walpole*s  Anecdotes,  by  Dallaway,  i.  184.) 
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RowsBY  (Brother),  a  monk,  was  engaged,  in  conjunction  with 
Richard  the  Carver,  on  some  repairs  in  the  church  of  St. 
Mary,  at  Stamford,  in  the  reign  of  Henry  the  Sixth.  {Wat- 
pole's  Anecdotes,  by  Dallaway,  i.  71.) 

Royal  Glass,  Ryall  Glas,  painted  glass.  "  RoiatI  glas 
futfylled  with  ymagery,"  is  noticed  in  the  Sqmre  of  Low 
Degree. 

RvNic-KNOT,  Danish-knot,  a  twisted  ornament  common  oo 
buildings  of  the  Anglo-Saxon,  or  Danish  era.  (See  Knot, 
and  Plate  I,  of  Cbobses,  fig.  I.) 

Rushes  were  formerly  used  on  the  floors  ofchnrches,  and  also  on 
those  of  private  roomi,  for  carpets.  Hentzner  slates  that  the 
floor  of  the  presence  chamber  at  Greenwich  was  strewed  with 
hay.  In  accounts  relating  to  St.  Mary's  Church,  Shrewsbury, 
is  an  entry  of  payment  for  "  seven  burthen  onrushes — It.  9d'' 
(Owen  and  Blakeway'i  Shrewsbury,  vol.  ii.  p.  359);  and  in 
others  ofHengrave  Hall,  Suffolk  (1527),  "for  nishes  for  the 
chambers,  ij.s."  {Gage's  Hengrave,  p.  48.)  A  manuscript 
in  the  British  Museum  (Cott.  Claud.,  b.  vi.  195,  ]96)  enu- 
merates certain  festival  days  on  which  the  choir  of  a  church 
was  strewed  with  rushes,  hay,  sand,  or  ivy-leaves.  It  was 
formerly  a  practice  to  celebrate  the  consecration  of  a  church, 
or  the  anniversary  of  the  saioL  to  whom  it  was  dedicated,  by 
carrying  garlands  of  rushes  and  flowers  in  procession  to  the 
church  door.  This  practice  is  still  continued  in  some  parts 
of  England. 

Russell  (John),  was  bishop  of  Lincoln  from  1480  to  1494, 
having  previously  filled  the  see  of  Rochester.  He  added  a 
chapel  on  the  south  side  of  the  cathedral  of  Lincoln,  and 
built  great  part  of  the  episcopal  palace  at  Buckden.  {Beau- 
ties of  England  and  Wales,  vol.  ix.  Lincolnshire,  p.  622.) 

Rustic  Work,  a  mode  of  building  in  which  the  faces  of  the 
stones  employed  are  left  rough,  only  the  sides  where  they  are 
intended  to  unite  being  wrought  smooth.  Several  examples 
of  this  mode  ofworkuanship  are  found  amongst  the  buildings 
of  antiquity;  and  in  the  designs  of  the  Italian  architect, 
Bruneleschi,  it  formed  a  prevailing  feature. 

Rustic  Quoin,  a  stone  at  the  angle  ofa  building,  projecting 
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from  the  surface  of  the  wall,  and  haying  its  edges  bevelled. 
(See  Coin  and  Quoin.) 

Byfaat,  possibly  from  refente,  Fr.,  a  cleft,  or  groove;  a  word 
applied  to  the  gables  of  a  turret  of  King's  College  Chapel. 
In  one  of  the  original  agreements  for  the  erection  of  the  edi- 
fice in  question,  are  **  fynyalls,  rt(faat  gabbletts,"  &c. 

Rtsts  : — *'  vj.  dayes  worke  for  stoppyng  of  the  rysts  in  the  roffe 
[of  the  king's  great  chamber  in  the  Tower  of  London]  for 
colors  laying.''  (Survey^  temp.  Henry  VIII.,  in  Bayley's 
Hi$i.  of  the  Tower,  pt.  i.  app.  p.  ziz.) 


Sacbllum,  a  monumental  chapel  within  a  church  (seeCu  apbl)  : 
also  a  small  chapel  in  a  village.  {Fosb.  Enc.  of  Aniiqs.,, 
p.  623.) 

Sacrarium,  Lat.,  a  small  fSeimily-chapel  in  a  Roman  bouse» 
devoted  to  a  particular  deity :  also,  the  cella,  penetrale,  or 
adytum  of  a  temple.  As  denoting  a  receptacle  for  any  thing 
sacred,  the  word  was  sometimes  applied  to  the  sacristy  and 
the  piseina.    (See  under  each  word.) 

Sacring  Bell.    (See  Saint's  Bell.) 

Sacristy,  sacristief  Fr.,  sacrutia^  Sp.  and  Ital.,  from  sacer, 
Lat.,  sacred;  a  strong  room  in,  or  attached  to,  a  church, 
where  the  sacred  vestments  and  the  utensils  belonging  to  the 
altars  were  placed.  It  was  also  termed  the  sextry,  the  ves- 
tiary,  the  $alutatorium^  and  the  secretarium:  its  modern 
name  is  the  vestry.  It  was  the  duty  of  the  oflScer  of  the 
sacristy  (who  was  termed  a  sacristy  sacristan,  or  secretarius) 
to  take  charge  of  the  vestments,  bells,  and  clocks ;  to  ring 
the  saint's  bell ;  and  to  perform  a  variety  of  other  offices.. 
(See  Secretarium;  Fosb.  Brit.  Mon.,  pp.  185,377;  and 
Milner^s  Winchester,  vol.  ii.  p.  30.) 

Saint,  from  sanctus^  Lat.,  a  person  sanctified,  or  canonized,  by 
the  church  of  Rome.  The  Catholic  calendar  commemorates 
an  immense  number  of  persons  regarded  as  saints.  Albaa 
Butler  has  devoted  eight  octavo  volumes,  abounding  in  the 
most  marvellous  and  romantic  fictions,  to  a  description  of 
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tbeir  lives,  miracles,  priratioDs,  mortifications,  and  sofierings. 
Staveley  (Hist,  of  Churches,  pp.  12U126)  conteoda  that 
churches  were  not  dedicated  to  the  worship  of  the  sainta 
whose  names  they  bore,  but  were  merely  so  named  to  excite 
a  reverence  for,  and  emulation  of,  their  presumed  virtues. 
By  certain  ecclesiastical  synods  and  decrees  it  appears  that 
parishioners  were  required  to  place  an  image  of  the  patron 
saint,  or  a  tablet  inscribed  with  his  name,  in  every  church. 
Besides  this  figure,  a  number  of  effigies  of  other  saints  were 
sculptured,  both  on  the  exteriors  and  interiors  of  large 
churcbes,  and  painted  on  the  glass  in  their  windows;  each 
figure  being  identified,  and  distinguished  from  the  others,  by 
its  peculiar  attribute,  or  emblem.  Some  chapels  in  France  are 
called  Saintes  Chapelles,  from  containing  a  number  of 
relics  ofsainta.    (See  Cha  pel  and  Reliqu  aby,  mb.  Relics.) 

Saints'-bell,  Sancte-bell,  Sanctus-bell,  Sauncb-bbll, 
Sance-bell  {from  sancte  and  Mancliis,  Lat.),  and  Sacring- 
BELL  (from  iocre.  Ft.,  sacred);  a  small  bell  rung  when  the 
priest  repeated  that  verse  of  the  Te  Deum — "  Sancte,  sancte, 
sancte,  Deus  sabaoth."  It  was  either  portable,  or  fixed  in  a 
turret  on  the  roof  of  a  church.  In  the  latter  case  its  rope  de- 
scended into  the  choir  near  the  altar.  Warton  mentions  "  a 
loiv,  square  tower  (at  the  west  end  of  Kiddington  Church, 
Oxfordshire),  containing  three  large  bells,  and  a  sanclus-bell, 
or  laint's-bell."  (Hist,  of  Kiddington,  p.  14.)  In  an  invent- 
ory relating  to  the  church  of  St.  Mary  Magdalen,  Ber- 
tnondsey,  is  the  item  "iiij.  bells  and  a  sancf'ie//."  {Kempt's 
IjOteleif  MSS.,  p.  169.)  Du  Cange,  v.  Rota,  mentions  a 
wheel,  full  of  small  belU,  which  was  attached  to  the  wall 
near  the  altar,  and  whirled  round  at  the  reading  of  the 
passage  in  question.  (See  Owen  and  Blakeway'i  Shretos- 
bury,  ii.  344;  and  Walker's  Contin.  of  Pugin,  pt.  iii.) 

Sais,  or  SfeEZ  (John  de),  abbot  of  Peterborough  from  1114  to 
1125,  laid  the  foundation  of  a  new  church  there  in  1117; 
generally  supposed  to  be  the  origin  of  the  present  cathedral. 
He  died,  however,  before  its  completion. — Brilton's  Cath. 
Atitii/s.,  Pelerboroagh,  pp.  16,  86. 

Sally-port,  a  postern  gate,  or  passage  under  ground,  from 
the  inner  to  the  outer  works  of  a  fortification,  intended  as  a 
passage  for  the  garrison  to  sally  from,  or  pass  through. 
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Saloon,  Milone»  Ital.,  from  saUif  a  hall;  salon,  Fr.  and  Sp.;  a 
lofty  spacious  apartment  in  a  house,  palace,  or  theatre. 

Salopia  (Ralph  de).    (See  Ralph  de  Erghvm.) 

Sanctuary,  zanctuaircy  Fr.,  santuario,  Ital.  and  Sp.,  sanctua- 
rium^  Lat.»  from  sanctus^  sacred;  a  sacred  place.  In  the 
Bible  we  find  the  word  particularly  applied  to  the  temple  of 
Jerusalem,  and  to  its  most  sacred  part.  (See  Sanctum 
Sanctorum.)  The  same  term  is  often  employed  to  desig- 
nate the  sacred  parts  of  Egyptian,  Greek,  and  Roman  tem- 
ples (see  Cell,  Cella);  and  to  the  presbytery,  or  space 
surrounding  the  high  altar  of  a  Christian  church.  In  a  sense 
not  far  removed  from  this.  Captain  Smyth  mentions  **  a 
sanctuary  (in  the  cathedral  of  Messina)  for  the  reception  of 
what  are  said  to  be  sacred  bones,  and  other  food  for  bigotry. 
It  is  a  sort  of  adytum  inside  a  little  chapel  to  the  left  of  the 
great  altar,  where,  in  caskets  and  phials,  are  preserved  an 
arm  of  St.  Paul,  some  blood  of  St.  Mark,"  Sec.  Sec.  {Smyth's 
Sicily  and  its  Islands,  p.  120.)  The  word  became  gradually 
applied,  also,  to  the  whole  of  the  buildings,  and  even  to  the 
suburbs  of  a  church.  (See  CalmeVz  Diet,  of  the  Bible,  sub. 
voca;  and  BinghanCs  Origines  Eccles.,  b.  viii.  ch.  ii.  s.  i.) 

In  the  middle  ages  a  sanctuary,  or  asylum^  was  a  build- 
ing, or  place,  devoted  to  the  observance  of  a  very  peculiar 
custom,  and  is  thus  defined  by  Mr.  Pegge: — '^  a  building, 
or  place,  privileged  by  a  sovereign ;  whence  such  criminals 
or  debtors  as  fled  to  it  for  protection  could  not  be  forcibly 
taken  without  sacrilege  and  impiety."  {Archteologia,  vol.  viii. 
p.  3.)  This  privilege  has  been  traced  by  some  antiquaries, 
but  with  little  probability,  to  the  time  of  Nimrod.  It  was 
most  probably  established  by  the  Hebrews  from  tenderness 
to  those  who  might  have  committed  accidental  ofiences:  — 
from  that  people  the  custom  was  adopted  by  the  Greeks, 
who  gave  to  it  the  name  of  a^\ta ;  and  to  the  deity  who  pre- 
sided over  a  sanctuary,  that  of  ^lo^  acuXouog.  The  Romans 
seem  to  have  abused  the  privilege  to  a  considerable  extent, 
and  the  Christians  of  the  middle  ages  still  further.  There 
are  several  instances  of  grants  from  Anglo-Saxon  monarchs 
of  the  right  of  sanctuary  to  particular  places:  amongst 
which  may  be  mentioned  those  to  Westminster,  Beverly, 
and   Ripon,  which  were  amongst  the  most  celebrated  of 
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ancient  sftnctuaries.  The  Temple,  and  the  churches  of  St. 
MarUn  )e  Grand,  and  St.  Martin  le  Bow,  London,  had  also 
the  same  privilege  specially  granted  them  :  but  all  churches 
and  churchyards  were  regarded  as  sanctuaries  till  the  time  of 
Henry  the  Eighth.  The  peculiar  regulationB  of  the  sanc- 
tuary at  Durham  are  detailed  in  HuUhimon'i  Durham,  i. 
39,  ii.  227;  Daviess  Anc.  Rites,  p.  53;  and  some  general 
regulations  of  aucb  places  in  the  essay  by  Mr.  Pegge,  on 
the  history  and  peculiarities  of  sanctuaries,  already  referred 
to.  {Archaologia,  rol.  viii.)  A  remarkable  instance  of  the 
violation  of  the  privilege  of  sanctuary  by  murder,  within  the 
abbey  church  at  Westminster,  in  the  year  137U,  with  the 
punishments  inflicted  in  consequence,  by  the  archbishop  of 
Canterbury,  is  narrated  in  Brayley  and  Britton's  Aiic.  Palace 
at  Wetlm.,  p.  257.  Any  violence  committed  within  the  pre- 
cincts of  a  royal  palace  was  severely  punished ;  nor  is  an 
arrest  there  allowable  bylaw  at  the  present  day.  The  palace 
of  Holyrood,  Edinburgh,  is  still  a  refuge  for  debtors,  having 
a  peculiar  and  exclusive  legal  jurisdiction. 

Besides  privileged  sanctuaries,  there  were  formerly  parts 
of  London  where  illegal  associations  afforded  prot«ction  to 
the  worst  of  characters.  Such  was  the  White  Friars,  or, 
as  it  was  formerly  termed,  Ahatia.  A  frightful  picture  of 
the  enormities  practised  at  this  place  is  exhibited  in  Sir  W. 
Scott's  novel  of  the  "  Fortunes  of  Nigel ;"  serving,  in  con- 
junction with  the  abuses  of  legal  sanctuaries,  to  shew  the 
imperative  necessity  of  parliamentary  interference.  In  the 
reign  of  James  the  First,  the  right  of  sanctuary  was  abolished 
throughout  the  kingdom. 

In  the  first  volume  of  the  Archaologia,  p.  41,  are  plans, 
an  elevation,  and  a  section,  with  a  description,  by  Stukeley, 
of  a  square  building  adjoining  the  abbey  at  Westminster, 
which  he  terms  the  sanctuary.  It  had,  on  each  of  its  two 
floors,  a  lingular  cruciform  apartment ;  the  angles  of  which, 
on  the  lower  floor,  were  built  up,  and,  on  the  upper  floor, 
formed  smaller  detached  rooms.  This  building,  Stukeley 
attributes  lo  the  time  of  Edward  the  Confessor.  See  Stavt- 
letf's  History  of  Churches,  pp.  165-177;  Fosb.  Brit.  Mon., 
363, 45 1  j  and  Kempt  t  Hist.  Notices  of  St.  Martin's  le  Grand. 

Sanctum  Samctobcm,  or  Holy  of  Holies;  the  most  sacred 
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part  of  the  temple  of  Jerosalem,  containing  the  ark  of  the 
covenant.  Into  this  apartment  the  high-priest  only  was 
allowed  to  enter,  and  that  but  once  in  a  year.  The  same 
term  was  applied  to  a  corresponding  part  of  the  tabernacle 
in  the  wilderness.  Both  in  this  sense,  and  in  its  occasional 
application  to  Egyptian,  Grecian,  and  Roman  temples,  and 
to  Christian  churches,  the  term  is  synonymous  with  51111c- 
tuary.  (See  Calmei's  Did.  of  the  Bible,  Cell,  Cella, 
and  Sanctuary.) 

Sandstone.    (See  Stone.) 

Sanoallo  (Antonio  de),  a  Florentine  architect,  was  employed 
under  Bramante,  in  1512,  and  afterwards  succeeded  his  uncle, 
Giuliano,  as  architect  of  St.  Peter's,  at  Rome,  in  conjunction 
with  Raphael.  The  model  of  his  design  for  that  church  is 
represented  and  described  in  Woods*s  Letters  of  an  Arch., 
vol.  i.  p.  363 ;  and  his  principal  works,  with  those  of  his 
brother,  and  of  his  two  maternal  uncles — all  of  them  archi- 
tects, but  of  less  repute  than  Antonio — are  enumerated  in 
MiliziaU  Lives. 

Saracenic  Architecture,  a  term  employed  by  some  authors 
to  designate  the  pointed  system,  which  they  suppose  to  have 
been  derived  by  Europeans  from  the  Arabs,  or  Saracens^ 
during  the  Crusades.  Sir  Christopher  Wren  seems  first  to 
have  given  publicity  to  this  assertion;  and  his  theory  has 
been  partially  or  entirely  adopted  by  Stukeley,  Strutt,  War- 
burton,  R.  P.  Knight,  Haggitt,  and  other  writers,  and 
still  prevails  to  a  limited  extent.  (See  Pointed  Archi- 
tecture, and  Britton*s  Chron.  Hist,  of  Christian  Arch., 
pp.  ix.-xii.)  The  opinion,  however,  that  the  pointed  style 
was  a  gradual  modification  of  the  architecture  of  Byzantium, 
effected  through  the  medium  of  the  Lombards,  Normans, 
&c.,  has  a  greater  degree  of  probability.  (See  Hope*s  Hist, 
of  Arch.,  pp.  147,  376.) 

Sarasin,  Sarrasinb,  a  portcullis.    (See  Portcullis.) 

Sarcophagus.  (See  Tomb.) 

Saxon  Architecture,  or  Anglo-Saxon  Architecture, 
denotes  the  manner  of  building  adopted  in  England  in  the 
four  centuries  preceding  the  Norman  conquest.    Whether 
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any  perfect  edifice  erected  in  that  period  remains,  is  a  ques- 
tion which  has  excited  ample  discussion.  Stukeley,  Carter^ 
and  King,  attributed  many  buildings  of  the  ^itg/o- Norman 
class  to  the  Saxons ;  and  Rickman  has  given  a  list  of  twenty 
churches,  or  parts  of  churchesy  in  England,  which  he  sup- 
poses to  be  anterior  to  the  Norman  conquest.  (An  Attempt^ 
Sfc,  4th  edit.  p.  301.)  For  the  opinions  of  different  writers, 
the  student  may  consult  a  paper  by  Mr.  Wilkins,  in  the 
twelfth  volume  of  the  Archaologia;  Whitaker*s  Anc.  Cath, 
of  Cornwall  J  vol.  i.  pp.  104-143 ;  Tumer^s  Hist,  of  the  An-- 
glo-SaxonSf  vol.  ii.  p.  41 1 ;  Pugin's  Specimens,  vol.  ii.  p.  xi. ; 
Hopes  Hist  of  Arch.,  pp.  217,  251,  279  ;  Dallaways  Engl. 
Arch.,  pp.  22-29,  68;  Britton's  Chron.  Hist,  of  Christian 
Arch.,  pp.  113-133;  and  the  articles  Architecture* 
Tower,  and  Window. 

Saxulphus,  was  nominated  abbot  of  Medehampstead  (after- 
wards called  Peterborough),  on  the  foundation  of  the  monas- 
tery, by  Peada,  king  of  Mercia,  about  the  middle  of  the 
seventh  century.  According  to  the  Saxon  Chronicle,  he 
immediately  erected  the  necessary  buildings  of  the  establish- 
ment, on  an  extensive  scale.  (See  Briiton^s  Cath.  Antiqs., 
Peterborough,  p.  6.) 

ScAGLioLA.    (See  Column.) 

ScALA,  Lat.,  a  ladder,  a  staircase.  Scala  Santa,  Ital.,  a  build- 
ing at  Rome,  erected  from  the  designs  of  Fontana,  with  three 
flights  of  stairs.  The  building  is  so  called  because  the  middle 
flight  consists  of  twenty-eight  steps,  said  to  have  been  passed 
over  by  our  Saviour  in  his  progress  to  the  house  of  Pilate. 
They  were  sent  from  Jerusalem  to  Rome  by  St.  Helena,  and 
are  an  object  of  reverence  to  Roman  Catholic  pilgrims.  (See 
Woods's  Letters,  vol.  i.  p.  389.) 

Scala  Cceli.  Henry,  lord  Mamey,  in  his  will,  dated  in  1523, 
directed  that  mass  should  be  said  for  the  souls  of  himself 
and  family,  ''  at  Scala  Cali,  in  Westminster,"  and  at  other 
places. — Nicolas's  Testamenta  Vet.,  p.  609. 

Scape,  scapus,  Lat.,  a  contraction  o( escape.  (See  Escape  and 
Apophyge.) 

Scarp     (See  Moat.) 
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ScHOOLyfrom  schola^  Lat^  discipline  and  correction  (Du  Cange); 
a  room,  or  building,  where  persons  are  instructed  in  any 
species  of  learning.  In  many  monastic  establishments,  a 
school-room  for  the  novices,  and  children  sent  for  their 
education^  was  included.  These  scholars  were  consigned  to 
the  tuition  of  the  abbot,  and  sometimes  received  instruction 
in  the  church  itself.  Music,  both  vocal  and  instrumental, 
Latin,  the  rules  of  monastic  life,  and  the  church  ceremonies, 
formed  the  chief  subjects  of  tuition.  (See  Owen  and  Blake^ 
way*s  Shrewsbury^  vol.  ii.  p.  60 ;  and  Whitaker's  Anc.  Cath. 
of  Cornwall^  vol.  ii.  p.  136.)  On  the  dissolution  of  monas- 
teries, the  monastic  schools  were  suffered  to  decay,  and  new 
colleges  and  grammar-schools  were  endowed.  Hence  there 
are  few  buildings  remaining  which  are  known  to  have  been 
devoted  to  scholastic  purposes  prior  to  the  reign  of  Ed  ward  VL 

ScLATTE,  an  old  orthography  of  the  word  $late. 

ScoLLOPED-MOULDiNG,  an  omameut  common  in  Anglo-Nor- 
man edifices,  is  represented  in  Plate  of  Corbel-tables, 
fig.  2. 

Sconce,  a  branch  to  place  a  light  in ;  also,  a  screen,  or  parti- 
tion,  to  cover,  or  protect  any  thing ;  a  head,  or  top ;  and  a 

'  small  fort,  or  bulwark.  William  of  Worcester  (Atn.,  p.  196) 
uses  the  words  '*  quataor  sconci/*  implying  arched  buttresses. 
(See  Squinch.) 

Scotia,  ^xor/a,  Gn,  shadow,  or  darkness;  a  concave  moulding 
occurring  in  the  base  of  a  column  and  elsewhere :  so  called 
from  the  deep  shadow  it  produces.  Its  form  is  that  of  a 
segment,  greater  than  a  quadrant  of  a  circle ;  resembling, 
indeed,  a  reversed  ovalo,  or  the  mould  of  an  ovalo.  It  is 
sometimes  called  a  trochilus  (r^ox/Xov,  Gr.),  and,  by  workmen, 
a  casement.  The  plates  to  receive  the  inscription  on  the  tomb 
of  the  earl  of  Warwick  were  to  be  of  such  breadth  as  ''  to 
fill  justly  the  casements  provided  therefore."  (Britton^s 
Arch.  Antiqs.,  vol.  iv.  p.  13 :  and  see  Casement.) 

Screen,  Skreen,  Serene,  escran,  old  Fr.,  from  excerno,  Lat., 
to  separate,  to  shelter,  or  protect  from  danger,  or  inconve- 
nience ;  a  movable  frame- work  to  keep  off  an  excess  of  light, 
or  heat ;  a  partition  separating  one  part  of  a  building  from 
another.      Fire-screens,  with  feet  and  claws  {clavis)^  are 
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mentioned  in  1333  {Du  Cange  v.  FabuUria).  In  the  Pn'ty 
Puru  Eipences  of  Henry  VIII,  (He  Sir  H.  Nicolas't  rolame, 
pp.  xxvii.  and  cxx.),  a  payment  is  chained  "to  Sakfelde, 
the  grome-porter,  for  stoles,  formes,  and  tkrenet,  xx.s. ;"  and, 
from  another  document  of  the  same  era,  it  appears  that  Luke 
Hornebauod,  a  painter,  presented  Henry  VIII,  with  a  ikreem 
as  a  new-year's  gift.  There  can  be  no  doubt  that  the  latter 
was  painted ;  but  the  majority  of  such  screens  were  orna- 
mented with  needlework.  Amongst  the  furniture  of  the 
great  chamber  at  Hengmve  Hall,  Suffolk,  in  1603,  are  men- 
tioned a  "  great  foulding  tkreene  of  seaven  foulds,  w*^  a 

akreent-cloth  upon  it,  of  green  kersey ; one  leaser  tkreene, 

of  fower  fouldn,  w*^  a  greene  cloth  to  it ;  ... .  and  one  little 
fine  wicker  tkrttne,  sett  in  a  frame  of  walnut-tree."  {Gage't 
Hengrave,  p.  27.) 

In  ecclesiastical  architecture,  the  word  screen  denotes  a 
partition  of  stone,  wood,  or  metal ;  usually  so  placed  in  a 
church  as  to  shut  out  an  aile  from  the  choir ;  a  private  chapel 
from  the  tranaept ;  the  nave  from  the  choir ;  the  high  altar 
from  the  east  end  of  the  building;  or  an  altar-tomb  from  one 
of  the  public  passages,  or  large  areas,  of  the  church.  In  the 
size,  form,  and  ornamental  detail  of  screens,  the  ancient 
architects  have  exercised  their  usual  latitude  of  fancy,  their 
ingenuity  and  taste.  The  English  cathedrals,  conventual, 
and  even  parochial  churches,  abound  with  screens  of  the 
most  elaborate  design  and  skilful  workmanship,  far  surpass- 
ing in  number  those  of  Continental  churches. 

Under  the  words  Organ-screen  and  Rood-loft,  the 
screens  which  separate  the  naves  and  choirs  of  churches 
have  been  already  noticed.  Some  fine  altar-icreetu  adom 
St.  Alban's  Abbey  Church,  York  and  Winchester  Cathedrals, 
and  the  churches  of  Christ  Church,  Hampshire,  and  of 
St.  Saviour's,  Southwark  (recently  restored).  Norwich,  Ex^ 
ter,  and  other  cathedrals,  have,  and  Henry  the  Seventh's 
Cbapel  formerly  had,  the  aiUt  partitioned  off  by  screens; 
whilst  Tewkesbury  Abbey,  and  Canterbury,  Gloucester,  Win- 
chester, and  Oxford  Cathedrals,  present  some  of  the  moat 
beautiful  screens  to  chantry  and  monumental  chapelt  in  the 
kingdom,  Westminster  Abbey  Church,  and  Henry  the 
Seventh's  Chapel,  still  contain  many  and  various  examples ; 
amongst  which  those  of  Abbot  Islip's,  and  Edward  the  Con- 
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fessor's  Chapel,  and  that  enclosing  the  tomb  of  King  Heniy 
the  Seventh,  are  pre-eminent.  The  latter,  of  gilt  brass  and 
copper,  is  a  very  singular  and  elaborate  performance.  It  is 
admirable  as  a  fine  specimen  of  casting;  but  its  style  is  of 
debased,  or  Italianized  architecture.  In  documents  of  the 
period  of  its  formation,  it  is  termed  a  *'  Closure.**  Most  an- 
cient screens  are  covered  with  elaborate  tracery,  having  their 
upper  parts  perforated :  the  whole  of  some  examples  were 
often  richly  painted  and  gilt.  The  niches  of  the  altar-screen 
at  St.  Alban's  Abbey  Church  were  evidently  intended  for 
statues,  as  large  as  life. 

In  the  halls  of  old  English  mansions,  the  lower  end  was 
generally  separated  from  the  remainder  by  a  timber  screen. 
This  appears  to  have  been  formerly  termed  the  spere;  and 
the  same  name  is  still  employed  in  the  north  of  England  to 
denote  a  partition  within  the  entrance  to  a  room.  The  pass- 
age thus  screened  off  was  termed  **  the  screens**  Some 
interesting  domestic  screens  remain  in  the  halls  of  Penshurst, 
Haddon,  Ock wells,  Wollaton,  Audley-End,  Knole,  &c. 

In  the  modem  imitations  of  Grecian  and  Roman  archi- 
tecture,  screens  are  occasionally  employed.  These  consist, 
in  general,  either  of  a  wall  with  attached  columns,  pediments, 
and  similar  decorations ;  or  of  an  open  colonnade,  raised  on 
a  basement.  Of  the  former  class,  are  those  supplying  the 
place  of  the  ancient  rood-loft  in  so  many  of  the  old  churches 
of  Europe ;  and  those  before  the  Admiralty  Office,  and  Bur- 
lington House,  London.  That  which  separated  Carlton  Pa- 
lace from  the  street  is  an  example  of  the  latter  class. 

For  representations  and  descriptions  of  ancient  screens, 
see  Britton's  Architectural und  Cathedral  Antiquities:  Pugins 
Specimens  and  Examples  of  Gothic  Arch.:  BrayUy  and 
'Neales  Westm.  Abbey;  Brayley  and  Ferry*s  Antiqs.  of 
Christ  Church:  Brayley  and  Britton*s  Anc.  Palace  at 
Westm,:  Clutterbuck*s  Hist,  of  Herts,  vol.  i.;  Rayners 
Haddon  HalU  &c.    See,  also,  the  article  Sperb. 

ScRiNiUMy  a  small  box,  or  chest,  usually  circular,  in  which  the 
ancients  deposited  rolls  of  MSS. 
Scrinia  reliquiarum^  a  reliquary. 

Scriptorium,  or  Writimg-room,  from  scribo^  Lat.,  to  write; 
an  apartment  attached  to  a  monastic  library,  or  to  a  part  of 


the  cloister,  where  persona  were  employed  in  transcribing 
maDuscriptB.  Besidei  the  leiger-books  of  the  establishment, 
and  other  private  documents,  music,  the  sacred  writings,  and 
historical  chronicles,  were  copied  by  the  persons  here  men- 
tioned. A  ^rant  of  tithes  to  the  abbey  of  St.  Alban's,  for 
the  purpose  of  employing  copyists,  is  mentioned,  by  Wbit- 
aker,  as  occurring  at  the  end  of  the  eleventh  century;  and, 
in  later  times,  such  grants  were  very  common.  (See  Wkit- 
aker't  Anc.  Cath.  of  Cornwall,  vol.  ii.  p-  351;  FuUer'a 
Church  Hist.,  b.  vi.  p.  285;  Tanner't  Not.  Man..  In/  Na- 
smith,  pref.,  p.  xiz. ;  and  King's  Mun.  Antiq.,  vol.  iv.  p.  162.) 

ScBiPTURE,  scriplura,  Lat.,  a  writing,  an  inscription.  la  one 
of  the  agreements  for  the  tomb  of  the  earl  of  Warwick,  it  was 
directed  that  certain  parties  should  write  upon  the  two  long 
plates  that  went  round  about  it,  "all  such  scripture  of  de- 
claration as  the  executors  should  devise."  {Britton's  Arch. 
Anliqi,,  vol.  iv.  p.  13.)  The  same  word  was  also  applied  to 
a  text  painted  on  glass,  and  in  other  different  ways.  (See 
Gage's  Suffolk,  vol.  i.  p.  140.) 

Scroll,  a  convolved  or  spiral  ornament,  applied  to  a  commoa 
arrangement  of  the  tessera  of  a  Roman  pavement,  and  to  the 
volute  of  the  Ionic  and  Corinthian  capital. 

ScuLPTDBE,  sculptura,  Lat.,  from  sculpa,  to  carve;  the  art  of 
imitating  visible  forms  by  chiselling  and  working  solid  sub- 
stances. The  word  properly  includes  images  of  clay,  wax, 
wood,  metal,  and  stone ;  bat  is  generally  restricted  to  those 
of  the  last  material ;  the  terms  modelling,  catting,  and  carving, 
being  applied  to  the  others.  The  buildings  of  the  middle  ages 
were  profusely  decorated  with  carved  and  sculptured  basso- 
relievos,  alto-relievos,  and  statues.  The  rude  crosses  of  the 
eariiest  Christian  era,  the  capitals  and  archivolts  of  Anglo- 
Saxon  and  Norman  churches,  the  doorways,  buttresses, 
screens,  capitals,  corbels,  crockets,  finials,  parapets,  and 
pendants  of  the  middle  and  later  periods  of  pointed  archi- 
tecture, all  afford  interesting  examples  of  ornamental  sculp- 
ture. Tombs  and  monumeotal  effigies,  the  crosses  erected 
to  the  memory  of  Queen  Eleanor,  and  the  western  fronts  of 
cathedrals,  were  profusely  and  beautifully  adorned  with 
sculpture.  Flaxman,  in  his  Lectures  on  Sculpture,  gives 
reprraentations  of  several  single  figures  and  historical  com- 
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positions  from  Wells^  Lincoln,  Peterl>orough,  and  Worcester 
Cathedrals,  Waltham  Cross,  and  Henry  the  Seventh's  Chapel; 
and,  in  his  first  lecture,  enters  into  a  review  of  the  history 
of  sculpture  in  England.  Some  interesting  particulars  of  the 
various  modes  in  which  sculpture  was  employed  in  churches 
are  to  be  found  in  the  Gentleman's  Magazine,  vol.  ciii.  pt.  i. 
p.  699.  See  also  Walpole's  Anecdotes,  by  Dallaway,  vol.  i.; 
Hope's  Hist,  of  Architecture,  pp.  159, 193,  and  290 ;  Brewer's 
Introd.  to  the  Beauties  of  England  and  Wales  ;  and  the  arti- 
cles Effigy,  Image,  and  Tomb. 

ScuTABLB,  an  old  term  occurring,  as  follows,  in  the  accounts 
relating  to  St.  Stephen's  Chapel,  Westminster : — **  pieces  of 
Caen  ^tone,  wrought  for  scutables,  for  the  new  alura  [gal- 
lery]." (Smith's  Antiqs.  of  Westm.,  p.  207.)  Probably  from 
ecu,  escu,  a  shield,  and  table,  any  plane  or  flat  surface ;  and 
denoting  escutcheons,  or  shields,  for  the  front  of  the  gallery. 

Scuta GB,  scutagium,  Lat.,  a  tax  on  those  who  held  land  by 
knight  service. 

Scutcheon,  Scouchon,  Scoucheon,  Escocheon,  an  es- 
cutcheon, or  shield  for  armorial  bearings.  (See  Escut- 
cheon and  Shield.)  The  term  scutcheon  occurs  several 
times  in  the  agreements  for  the  tomb  of  Richard,  earl  of 
Warwick,  in  the  Beauchamp  Chapel ;  as, ''  a  goodly  quarter 
for  a  scutcheon  of  copper  and  gilt  to  be  set  in ;"  "  ten  5Cif/- 
cheons  of  armes,"  in  ten  panels ;  and  *'  fourteene  scutcheons  of 
the  finest  latten."  (Britton's  Arch,  Antiqs,,  vol.  iv.  pp.  12, 
13.)  Richard  Fouler,  chancellor  of  the  duchy  of  Lancaster, 
ordered  that  over  his  body  there  should  be  "  no  tomb,  but 
only  a  flat  stone  with  images  and  scutcheons."  (See  his 
will,  dated  1477,  in  Nicolas's  Testamenta  Vetusta,  p.  344.) 
In  the  curious  agreement  relating  to  Fotheringhay  Church, 
Northamptonshire  (13th Hen.  VI.),  are  the  following  words: 
— '^and  when  the  said  stepil  [at  the  west  end  of  the  nave] 

cometh  to  the  hight  of  the  said  bay, then  hit  shall 

be  chaungid  and  tumyd  in  viij.  panes,  and  at  every  scouchon 
a  boutrasse  fynysht  with  finial,  according  to  the  fynials  of 
the  said  qwere  and  body."  {Dugdales  Mon,  AngL,  new 
edit.  vol.  vi.  pt.  iii.  p.  1414.)  As  here  employed,  the  term 
appears  to  denote  the  angle  of  a  tower ;  but  why  it  bears 
such  an  application  it  is  difficult  to  explain.    The  tower  in 


qneBlion  has  itg  first  and  second  stories  square,  over  which 
is  an  octagonal  lantern,  with  buttresses  and  pinnacles.  (See 
Plate  of  TowEBs,  fig.  16.) 

Seabbooke  (Thomas),  abbot  of  Gloucester  from  1450  till  his 
death  in  1457,  commenced  the  erection  of  the  central  tower 
of  the  cathedral. — Britlon't  Cath.Antiqs.f  Gloucester,  p.  27. 

Seal,  fisel,  fijle,  Sax.,  tiegel,  Ger.,  scean,  Fr.,  tigillum,  Lat.; 
a  hard  substance  having  a  device  or  inscription  engmved  on 
it;  also  its  impression  on  wax.  Kings,  bishops,  and  pre- 
lates, from  an  early  period,  were  accustomed  to  nse  privy,  or 
individual  seals ;  besides  which,  monarchs,  and  ecclesiastical, 
or  corporate  bodies,  had  public,  or  official  seals.  The  latter 
class  exhibit  much  beauty,  ingenuity,  and  variety ;  as  is  folly 
evinced  by  engravings  from  many  of  them  in  the  new  edition 
of  Dugdale't  Moa.  Angl.;  the  Appendix  to  the  Reports  on 
the  Public  Records  of  the  Kingdom ;  Surteet'g  History  of 
Durham;  Levnt'i  Essay  on  Seals;  and  other  authorities. 

Seat,  tiSge,  Fr.,  sedia,  Ital.,  sede,  Sp.,  sett,  old  Ger.,  from  sedes^ 
littis,  Lat;  any  thing  on  which  a  person  may  sit.  (See 
Cha IB, Chancel,  Miserebe, Pew, Poppy-head, Stall, 
Siibselldm,Thbone,  and  Pugiu'i  Examples,  vol.  i.  p.42.) 
The  works  of  Strutt,  Willemin,  and  Montfou^on,  contain 
representations  of  some  curious  ancient  thrones,  chairs, 
benches,  and  other  seals.  In  Westminster  Abbey  Church ; 
the  bishop's  palace,  Wells;  at  Glastonbury;  St.  Mary's 
Hall,  Coventry ;  Penshurst  Place,  Kent,  and  many  other  old 
mansions,  are  chairs  and  benches  variously  carved  and  orna- 
mented. The  stone  seats  in  porches  and  in  chapter-houses 
have  been  mentioned  under  those  words ;  and,  in  the  eleventh 
and  twelfth  volumes  of  the  Arckaologia,  are  essays  by  the 
Rev.  Samuel  Denne,  and  Mr.  C.  Clarke,  on  bishops'  thrones, 
and  the  stone  seats  in  the  south  walls  of  old  chancels.  The 
semicircular  end  of  an  ancient  church  was  often  occupied 
by  the  bishops'  throne,  and  a  concessus,  or  seat  for  the  clergy, 
on  each  side.  In  the  Cathedral  Church  of  Sens  (in  France) 
there  are,  on  one  side  of  the  chancel,  five  connected  seats, 
placed  side  by  side,  rising  one  above  another,  and  intended 
to  be  occupied  by  the  celebrant,  two  deacons,  and  two  sub- 
deacons  during  certain  parts  of  the  service:  at  a  little  dis- 
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tance  from  the  lowermoHt,  is  a  detached  seat  for  the  arch- 
bishop. This  arrangement,  on  a  smaller  scale,  is  very 
common  in  England.  The  insulated  seat  is  generally  want- 
ing, and  the  usual  number  of  connected  seats,  or  stalls,  is 
three.  In  some  churches  there  are  four;  in  others,  two: 
and,  in  a  small  building,  where  a  single  priest  was  employed, 
only  one.  These  seats  are  called,  by  old  writers,  sedes,  sella ^ 
sediUa  parata,  and  presbyteries,  (See  Prisma  to  ry.)  Mr. 
Clarke,  who  is  followed  by  other  modem  writers,  calls  them 
sedilia.  In  the  churches  of  St.  Martin,  at  Leicester,  St. 
Maiy,  at  Oxford,  and  in  some  other  buildings,  the  three 
seats  are  on  the  same  level.  They  form  recesses,  or  niches ; 
are  divided  from  each  other  by  columns,  or  buttresses ;  and 
are  surmounted  by  arches.  A  very  splendid  example  re- 
mains in  the  chancel  of  Dorchester  Church,  Oxfordshire. 
(Skeltoti^s  Antiqs.  of  Oxfordshire^  Dorchester,  pi.  iv.  See 
also  Carter*s  Anc,  Arch.,  pis.  xxiv.  Iviii.  and  Ixxvii.;  and 
Pugin's  Examples,  vol.  i.  p.  42.)  The  word  seat,  in  England, 
denotes  a  house  in  a  park ;  as  a  country-seat. 

Secretarium,  from  secretus,  Lat.,  secret;  one  of  the  names 
applied  to  the  sacristy  of  a  church.  (See  Sacristy,  and 
Gunns  Hist.  Inquiry,  p.  223.)  Bingham  says,  there  were 
sometimes  three  secrets ria  attached  to  one  church.  Two  of 
these  were  within  the  building,  and  the  third  was  amongst 
the  exedree.  Of  the  two  in  the  interior,  one  was  also  termed 
the  diaconicum  bematis,  and  the  scenophylacium.  The  exterior 
secretarium,  or  diaconicum  magnum,  was  the  principal  of  the 
three,  being  properly  the  vestry;  and  was  called  also  the 
receptorium,  saluiaiorium.  See.  These  secretaria,  or  parts 
of  them,  occasionally  served  as  decanica,  or  ecclesiastical 
prisons. — See  Bingham's  Orig.  Eccies.,  b.  viii.  ch.  vi.  sec.  22, 
23;  ch.  vii.  sec.  7;  and  the  words  Decanica,  and  Dia- 
conicum. 

Section,  sectio,  Lat.,  from  seco,  to  cut  off,  to  separate;  coupe, 
Fr.,  durchschnitt,  Ger.;  a  geometrical  drawing,  or  print, 
shewing  the  whole,  or  a  portion  of  a  building,  as  if  cut 
through,  vertically;  and  intended  to  exhibit  the  height  of 
the  stories,  the  height,  breadth,  and  thickness  of  walls,  floors, 
8cc.    A  horizontal  section  is  commonly  called  a  plan.    The 
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terms  profile  and  iciagraphif,  haTe  been  umilarly  employed 
till  within  the  last  few  years. 

Sedile,  sedilitt,  plural,  from  sedes,  Lat.,  a  seat.    (See  Seat.) 

Seeling,  the  same  as  ceiling  (sec  Ceiling).  In  the  following 
extract  it  appears  to  denote  also  a  framed  wainscot  for  the 
walls  of  a  room.  This  employment  of  the  word,  in  all  pro- 
bability, produced  the  phi-aae,  an  "  upper  seeling  ■"  formerly 
applied  to  the  roof  of  an  apartment: — "  vij.  chambers  be- 
nethe,  ....  to  be  seeled  w'  y*  tremors,  vj.  foots  on  heyghte ; 
and  y'  chapel,  vij.  foote."  The  same  document  affords  a  still 
greater  Tariation  from  modem  practice  in  the  application  of 
the  word  Jloor  to  what  is  now  termed  a  ceiling.  For  exam- 
ple :  "  all  y*  rest  of  y'  hall  to  be  seelyd,  to  y*  beygtfa  of  y* 
windows,  w'  a  frett  on  y' floor  w'  hangyng  pendants ;  *oute 
facyon :"...."  two  parlors  to  be  stel^d,  to  the  heygth  of 
the^oor." — Gage's  Hengrave,  p.  42;  see  iito  Bayley's  Hist. 
of  the  Tower,  pt.  i.  app.  p.  xxxi. 

Seffrid,  the  second  bishop  of  Chichester  of  that  name,  rebuilt 
part  of  his  cathedral  between  the  years  1186  and  1199. — 
Ila/s  Hist,  of  Chichester,  p.  444. 

Segment,  segmentum,  Lat.,  from  seco,  to  cut  off;  any  part  of 
a  circle,  whether  greater  or  less  than  half  a  circle.  A  seg- 
mental arch  is  one  the  curve  of  which  forms  part  of  a  circle. 

Sellynge  (William),  prior  of  Canterbury,  began  to  erect  the 
central  tower  of  that  cathedral  in  the  year  1472.  It  was 
completed  by  tlie  second  prior  Goldatone. —  Britton's  Catk. 
Antigs.,  Canterbury,  p.  Ill ;  and  see  Goldstone,  ante. 

Semerk  (Henry,  or  "Kerry"),  "oon  of  the  wardens  of  the 
kynge'a  workes,  at  the  kynge's  college  royal,  at  Cambridge,'* 
with  John  Wastbll,  ma&ter-mason  of  the  same  wwks, 
agreed  to  "  make  and  sett  up  a  good,  suer,  and  sufficient 
vawte  for  the  grete  church"  of  the  college,  "  according  to  a 
plat  thereof,"  signed  by  the  executors  of  King  Heury  the 
Seventh.  They  were  to  provide  stone,  and  all  other  neces- 
sary materials;  to  "  fynysh  all  the  said  vawte  witbin  the 
space  of  three  years;"  and  to  be  paid  for  the  same  £1200. 
This  agreement  (dated  4th  Hen.  VIII.),  as  giving  the  uames 
of  the  artists  who  constructed  that  masterpiece  of  skill,  the 
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Taolted  roof  of  King's  College  Chapel,  is  one  of  the  most 
interesting  records  of  ancient  architectare,  extant.  It  is 
printed  in  Britton's  Arch.  Aniiqs.^  vol.  i.  p.  12. 

Sens  (William  of)  "  Senonensis,'*  a  French  architect,  was  em- 
ployed to  make  restorations  and  additions  to  Canterbury 
Cathedral,  after  a  fire  in  1174.  The  present  stone  vaulting 
of  the  choir  is  a  part  of  the  works  executed  by  him.  Having 
received  an  injury  by  a  fall  from  the  scafibldingy  he  was  suc- 
ceeded by  WiHiam^  surnamed  the  Englishman,  to  distinguish 
him  from  his  predecessor. — See  Gervas.  Doroborn.,  in  2  ti7y«- 
den^s  Decern  Scriptores,  where  the  works  of  William  of  Sens 
are  eulogised;  Arch^eologia,  vol.  ix.  p.  13;  and  Briitons 
Cath.  Aniiqs.f  Canterbury,  p.  37. 

Sentences,  mottoes,  proverbs,  and  *^ posies/*  were  frequently 
painted  on  the  walls,  ceilings,  windows,  and  other  parts  of 
ancient  ecclesiastical  and  domestic  edifices.  Several  speci- 
mens are  given  in  Hunt*s  Exemplars  of  Tudor  Architecture, 
and  in  PuguCs  Examples*  **  In  the  church  at  CaudebSc, 
on  the  Seine,  the  parapet  is  formed  of  a  passage  from  the 
Psalms,  in  Gothic  letters,  and  the  effect  is  very  beautiful." 
— Donaldson  on  Heraldry  in  Gothic  Arch.,  p.  17. 

Sept,  a  railing.  Erasmus  describes  a  chapel  of  the  Virgin 
Mary,  formed  by  a  part  of  the  crypt  of  Canterbury  Cathe- 
dral, ''  enclosed  with  a  double  sept,  or  rail  of  iron,  for  fear  of 
thieves;*'  as  the  chapel  was  '*  laden  with  riches'*  about  the 
altar,  8cc. — Britton's  Cath.  Antiqs,,  Canterbury,  p.  61. 

Sepulchre,  sepulchre.  Ft.,  sepolcro,  Ital.,  sepulcro,  Sp.  and 
Port.,  from  sepulchrum,  Lat.  {sepelire,  to  bury),  a  grave,  tomb, 
or  place  of  interment.  (See  Cenotaph,  and  Tomb.)  A 
peculiar  custom  of  the  Romish  church  was  the  interment,  in 
a  sepulchre  on  the  north  side  of  the  chancel,  of  an  image,  or 
picture  of  our  Lord  on  the  cross.  This  was  done  on  Good 
Friday,  and  the  figure  was  raised  from  the  sepulchre  on 
Easter  day ;  great  ceremony  being  observed  on  each  occa- 
sion. The  sepulchre  was,  in  some  instances,  left  in  the 
church  till  after  Ascension  day.  During  the  night  before 
Easter  day  it  was  watched  by  the  deacon,  sexton,  or  some 
other  officer  of  the  church.  Godwin  (de  Presulibus),  men- 
tions ministers  of  the  holy  sepulchre,  at  York ;  also,  charges 


"  Tor  watching  tlie  holy  sepulchre  on  Easter  eve ;"  and  other 
references  to  this  practice  are  common  in  many  old  church 
accountii.  In  some  places  the  sepulchre  was  a  temporary 
wooden  erection  ;  in  others  permanent,  and  of  stone.  It  is 
still  to  be  seen  in  many  churches;  as  at  Bampton,  in  Ox' 
rordshire.&c.  For  interesting  notices  on  this  subject,  see  an 
essay  by  the  late  R.  Gough,  in  Veiusla  Monumenta,  vol.  iii. ; 
Owen  and  Blakeway't  Shrewsbury,  vol.  ii.  p.  346,  and  the 
authorities  there  cited ;  Whitaker's  Richmoadihire,  toI.  i. 
p.  6;  Bhmefield's  Noifolk.  vii.  132;  Daviess  Rites  of  Dur- 
hnm  Calh.,  p.  15;  and  Neaie's  Churches  {Long  Melford), 
vol.  ii.  p.  13;  also  the  word  Paschal, 

Sepulchral  AscH.an  arch  over  a  sepulchre,  or  tomb. 
Sepulchral  Chapel.  (See  Chapbl,Sacellum,  and  Tomb.) 
Sepulchral  Monument.     (See  Monument  and  Tomb.) 

Seblo,  abbot  of  Gloucester,  commenced  the  foundatiod  of  a 
new  church,  after  a  fire  had  destroyed  the  abbey  in  the  year 
1088.  His  edifice  was  completed  in  1100,  but  was  partly 
destroyed  by  another  fire,  two  years  afterwards. — Britton's 
Calh.  Antics.,  Gloucester,  p.  7. 

Serpent,  a  reptile  very  generally  worshipped  by  ancient  na- 
tions, particularly  the  Chaldeans  and  Egyptians,  under  the 
names  of  Ob,  Ops,  and  Python.  Dr.  Stukelcy  (jlAury;  a 
Temple  of  the  British  Druids,  fol.  1743)  imagines  that  the 
serpent  was  also  worshipped  by  the  Druids,  and  that  the 
avenues  of  the  vast  and  mysterious  temple,  at  Avebury,  in 
Wiltshire,  and  of  some  others,  were  arranged  in  flowing 
lines,  in  imitation  of  the  form,  or  natural  action  of  a  serpent. 
This  theory  has  been  adopted  by  the  Rev.  J.  B.  Deane 
{Archttoliigia,  vol.  xxv.),  who  suggests  as  a  name  for  such 
assembbges  of  stones,  draconlia,  or  serpent  temples;  but 
this,  like  many  other  antiquarian  theories,  seems  more  cal- 
culated to  amuse  the  imagination,  than  to  inform  the  judg- 
ment, or  lead  to  rational  deduction.  The  architects  of  the 
middle  ages  seem  to  have  regarded  the  serpent  in  the 
popular  acceptation  of  an  emblem  of  the  evil  spirit.  Over 
some  of  the  Anglo-Norman  doorways  in  the  cathedral  at 
Lincoln, and  in  tliechurchesof  Malmesbury,  Bishop's-Cleeve, 
&c.,  the  label-iuoulduig  terminates,  at  each  end,  in  the  head 
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of  a  serpent.  The  snake* s-head  mouldwg  is  one  of  the  names 
applied  to  a  Norman  mouldinor,  having  a  faeries  of  heads  of 
monsters.  Serpents  and  dragons  are  amongst  the  figures 
frequently  sculptured  on  fonts,  and  oa  other  appendages  of 
old  churches. 

Set-off,  a  sloping  face  of  masonry  between  two  divisions  of  a 
wall,  or  buttress.    (See  Off-set.) 

Sbverey,  Severee,  Sbvbry,  CivERY,  a  separate  portion,  or 
division  of  a  building,  corresponding  with  the  modern  term 
compartment,  and  analogous  in  its  employment  to  the  verb 
to  sever,  to  divide.  The  contractors  for  the  *'  vawte"  of 
King's  College  Chapel,  Cambridge,  were  to  be  paid,  ''for 
every  severy  in  the  seid  churche,  100/."  (See  Britton^s 
Arch.  Antiqs.,  vol.  i.  p.  13.)  William  of  Worcester  men- 
tions le  civers,  and  les  civerys  of  the  cloisters  of  Norwich 
Cathedral.— i^t/4.,  p.  302. 

Sewer,  from  asseonr,  old  Fr.,  a  subterraneous  vaulted  channel, 
or  gutter  for  draining  and  carrying  off  superabundant  water, 
filth,  &c.  (see  Cloaca):  also,  in  former  times,  the  name 
of  an  oflicer,  or  clerk  of  the  kitchen. 

Sbxtry,  one  of  the  names  of  the  sacristy  of  a  church.  (See 
Sacristy,  and  Sbceetariom.)  At  the  abbey  of  Glouces- 
ter, a  chamber,  where  the  under  steward  dwelt,  with  a  garden 
attached  to  it,  was  called  the  sextry.  —  Britton^s  Cath.  An^ 
tiqs,,  Gloucester,  Essay,  p.  13. 

Shaft,  j-ceapc,  Sax.,  scha/t,  Dut.,  Ger.,  and  Be\g.,fut,  Fr., 
scapus,  Lat.,  a  term  applied  to  the  body  of  a  column,  or 
pillar;  or,  that  part  extending  from  its  base,  below,  to  its 
capital,  above.  (See  Base,  Capital,  Column,  and  Pil- 
lar.) As  applied  to  columns  of  the  classical  orders,  the 
words  ^115^  and  trunk  are  sometimes  used.  The  principal 
characteristics  of  the  shafts  of  Egyptian,  Indian,  Grecian, 
and  Roman  columns,  as  also,  in  a  great  measure,  those  of 
Christian  architecture,  have  been  adverted  to  under  the  arti- 
cles Column  and  Pillar.  Of  the  shafts  in  Christian 
churches,  the  Plates  comprised  in  this  volume  aflford 
numerous  examples,  from  the  earliest  to  the  latest  date. 
The  term  boltel  (evidently,  as  well  as  the  word  shaft,  de- 
rived from  archery)  was  commonly  employed  to  designate 


Arch,  of  the  Middle  Ages,  cfa.  iv.  p.  34,  applies  tbe  word 
shaft  to  the  whole  pillar,  including  its  bnae  and  capital ;  -and 
proceeds  to  designate  the  different  shafts  [pillars]  of  the 
pointed  system,  as  vaulting  shafts,  bearing  shafts,  tMb~shaftt, 
face  shafts,  edge  shafts,  and  nook  shafts,  Rickmsn  (An 
Attempt,  &c.,  4tb  edit.  p.  110)  observes,  that  the  attached 
■hafts  (boltels)  of  a  clustered  pillar  do  not  support  any  thing 
themselves,  and  are  merely  ornamental  accessories  of  the 
central  or  main  part  of  tbe  pillar.    (See  BoTTEL.orBoLTEt, 

MARfiLB,PuRBECK,RoLLaadFlLLET-HOULDIMG,STONB, 

Sic.)  There  are  four  shafts  in  the  church  of  Sta.  Sophia, 
atConstantinople,  each  of  one  block  of  Egyptian  granite,  and 
measuring,  including  the  base  and  capital,  40  feet  in  height. 
Tbe  new  church  of  St.  Isaac,  at  St.  Petersburg,  is  sur- 
mounted with  a  cupola,  having  a  peristyle  of  24  granite  co- 
lumns, each  of  a  single  block,  42  feet  high :  and, in  the  same 
city,  a  granite  column,  96  feet  high,  in  a  single  piece,  has 
been  erected  by  M.  Montverrand,  a  French  architect.  (See 
Hawkins's  Hist,  of  Gothic  Arch.,  p.  28;  Loudon's  Arch. 
Mag.,  vol.  iii.  p.  527 ;  and  Library  ofEnt.  Knowl.,  Egyptian 
Antiqs.,  vol.  ii.  p.  376.)  Tbe  shafts  of  pillars,  in  Christiaa 
architecture,  rarely  consisted  oflatge  pieces  of  stone.  The 
word  shaft  formerly  denoted,  also,  a  tall  spire,  or  pinnacle. 

Shafted  Impost,  a  term  applied  by  the  Rev.  R.  Willis  {Arck. 
of  the  Middle  Ages,  p.  29)  to  those  imposU  which  have  hori- 
zontal mouldings;  the  sections  of  the  arch  above,  and  of  the 
shaft,  or  pier,  below  such  horizontal  mouldings,  being  differ- 
ent. The  latter  point  is  the  distinction  between  what  he 
terms  shafted  and  banded  imposts.  In  banded  imposts,  the 
sections  above  and  below  the  impost-moulding  are  alike; 
the  shaft,  or  pier,  seeming  to  pass  through  its  capital. 

Shambles,  from  fcamol,  Sax.,  an<l  scamman,  Lat.,  a  bench,  or 
stool;  the  stalls  on  which  butchers  expose  their  meat  for 
sale :  hence,  also,  a  flesh-market. 

Shank,  or  Leu,  the  space  between  the  channels  of  a  triglypb. 

Sheriffs'  Posts,  two  ornamental  posts,  or  pillars,  set  up,  one 
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on  each  side  of  the  door  of  the  house  of  a  sheriflTy  or  chief 
magistrate.  Proclamations  and  public  notices  were  affixed 
to  them ;  and  they  were  often  abundantly  carved  and  painted. 
On  a  new  magistrate  entering  upon  office,  it  was  customary 
for  him  to  repaint  these  posts.  Two  pairs  of  them  are  en- 
graved in  the  19th  volume  of  the  Archaologia,  where,  in  a 
brief  essay  on  the  subject,  Mr.  J.  A.  Repton  gives  several 
quotations  from  old  dramatists  referring  to  the  custom.  See, 
also,  HunCt  Exemplars  of  Tudor  Arch.,  p.  48. 

Shield,  jxylb.  Sax.,  schild^  Dut.  and  Ger.,  acuium,  Lat.,  €tti, 
and  eeuuottf  Fr.  (see  Escutchkom,  and  Scutchbon);  a 
broad  piece  of  defensive  armour,  carried  on  the  left  arm 
in  time  of  battle,  or  in  tournaments.  The  shield  varied 
considerably  in  size,  form,  and  materials,  in  different  ages 
and  nations.  Amongst  the  earliest  people  of  the  world 
shields  of  wicker*work  were  used;  afterwards  they  were 
made  of  wood,  covered  with  leather,  and  ornamented  with 
metal  plates ;  and,  during  the  middle  ages,  entirely  of  metal. 
(See  Meyriek's  Ancient  Arms  and  Armour,)  In  the  age  of 
chivalry  the  arms,  or  device,  of  a  knight  were  painted  on 
his  shield ;  hence,  in  heraldry,  a  coat  of  arms  is  emblazoned 
on  a  field  in  the  form  of  a  shield ;  and  it  became  a  practice 
to  commemorate  an  individual  by  shields,  or  scutcheons, 
with  his  own  arms,  and  those  of  his  connexions,  sculptured 
upon  his  tomb.  The  builders  and  renovators  of  churches 
were  also  honoured,  during  their  lives,  either  by  their  arms 
being  sculptured  on  the  stone  or  timber  work,  or  painted 
on  the  windows  of  the  buildings  they  had  contributed  to 
erect  or  repair.  As  shields  continually  varied  in  form 
throughout  the  different  periods  of  history,  those  introduced 
into  buildings  afford,  by  their  shape,  an  important  guide  in 
determining  the  age  of  an  edifice.  Without  entering  into  a 
classification  of  them,  we  shall  merely  refer  to  the  sixteenth 
volume  of  the  Archaologia^  p.  194,  where  are  representations 
of  twenty-two  different  shields  from  English  buildings  and 
monuments,  dating  between  the  twelfth  century  and  the 
reign  of  Queen  Elizabeth ;  and  fully  exemplifying  the  form 
prevalent  at  any  particular  epoch.  Mr.  J.  A.  Repton,  who  con- 
tributed these  illustrations,  observes,  that,  as  strictly  archU 
iectural  ornaments^  he  has  not  discovered  shields  earlier  than 


the  13th  century ;  that  the  bottom  or  a  shield  generally 
partakes  or  the  form  of  the  arch  prevalent  at  the  particular 
time ;  that  the  forms  of  shields,  ae  well  as  the  mode  of  archi- 
tecture, became  progressively  more  diverEiBed;  and  that,  ia 
the  sixteenth  century,  a  profusion  of  scrolls,  or  rolutee,  were 
added  as  borders  to  the  shields.  It  may  be  added,  that  the 
surfaces  of  shields  were  convex  in  the  earlier,  and  concave 
in  the  later  ages;  that  they  were  rarely  perfectly  flat;  and 
that  they  were  mostly  executed  in  relief — few  indented 
examples  being  met  with. — See  W.  L.  Donaldson  $  Ettaif  on 
the  Connezion  of  Heraldry  icilh  Gothic  Arch.;  Whitaker'a 
Richmondihire,  vol.  i.  p.  372;  and  the  word  Scotablb. 

Shingle,  shindel,  Ger.,  scindulo,  Lat.,  from  sdndo,  to  divide;  a 
sort  of  wooden  tile;  a  pieceofthin  board, from  eight  to  twelve 
inches  long,  by  four  inches  broad,  thinner  at  one  edge  than 
the  other.  The  buildings  of  Rome  had  no  other  covering 
than  shingles  till  about  the  year  300,  B.C.  (Fosb.  Enc.  of 
Aniiqs.,  p.  116);  and,  in  England,  tbia  mode  of  covering 
was  common  for  churches  and  steeples.  The  stone-coping 
of  some  of  the  buttresses  of  Lincoln  Cathedral  are  cut  in 
imitation  of  shingles;  and  many  stone  spires  on  the  Conti- 
nent are  similarly  marked.  Shingle  nails  are  mentioned  in 
the  accounts  for  erecting  St.  Stephen's  Chapel.  — Bru^/ey 
and  Brittim's  Anc.  Palace  al  Westm.,  p.  191.  (See  en- 
graving of  Shires,  fig.  5,  in  page  435.) 

Shovel-boabd,  or  Shuffle-board,  as  frequently  called,  a 
table  on  which  the  game  so  named  was  played.  The  board 
was  marked  with  a  hne  at  about  four  inches  from  one  end, 
and  another  at  a  distance  of  four  feet.  Each  player  had  ' 
Sat  weights  of  metal;  and  bis  skill  consisted  in  sliding  them 
from  the  first  line,  bo  as  to  pass  the  second  without  falling 
into  a  trough  beyond  it.  These  tables  are  still  seen  in  the 
servants'  halls  of  some  old  mansions.  The  shovel-board 
frequently  served,  also,  for  the  dining-table. — See  Strutt^i 
Sporlt  and  Pastimes. 

Smki  k  e,  )~criin,  Sax.,  schrrin,  Ger.,  ecrin,  Fr.,  scrigno,  Ital.,  from 
tcrinium,  Lat.,  a  desk,  or  cabinet ;  a  case,  or  box,  particu- 
larly one  in  which  sacred  things  are  deposited  :  hence  applied 
to  a  reliquary,  and  to  the  tomb  of  a  canonised  person.  Dr. 
Stukelcy  (Phifos.  Trans.,  No.  490,  p.  580)  clearly  distin- 
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guishes  two  sorts  of  shrines :  the  first  were  small  and  port- 
able»  generally  containing  only  a  single  relic»  and  were  called 
ftreira.    (See  Feretory*)    Tbey  were  similar  to  what  are 
now  called  reHquaries:  were  commonly  placed  in  different 
parts  of  a  church,  particularly  about  the  high  altar ;  and  were 
carried  in  processions  by  the  priests.    The  other  sort  of 
shrines  were,  in  fact,  tombs;  differing  only  from  the  gene- 
rality of  such  monuments  in  the  richness  of  their  decorations* 
and  in  the  sanctity  of  the  personages  whose  remains  they 
enshrined.    This  latter  class  was  often,  though  incorrectly, 
styled /ere/ra.    The  coflBn  of  a  popular  saint  was  sometimes 
removed  from  a  fixed  shrine,  and  carried  in  some  of  the  most 
solemn  processions  in  the  same  manner  as  the  common  feretra. 
The  most  ordinary  shape  of  the  portable  shrine,  or  feretory, 
and,  indeed,  the  primitive  form  of  both,  was  that  of  a  small 
church  with  a  gable  roof,  and  enriched  with  valuable  appen- 
dages.   From  this  peculiarity  of  form  they  were  occasionally 
called  basiliculs.    (See  Basilicula.)    In  Somner's  Aniiqs. 
of  Canterbury  is  a  curious  print,  shewing  the  high  altar  in  St. 
Augustine's  Church,  Canterbury,  with  several  small  shrines 
ranged  on  each  side  of  it,  each  exhibiting  the  form  of  a 
small  church,  or  chapel.     The  fixed  shrines  (properly  so 
called)  were  generally  placed  in  the  space  behind  the  high 
altar.    They  varied  considerably  in  design ;  were  constructed 
of  stone,  or  timber,  and  were  frequently  covered  with  a  great 
profusion  of  gold,  silver,  and  precious  stones, — the  produce 
of  the  offerings  made  at  small  attached  altars.    The  coffin 
of  the  saint  was  enclosed  in  the  lower  part,  and,  if  contain- 
ing a  person  of  peculiar  sanctity,  was  elevated  a  few  feet 
above  the  pavement.    The  shrine  of  Becket  was  covered  by 
a  frame  of  timber,  which  was  drawn  up  when  the  shrine 
was  exhibited ;  and  many  others  had  elaborate  canopies,  to 
which,  rather  than  to  the  shrines  themselves,  the  decorations 
were  attached.    Such  canopy  was  called  Mandualis,  Ripa^ 
&c.,  and  was  covered,  for  its  preservation,  during  Lent.    (See 
Du  Cange  v.  Ripa,)    At  Canterbury,  and  at  Durham  there 
were  several  officers  appointed  to  take  charge  of  the  respec- 
tive shrines  of  Becket,  and  of  St.  Cuthbert ;  and  a  custos 
fereiri  is  mentioned  both  at  Westminster,  and  at  St.  Alban's. 
Near  the  site  of  the  shrine  of  St.  Alban,  there  still  remains  a 
small  wooden  enclosure  for  the  person  who  had  charge  of  it. 


or  fixed  shrines,  one  of  the  most  perfect  now  remaining 
is  that  or  Edward  the  Confessor,  in  Westminster  Abbey 
Church.  It  is  the  work  of  Pietro  Cfiralini,  designed  in  a 
debased  Roman  style,  and  is  nearly  15  Teet  high.  It  it  re- 
presented and  fully  described  in  Brai/Uyand  NeaU's  Watm. 
Abbey,  v6\.n.  pp.  63-71.  In  Oxford  Cathedral  is  the  shrine 
ofSuFrideswide,  executed  in  1460,  and  constructed  of  wood. 
The  shrine  of  Sl  David,  in  St.  Darid's  Cathedral,  Wales, 
also  still  remains,  as  well  as  that  of  St.  Werburgb,  in  Cheater 
Cathedral;  both,  however,  are  much  mutilated.  Amongst 
other  celebrated  shrines,  were  those  of  St.  Tbomoa  the  Martyr 
[Becket],  at  Canterbury ;  described,  from  Erasmus  and  Stow, 
in  Britton'i  Canterbury  Cath.,  p.  67 ;  of  Biriniua,  at  Dor- 
chester, Oxfordshire ;  of  St.  Cuthbert,  at  Durham,  described 
in  Davies's  Ritex  of  Durham  Cath.,  p.  6 ;  of  St.  Alban,  at 
the  Abbey  Church  of  St.  Alban's ;  of  St.  Hugh ;  of  Hugh 
the  martyred  child  (engraved  in  Stukeleyt  Itin.  Curiot.)^ 
of  D'Alderby,  at  Lincoln ;  and  of  Bishop  Canlelupe,  the  last 
Englishman  who  was  canonised,  in  Hereford  Cathedral.  The 
last  is  represented  and  described  in  Brittons  Hereford  Cath. y 
pi.  xiv,  p.  56 ;  and,  in  the  same  volume  (p.  l!J),  some  of  tlie 
miracles  said  to  have  been  effected  through  the  medium  of 
prayers  and  offerings  to  this  saint,  are  enumerated.  These 
will  serve  to  shew  the  nature  of  the  monkish  statements 
respecting  other  celebrated  shrines. 

Amongst  portable yere/ra  may  be  enumerated  the  mosaic 
shrine  of  St.  Simplicius  and  Faustina,  formeriy  the  property 
of  Horace  Walpole,  Lord  Orford ;  the  shrine  of  the  venerable 
Bede,  at  Durham ;  one  from  Croyland  Abbey  Church,  re- 
presented by  Dr.  Stukeley;  and  another,  from  Mr.  Astle'a 
collection,  engraved  in  the  Vetuita  MonumetUa,  vol.  ii.  pi.  vii. 
The  word  shrine  is  often  applied,  metaphorically,  to  the 
tomb  of  any  individual ;  that,  especially,  of  one  of  the  Percy 
family,  in  Beverley  Minster,  is  so  called;  and  occasionally 
that  of  Bishop  Drokensford,  in  the  Lady-chapel  at  Wells. 
The  altar  of  a  church  is  sometimes  called  a  sbrine ;  and 
altars  dedicated  to  particular  saints,  with  the  small  chapela 
containing  them,  were  similarly  denominated.  For  further 
information  on  shrines,  in  general,  and  on  particular  exam- 
ples, sec  the  articles  Altar,  and  Tomb  ;  papers  by  J.  Love- 
day,  and  S.  Lcthicullier,  in  the  Arcktcologia,  vol.i.;  see, also. 
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Tol.  X.  p.  469 ;  Hoare*$  Giraldu$  Cambrenriif  vol.  ii.  p.  26 ; 
Vei.  Mon.,  vol.  i.  pi.  16 ;  Nicolas^s  Test.  Vet.,  pp.  345^  340, 
645 ;  and  Giima's  Inquiry,  p.  129. 

Srrinb-work.  Woods  {Letters  of  an  Arch.^  vol.  i.  p.  36) 
mentions  the  **  shrine-work**  round  the  choir  of  Chartres 
Cathedral.  Dallaway  (Engl.  Arch.,  edit.  1833,  pp.  61,  200) 
states  **  shrine,  or  tabernacle-work/*  to  be  a  phrase  of  the 
old  master*masons.  Its  proper  application  is  to  the  elabo- 
rate tracery  of  tabernacles,  canopies,  gables^  &c. 

SiiRowD,  Shrowde,  a  crypt;  as,  the  ''shrowdes  of  Paules/* 
(See  Crouds.) 

Shuts,  or  Shoots  (John),  "paynter  and  architecte/'  as  he 
styles  himself,  was  patronised  by  the  Duke  of  Northumber- 
land, who  sent  him  to  Italy  in  1650,  to  pursue  his  studies. 
In  1563  he  published  '*  The  first  and  chief  groundes  of 
Architecture,  used  in  all  the  auncient  and  famous  mony- 
ments/'  a  folio  volume,  dedicated  to  Queen  Elizabeth. 
(  Waipole's  Anecdotes,  by  Dallaway,  toL  i.  p.  306.) 

SiDBBOARDy  a  table  with  drawers,  Scc.y  for  dining  utensils:  a 
common  article  of  furniture  in  old  mansions.  Amongst  that 
of  Hengraye  Uall,  in  the  sixteenth  century,  is  mentioned 
''  one  side  bordt  with  a  faste  frame  to  it,  with  foulden 
leaves.''  {Gage*s  Hengrane,  p.  29.)  Several  sideboards,  or 
buffets,  in  the  elaborate  late  pointed,  and  the  plain  Eliza- 
bethan styles  of  decoration,  are  given  in  Willemin*s  Monu- 
mens  Fran  fats;  and  in  Geo.  Rixners  Thumier  buck.  (Mey- 
rick,  in  Shawns  Furniture,  p.  12.)    See  Cupboard. 

SiGiLLUM,  Lat.,  a  seal,  or  the  impression  of  a  seal.  Signet 
also  denoted  a  seal,  but,  more  particularly,  a  privy-seal,  or 
the  private  and  peculiar  seal  of  an  individual.    (See  Seal.) 

SiGiLLUM  Altaris.    (See  Altar.) 

Sign,  a  carved,  or  painted  figure,  placed  outside  a  house  to  inti- 
mate the  occupation  of  the  person  residing  within.  Some 
of  the  shops  of  Pompeii  appear  to  have  had  emblems  of  the 
trades  of  their  occupants  fixed  to  the  walls.  The  chequers 
on  the  sides  of  the  doorway  of  one  house  is  said  to  have 
indicated  an  inn;  although  some  persons  think  it  was  a 
gaming-house.    The  same  device  was  a  common  sign  for  an 


and  the  Blue  Boar, — devicei,  respectively,  of  Richard  11.^ 
Henry  IV.,  and  Richard  III., — and  the  George  and  DragoQ. 
The  George  Inn,  Glastonbury,  retains  the  stone  truss,  or 
bracket,  to  which  the  sign  was  fonneily  attached.  The 
cornice  of  this  bracket  has  several  small  shields,  and  the 
initials  of  its  owner,  the  abbot  of  Glastonbury,  sculptured 
upon  it.  (Pagia's  Examplet,  vol.  ii.  p.  64.)  Signs  were 
often  embellished  with  carvings  and  paintings  of  expensive 
workmanship. 
Sill,  or  Sole  (sometimes,  but  improperly,  written  Cill),  )-yII, 
j-yle.  Sax.,  teuU,  Fr.,  tchwelh,  Ger.,  from  solum,  Lat.,  a 
threshold ;  is  most  generally  applied  to  the  lower  horizontal 
part  of  the  frame  of  a  door,  or  window.  Workmen  make  a 
distinction  between  the  stone  sill  of  a  window,  and  the 
wooden  sill  of  a  window  frame.  The  lower  horizontal  part 
of  a  framed  partition  is  also  called  a  »'//;  and  a  ground-silt 
denotes,  1.  a  threshold,  and  2.  a  beam  placed  on  the  ground 
to  support,  with  others,  the  superstructure  of  a  timber  build- 
ing. In  some  old  houses  in  England  the  lower  part  of  the 
door  was  cut  away  to  admit  of  the  rushes  for  the  floor  ex- 
tending to  the  threshold;  the  latter  being  raised  a  few  inches 
to  prevent  the  wind  from  rushing  in  at  the  opening  thus 
formed.  This  peculiarity  is  illustrated,  from  a  doorway  at 
Thurnbury  Castle,  in  Pugiii'i  ExampUi,  vol.  ii.  p.  37.  (See 
Apron,  Sole,  and  Thbeshold.)  In  SmiM'i  WettnanueTf 
p.  207,  and  Britlon't  Areh.  Anliqj.,  vol.  iv.  p.  U,  are  old 
documents,  in  which  tcHlt  are  mentioned.  "The  tales  oF 
the  windows."  (Agreement  for  Folheringhay  Church,  Dug- 
daWs  Mon.  Angl.)  "  The  loi/les  and  jawmes"  of  two  win- 
dows. ..."  SowlifHg  of  iij.  wyndowes."  {Bayley's  Hut.  of 
the  Tower,  pt.  i.  app,  pp.  17,  27.) 
SiHA :  the  term  cyma  is  occasionally  spelt  thus.  (See  Cyma.) 
Simons,  or  Syhonds  (Rodolph),  an  architect  employed  in  the 
reign  of  Queen  Elizabeth,  on  some  of  the  colleges  at  Cam- 
bridge. His  portrait,  which  is  still  preserved  in  the  gallery 
of  Emanuel  College,  has  the  following  inscription  ; —  "  Effi- 
gies Rodolphi  Simons,  Architecti  sua  cetate  peritissimi,  qui 
(praitcr  plurima  a:dificia  ab  co  prsclarti  facta)  duo  collegia. 
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Emanaelis  hoc,  Sidneii  illud,  extruxit  integrd:  magnam 
etiam  partem  TriDitatiii  recocinnavit  amplissim^/'  {Wal- 
polei  Anecdoiei,  by  Dailawajft  vol.  i.  p.  323.) 

SiNCRESTB,  Sbncrbste,  e  creot  of  some  peculiar  form.  {Ac- 
counts of  St,  Stephen*i  Chapel,) 

SissBVERMB  (Gilbert  de)^  prior  of  Redbum,  was  entrusted  by 
John  and  William^  successive  abbots  of  St.  Alban's,  with  the 
rebuilding  of  the  front  of  the  abbey  church,  and  he  continued 
to  superintend  the  works  at  the  abbey  for  the  whole  of  the 
first  30  years  of  the  thirteenth  century.  He  rebuilt  the  re- 
fectory,  the  dormitory,  and  several  portions  of  the  church. 
— Newcomes  Hist,  of  St.  Albans,  pt.  i.  pp.  99,  118. 

Sit  By  situs,  Lat.,  the  situation  of  a  building ;  the  plot  of  ground 
on  which  it  stands. 

Skbw,  an  old  word  occurring  several  times  in  an  "  abstract  of 
freemason's  worke/'  at  the  Tower  of  London,  temp.  Henry 
VIII.;  for  instance: — ^^  a  bottres  made  w'  harde  asheler  of 

Kent,  1.  foot,  and,  in  Cane  asheler,  a  skew  vj.  foot;" 

"  at  the  Juell  Hows  doore  iij.  spaces  covered  w^  skew  and 
crest,  amontyng  [to]  xxxvj.  fote  of  stone."  {Bayley^s  Hist, 
of  the  Towetf  pt.  i.  app.  p.  xxix.)  '*  Taking  down  of  my 
skewe,'*  occurs  in  an  account,  dated  1506,  in  Gages  Suffolk, 
i.  142.  Mr.  Gage  supposes  it  to  mean  a  scaffolding.  As 
an  adverb,  the  term  skew,  or  askew,  now  signifies  awry,  or 
obliquely;  and,  as  an  adjective,  it  enters  into  the  name  of  a 
skew  arch — an  arch  built  obliquely.  Some  novel,  interest- 
ing, and  skilful  examples  of  these  arches  have  been  built  on 
the  lines  of  most  the  railways  of  Great  Britain. 

Skirlaw  (Walter),  bishop  of  Durham,  was  the  person  at  whose 
expense  the  central  tower  of  York  Minster  was  chiefly  erected. 
His  arms  are  seen  in  different  parts  of  the  interior.  He  also 
built  a  chantry  chapel  in  the  same  cathedral;  the  chapter- 
house and  great  tower  of  the  beautiful  collegiate  church  of 
Howden,  now  in  ruins;  and  a  chapel  at  Swine,  in  York- 
shire, his  birthplace.  He  died  in  1406.  (Surtees's  Hist,  of 
Durham,  vol.  i.  p.  liv.;  Brittons  Arch.  Antiqs.,  vol.  iv. 
p.  128 ;  and  Cath.  Antiqs.,  York,  pp.  31,  32.) 

Skirting,  a  narrow  board  forming  a  plinth  to  an  internal  wall. 


Slate,  uhUtote,  Lat.,  from  «x'«f*c>  Or.,  easily  split,  or  reot ; 
an  ai^illaceous  slone,  readily  splitting  into  tbin  laminra,  and 
thus  employed  to  cover  buildings.  Slates,  for  roofe,  with 
iron  pins,  have  been  found  in  Roman  remains :  they  were 
similarly  employed,  though  not  to  the  same  extent  as  lead, 
by  the  Soions,  Normans,  and  old  English  architects. 

SLESFEB.a  piece  of  timber  employed  to  support  others,  and  laid 
asleep,  or  with  a  bearing  along  its  whole  length.  Sleepers 
denote,  more  particularly,  those  timbers  which  are  placed 
lengthwise  on  walls,  to  support  the  joists  of  a  6oor.    (See 

DoHMAN'TBBE.) 

Slkfobd  (John  de),  master  of  the  wardrobe  to  King  Edward 
III.,  built  the  church  ofBalsham,  in  Cambridgeshire,  which 
is  called  by  Lysons  "  a  large  and  handsome  structure."  He 
died  in  the  year  1400,  and  was  interred  in  the  chancel. 
(Lyiorrs's  Mag.  Brit.,  Camb.,  p.  65.) 

Sltp,  SLTrEj  a  narrow  passage  between  two  buildings.  Tbe 
word  is  several  times  employed  by  William  of  Worcester  in 
this  sense.  (See  Iiin.,  p.  192.)  A  pMsage  on  the  south 
side  of  Winchester  Cathedral  is  still  called  "  the  riyp."  (See 
Britlon'M  Calh.  Antiqt.  Winchester.) 

Shithsok  (Robert),  who  died  in  1614,  at  the  age  of  79,  and  is 
buried  in  Wollaton  Church,  Nottinghamshire,  is  described 
in  bis  epitaph  as  "  architector  and  surveyor  unto  the  most 
worthy  house  of  Wollaton,  with  diverse  others  of  great 
account."  He  was  most  probably  united  with,  or  succeeded, 
Thorpe  in  superintending  tbe  erection  of  Wollaton  Hall. 
HuNTiNODON  Smithbon,  another  architect,  who  died  in 
1648,  and  is  buried  in  Bolsover  Church,  Derbyshire,  was 
sent  to  Italy  by  bis  patron,  Sir  C.  Cavendish,  to  prepare, 
or  collect,  designs  for  Bolsover  Castle,  which  was  rebuilt  in 
1613.  He  also  completed  the  celebrated  riding-house  at 
Welbeck,  for  the  Duke  of  Newcastle.  John  Suithsoh, 
son  of  the  last  named,  was  also  an  architect,  and  died  in 
1678.  Walpole  has  made  much  confusion  between  these 
artists.  (See  Anecdotes,  by  Dalhway,  vol.  ii.  p.  74;  and 
Dallaway's  Engl.  Arch.,  edit.  1833,  p.  367.) 

SocAQE,  an  ancient  tenure  of  land. 

Soffit,  Soffita,  from  sofitta,  Ital.,  a  ceiling;  the  lower  sur- 
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face  of  a  rault,  or  arch;  a  word  applied  to  the  under  hori- 
zontal face  of  an  entablature  between  columns ;  more  gene- 
rally denoting  the  under  surface  of  the  corona  of  a  cornice ; 
the  same  member  which  is  called  in  French,  plafond  and 
larmier:  and,  in  English,  drip.  In  the  Corinthian  order, 
the  soffit  of  the  corona  is  occupied  by  modillions,  alter- 
nately with  panels  of  roses;  and,  in  the  Doric  order,  by 
tablets,  having  each  eighteen  drops  in  three  rows  depending 
from  them.  A  common  application  of  the  word  soffit  is  to 
the  intrados,  or  under  surface  of  an  arch.  (See  Arch.) 
This,  where  its  thickness  was  at  all  considerable,  was  divided 
into  ornamental  compartments,  and  sometimes  into  a  series 
of  niches  for  statues.  The  ceiling  of  a  canopy  is  also  some- 
times called  its  soffit.  In  a  document  relating  to  Hengrave 
Hall,  and  dated  in  1538,  John  Eastawe,  Mason,  agrees  to 
'*  macke  all  the  inder  court  w'  a  fyne  $ouvett/*  which  Mr. 
Gage  defines  as  ''  a  fretted  band,  or  cornice.**  {Gage's 
Hengrave f  p.  42.)  Following  the  analogy  of  its  derivation^ 
some  writers  employ  the  word  soffit  to  denote  a  timber  ceil- 
ing of  ornamented  compartments. 

Solar,  Solakium,  Lat.,  from  5o/,  the  sun;  denoted  1,  a  sun- 
dial ;  2,  a  balcony ;  3,  a  platform  on  the  top  of  a  house ; 
and  4,  a  light  upper  room,  a  loft,  a  garret.  The  word 
Solar  was  variously  spelt; — as  Sollrr,  Solbr,  Solyeb, 
SoLARY,  &c.  The  rood-loft  was  called  solarium  sanctm 
cruets^  and,  colloquially,  the  rood-soller.  Other  instances 
occur  as  follows : — **  Dedi  ....  unam  shoppam  cum  solario 
supersdificato.**  {Cowellf  ex  Veteri  Carta.)  AuH  Solarii, 
Solere  Hall^  was  the  name  of  an  ancient  hostel  in  Cam- 
bridge. {Warton's  Hist,  of  Poetry,  i.  432.)  ''The  solyer 
where  the  souper  of  Jhesu  Cryst  ai^d  of  his  Appostles  was 
made."    (Golden  Leg.  xix.  6.) 

Sole,  Soyl,  Sowl,  fol.  Sax.,  solum,  Lat.  a  threshold;  gene- 
rally, the  lowest  member  of  a  building ;  more  particularly^ 
the  sill  of  a  door,  or  window.    (See  Sill.) 

*'  SoNOBLBTs  of  iron,  for  the  windows"  of  St.  Stephen's  Chapel, 
90  of  which,  weighing  iu  all  198  pounds,  are  chaiged  at  2d. 
per  pound,  occur  in  documents  relating  to  the  building  of 
that  edifice.  (See  Brayley  and  Britton^s  Anc.  Palace  ai 
Westm.,  p.  166;  and  Smith's  Westm.,  p.  197.) 
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SouNDiNC-BOABD,  SouN D-Bo ABD,  a  canopjT  over  a  pulpit, 
inlended  to  diffuse  the  sound  of  a  preacher's  roice  tbroogh 
a  cburcb.    (See  Pulpit  and  Testeb.) 

SooBCE,  Souse,  Soustb,  rrom  mous,  Ft.,  under,  beneath;  a 
support,  or  under-prop.  In  a  contract  for  '*  refonniDg" 
Westmioster  Hnlt,  temp.  Richard  II.,  the  words  (oiu  and 
eorbtl-SQus  occur  (see  Cobbbl-sous),  both,  apparently,  with 
the  same  meaning:  and,  in  the  charges  for  St.  Stephen's 
Chapel,  "  pieces  of  marble  for  tourees"  are  named.  {Smtik't 
Walm.,  p.  207.) 

Sourbadbl-rbbedos,  occurs  also  in  the  accouDta  of  St.  Ste- 
phen's Cbepel,  anno  1332 : — "  100  beech  boards,  eight  feet 
long  each,  to  cover  the  soursadel-reredot  in  the  east  gable — ■ 
6s.  id."  {Brai/ley  and  Brillon'i  Anc.  Palace  at  Wtttm., 
p.  156;  and  Smith'i  Weitm..  p.  185.)  The  tatter  author 
adds  in  a  note,  "  Query,  the  joists  of  the  screen  ?" 

SoTLB,  SowL.    (See  Sole.) 

Span,  or  Chobd,  of  an  arch,  an  imaginary  line  extending  be- 
tween its  springing  on  each  side.    (See  Arch.) 

Spandrel,  Sfandbil,  Spaundbe,  probably  from  tpan;  an 
irregular  triangular  space  formed  between  the  outer  curve,  or 
extrados  of  an  arch,  a  horizontal  hne  from  its  apex,  and  a 
perpendicular  line  from  its  springing :  also,  a  space  on  a  wall, 
between  the  outer  mouldings  of  two  arches,  and  a  horitontal 
line,  or  string-course,  above  them :  likewise  between  similar 
mouldings  and  the  line  of  another  arch  rising  above,  and 
enclosing  the  two.  This  space  is  found  tn  the  naves  and 
choirs  of  all  churches,  and  in  the  label-headed  doorways  of 
buildings  of  the  last  pointed  era.  In  the  earlier  periods 
spandrels  were  mostly  plain.  At  Lincoln  Cathedral,  some  of 
them  are  occupied  by  sculptured  figures  of  angels.  Trefoils, 
quatrefoils,cinquefoils,  foliage,  rebuses,  knots,  tracery,  shields 
of  founders  and  benefactors.  Sic.,  were  common  in  the  span- 
drels of  other  buildings.  The  accompanying  Plates  exhibit 
some  very  curious  ornamented  spandrels;  particularly  several 
of  early  date,  in  Plate  II.  of  Arcades,  figs.  1,  4,  6,6,  and 
7;  others,  of  later  dates,  in  Plates  I.  and  II.  of  Door- 
ways; Plate  1.  of  Arches  (in  which,  see  an  unique  ex- 
ample from  Wells  Cathedra},)  fig.  17;  Enc£av£d  Title- 
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PAGB  (porch  of  King's  College  Chapel),  exhibiting  the  royal 
arms  of  England,  and  other  elaborate  ornaments ;  and  Plate 
III.  of  Arches,  figs.  10,  11,  and  12.  In  Turners  Nor^' 
mandy,  vol.  ii.  p.  250,  are  delineated  several  sculptured 
spandrels  from  Bayeuz  Cathedral,  exhibiting  somewhat  of 
the  Moorish,  or  Tartarian,  mode  of  workmanship.  The  word 
is  spelt  spaundre  in  the  French  contract  for  reforming  West- 
minster Hall,  dated  1393.    (See  Arch.) 

Spanish  Architecture.  (See  Architecture,  Cathe- 
dral, 8ic.)  During  the  dominion  of  the  Moors  in  Spain, 
the  prevalent  architecture  was  Moorish,  or  Mohammedan,  as 
exemplified  in  the  Alhambra,  the  Alcazar,  &c.  When  the 
Christians  succeeded  the  Moors,  they  continued  the  same 
architecture  for  a  considerable  time,  but  ultimately  adopted 
the  elaborate  pointed,  as  exemplified  in  the  cathedrals  at 
Burgos,  Seville,  8cc.  (See  Hope*s  Hist,  of  Arch.,  p.  249; 
Murphy*s  Arabian  Arch.;  Goury  and  Joneses  Alhambra: 
and  Roberts*s  Landscape  Annual  for  1837  and  1838.) 

Spar,  sparren,  Ger.,  a  piece  of  timber  employed  as  a  common 
rafter  in  a  roof.  In  ancient  documents,  doors  are  frequently 
said  to  have  been  sparry d,  or  sperd;  that  is,  fastened  by 
means  of  wooden  bars.  In  an  old  house  at  Rotherfield,  in 
Sussex,  is  a  large  oak-spar,  placed  in  a  groove  in  the  wall, 
and  drawn  across  the  door  at  night  as  a  fastening;  and 
there  are  many  others  in  diflferent  parts  of  England. 

Sparke  (John),  constructed  the  bay-windows,  and,  probably, 
the  gate-house,  of  Hengrave  Hall,  Sufiblk,  in  the  sixteenth 
century.    {Gage^s  Hengrave y  p.  64.) 

Spech-housb,  Speke-house,  a  room  for  conversation.  (See 
Parlour.)  Until  the  26th  Henry  VI.,  the  court-house  at 
Canterbury  (now  called  the  guildhall),  and  the  common  gaol 
annexed  to  it,  were  each  called  the  spech-house.  (See 
Somner*s  Aniiqs.  of  Canterbury,  by  Battely,  p.  66.) 

Spbncb,  Spbnsb,  dispense,  old  Fr.,  formerly  denoted  a  buttery, 
or  larder ;  and  an  eating-room.  The  word  is  still  used  in  the 
north  of  England. 

Spbre,  a  screen  across  the  lower  end  of  a  hall.  (See  Screen.) 
"  Y*  said  hall  to  have  ij.  coberdes,  one  benethe  at  the  sper.** 

F  F 


(Gage's  Hengrave,  p.  42.)  This  word,  in  the  north  of  Eng- 
land, denotes  any  partition  within  the  entrance  of  a  room. 

Sperver,  Esperver,  Sparver,  Sperwabe,  old  words  rari- 
ously  applied.  Sperver,  sparver,  and  etp'ver,  seem  to  have 
denoted  a  canopy  fixed  over  the  holy  sepulchre  (see  Sepdl- 
chre),  or  carried  over  the  sacrament  in  proceaeions;  also, 
the  Traroe,  or  tester,  at  the  top  of  a  bed ;  and,  occasionally, 
the  whole  of  a  hed.  (See  Willson,  in  Glossary  to  Pugia** 
Specimens,  and  the  authorities  there  cited;  Hunt's  Exem- 
plars, p.  161 :  and  Archaologia,  vol.  it.  p.  313.)  In  the 
contract  for  the  nave  of  Fotheringhay  Church  (Dugdale'M 
Man.  Aiigl.,  new  edit.  vol.  vi,  pt.  iii,  p.  1414)  are  the  words 
"  til  aither  isle  shall  he  a  sperware  mbattailement  of  free  stoD 
throwgh  out."  Other  parts  of  the  church  were  to  have  a 
"  sqware  enbailailement."  Mr.  Willson  supposes  the  "  tqvart" 
embattlement  to  be  an  error  of  the  transcribers  for  "  spvare' 
in  the  original — an  abbreviation  of  "  sperware." 

Sphink,  ^fl'/^,  or  2pyyi;,  Gr.,  a  fabulous  monster  hariDg  the 
head  and  breasts  of  a  woman ;  the  body  of  a  dog,  or  other 
animal ;  and  the  claws  of  a  lion.  From  its  mysterious 
nature,  the  sphinx  appears  to  have  been  regarded  by  the 
ancient  Egyptians,  Phcenicians,  Indians,  Greeks,  and  Ro- 
mans, as  a  symbol  of  religion.  Each  of  those  people  placed 
sculptured  sphinxes  in  connection  with  their  temples;  greatly 
varying,  however,  in  their  component  parts.  Sometimes  they 
had  the  beads  of  rams,  or  lions,  and  frequently  the  wings 
of  birds.  An  avenue  of  sphinxes,  1600  feet  long,  is  sup- 
posed to  have  formed  the  principal  approach  to  the  vast 
temple  at  Carnak,  in  Egypt.  The  Great  Sphinx,  as  it  is 
called,  is  a  colossal  representation  of  one  of  these  monsters, 
situated  near  the  famed  pyramids  of  Jizeh.  Nothing  but  the 
bead  and  neck,  at  present,  remain  above  the  surface  of  the 
ground.  Its  entire  length  is  computed  at  143  feet;  and  the 
circumference  of  its  head,  round  the  forehead,  is  102  feet. 
A  very  curious  specimen  of  a  sculptured  sphinx,  preserved 
in  the  Hospital  at  Colchester,  Essex,  was  found  amongst  the 
Roman  antiquities  of  that  ancient  station. 

SviRE, spera,]ovr  L&t.,  spira,  Lat., eipira,  Sp.;  a  pyramidal  mass 
of  brickwork,  or  masonry,  either  hollow  or  solid.  Spires 
sometimes  rise  immediately  from  the  ground,  and  are  carried 
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up  to  a  great  height;  in  other  instanceB,  they  are  placed 
upon  round,  square,  or  polygonal  buildings,  called  towers. 
They  are  also  occasionally  employed  to  decorate  the  anglea 
of  a  building.  In  the  latter  case,  they  correspond  with,  and 
are  more  properly  termed,  pinnacles.  The  accompanying 
Platb  of  Towers  and  Spikes,  and  the  annexed  Woon- 
CVT,  contain  sereral  examples  of  spires.  In  this  place  we 
shall  merely  name  the  buildings  on  which  the  originals  of 
the  annexed  eight  specimens  are  to  be  found ;  referring  the 
reader  for  observations  on  their  peculiar  characteristics,  and 
on  spires,  steeples,  towers,  and  turrets,  in  general,  to  the 
articles  Steeple,  Towbb,  and  Tubret.  The  series  here 
delineated  shew  the  origin  and  pn^reasire  changes  in  the 
form  of  the  spire — from  a  stunted,  pyramidal  pinnacle  (as 
fig.  1),  to  the  lofty  and  slender  spire,  or  broach. 


Fig.  1,  summit  to  one  of  the  turrets  at  the  east  end  of 
St.  Peters  Church,  Oxford.  Fig.  2,  from  the  south  angle 
of  the  west  front  of  Rochester  Cathedral.  Fig.  3,  one  of  two 
spires,  or  pinnacles,  at  the  angles  of  the  west  front  of 
Buhop's-Cieeve  Church,  Qloucesterahire.  Fig.  4,  the  pyra- 
midal roof  of  the  tower  of  Than  Church,  near  Caen,  Nor- 
mandy. The  width  of  the  side  of  the  tower  shewn  in  the 
engraring  is  14  feet.  Fig.  5,  the  central  spire  of  Almonds- 
bury  Church,  Gloucestershire,  with  the  tower  on  which  it  is 
placed.  Pig.  6,  the  central  spire,  and  part  of  the  tower  of 
Saluburif  Cathedral.  Fig,  7,  central  apire,  and  part  of  the 
tower  of  St.  Mary's  Church,  Cheltenham.     Fig.  8,  spire,  . 


snd  pnrt  of  a  tower  at  the  north-west  angle  of  Bayeux 
Cathedral,  Nonnandy. 

Spitai.,  Spittel,  Spyttle,  Spyteil,  a  corruption  of  the 
word  hospital,  and  bearing  the  same  signification.  (See 
Hospital,  and  Nicholson.)  To  the  north  of  the  city  of 
Lincoln  is  a  Tillage,  with  a  hospital,  bearing  this  name ;  and 
one  of  the  parishes  of  London  is  called  Christ  Church, 
Spilal-felds. 

Splayed,  from  disployer,  old  Fr.,  to  spread  out;  spread  or 
turned  outwards.  Applied  to  the  jambs  of  a  door,  or  win- 
dow, when  one  part  of  their  surface  forms  an  oblique  angle 
with  the  remainder. 

Sphingek,  the  impOBt,  or  point  where  a  vertical  support  termi- 
nates, and  the  curve  of  an  arch  begins ;  sometimes  applied 
also  to  the  rib  of  a  groined  roof.  (See  Arch,  and  Ckoss- 
Spbingeb.) 

SprincinG'Coubse,  the  range  of  stones  at  the  tpriiiging,  or 
lowest  part  of  an  arch. 

Square,  plaa.  Ft.,  piazza,  Ital.;  an  open  area,  generally  of 
a  quadrangular  form,  and  partially,  or  entirely  surrounded 
by  buildings.     (See  Piazza  and  Qdadrahqle.) 

Squillery,  tiicullery;  frequently  so  spelt  in  old  inventories, 
and  in  other  documents. 

Squinth,  occurs  in  the  records  of  Louth  steeple,  as  follows :  — 
Paid  for  "  tquinches  of  18  inches  high,  and  15  [broad,  or 
thick?]  at  the  least."  (Britton's  Arch.  Atiliqs.,  vol.  iv. 
p.  3;  Archaologia,  vol.  x.  p.  80.)  Probably  analogous  to 
sconce,  as  used  by  William  of  Worcester.    (See  Sconce.) 

Stage,  a  floor,  story,  a  degree.  A  stage  of  a  buttress  denotes 
that  part  extending  between  any  two  of  its  splayed  faces. 
William  of  Worcester  has  the  words  "  in  altitudine  trium 
liagarum  dictamm  bay  windowes."     {Itin,  p.  287.) 

Stair,  degre,  Fr.,  from  ]-TEe5er>  Sax.,  steigen,  Dut.  and  Qer.,  to 
step,  to  go ;  a  stone,  or  a  frame  of  wood,  by  which  a  person 
rises  one  step.  A  series  of  steps,  or  stairs,  ascending  from 
the  lower  to  the  upper  parts  of  a  building,  with  the  walls 
and  balustrades  enclosing  them,  form  a  ttaireaw.  Each  stair 
consists  of  an  upright  portion,  called  the  riser,  and  an  liori- 
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zontal  part,  called  the  tread.  A  seriea  of  stairs  ascending  in 
a  straight  line,  is  called  a  Jlight  of  stairs.  "  A  payer  of 
steres,^*  and  ''  a  steyr'*  are  old  phrases  nvith  the  same  mean- 
ing as  ^JHght ;  buty  at  present,  a  pair  of  stairs  denotes  two 
flights,  or  that  part  of  a  staircase  between  any  two  floors  of 
a  building.  Winding  stairs  are  those  which  rise  in  a  spiral 
cunre.  The  most  ordinary  word  in  ancient  use  for  a  stair 
was  gress.  (See  Degree,  Gradarivm,  Gradus,  Grebs, 
Staircasb,  Step,  and  Vice.) 

Staircase,  esealier^  Fr.,  scala,  Ital.,  that  part,  or  subdivision 
of  a  house,  church,  castle,  or  other  building,  containing  the 
stairs  by  which  persons  are  enabled  to  pass  from  one  floor  to 
another.  There  are  some  curious  staircases  amongst  the 
ruins  of  ancient  Egypt ;  and  it  is  probable  that  they  were 
used  also,  though  rarely,  by  the  Greeks.  The  ancient  Ro- 
man houses  being  almost  wholly  of  one  floor,  rarely  required 
staircases;  but  there  have  been  some  interesting  examples 
discovered  at  Pompeii.  In  the  lofty  and  complicated  build- 
ings of  the  middle  ages,  they  were  essential  parts ;  and  we 
find  that  the  architects  exercised  as  much  ingenuity  and  skill 
in  designing  them,  as  in  the  greater  and  more  ostentatious 
divisions  of  a  building.  The  staircases  of  castles  were  some- 
tiroes  on  the  outside,  as  well  as  within  the  walls, — occasion- 
ally passing  in  straight  flights,  but  more  frequently  winding 
within  circular,  or  square  turrets.  In  churches,  they  were 
greatly  varied,  and  sometimes  much  ornamented.  The 
newelf  or  corkscrew ,  staircase  was  the  most  usual :  it  formerly 
bore,  also,  the  names  of  turnpike,  vice^  and  cochlea.  In  a 
document,  temp.  Henry  VII.  (Gage's  Suffolk,  vol.  i.  p.  142), 
"  a  vise  {staeir)  of  breke'*  [brick]  is  mentioned.  (See 
Cochlea,  Cockle-stairs,  Newel,  Turnpike,  and 
Vice.)  Examples  of  ancient  newel  staircases  are  to  be 
seen  at  Colchester,  Hedingham,  and  Rochester  Castles ;  the 
Painted  Chamber,  Westminster ;  and  in  nearly  all  the  Eng- 
lish cathedrals  and  large  churches.  The  usual  situations  of 
staircases  in  the  latter  class  of  buildings  may  be  seen  in  the 
annexed  Plan  of  Durham  Cathedral,  where  the  angles 
of  the  west  front,  and  of  the  transept,  have  staircases  ascend- 
ing to  the  triforia,  clerestories,  and  roof.  Similar  staircases 
were  continued  to  the  summits  of  towers :  and  sometimes  a 


Norman  workmanship,  placed  before,  end  evidently  leading 
to,  what  was  formerly  the  Strangers*  Hal) ;  now  a  scbool- 
room.  (See  Caveler's  Specimens  of  Gothic  Arch.,  pis.  i.  ii. 
&c.)  At  Rochester  Castle,  the  ascent  from  the  gronod  to 
the^rsf  story  of  the  keep-tower  waa  by  a  staircase  on  tbe 
exterior  of  the  building,  extending  around  parts  of  two  sides. 
{Britton'i  Arch.  Antiq$.,  index,  toI.  v.)  A  circular  turret 
attached  to  the  western  face  of  the  tower  of  Brixworth 
Church  (see  Plate  of  Towebs,  fig.  5),  contains  a  windiog 
staircase  of  very  early  date.  The  round  tower,  or  keep  of 
Windsor  Castle,  is  ascended  by  a  noble  staircase  of  a  bua- 
dred  steps,  in  one  flight.  A  staircase,  of  singular  design  and 
application,  leading  from  tbe  transept  to  the  chapter-bouse 
of  Wells  Cathedral,  and  to  the  vicar's  close  adjoiuiog,  is 
represented  in  pis.  i.  and  xviii.  of  Britton's  WelU  Cath. 
Some  magnificent  open  staircases  were  constructed  io  the 
mansions  of  the  time  of  Elizabeth  and  James  I.;  several  of 
which  still  remain.  The  handrails  and  balusters  are  oflea 
massive  and  bold,  presenting  an  appearance  at  once  pictu- 
resque and  secure.  They  were  elaborately  carved,  the  posts 
at  tbe  angles  frequently  supporting  the  family  crest,  with 
scrolls,  foliage,  and  other  devices.  Examples  may  be  seen 
at  Hatfield  House,  Hertfordshire;  Eastbury  House,  Essex  ; 
Crewe  Hall,  Cheshire,  &c.  Aubrey  describes  a  very  curious 
one  at  Verulam  House ;  Dr.  Percy  mentions  two  at  Wressel 
Castle,  Yorkshire;  and  a  remarkable  one,  at  Wimbledon,  is 
described,  from  an  old  document,  in  the  Archaologia, 
vol.  xviii.  p.  399.  The  cathedral,  and  the  church  of  St. 
Maclou,  at  Rouen,  both  contain  very  singular  and  elaborate 
open-work  stone  staircases,  which  are  illustrated  in  Pagia's 
Arch.  Antiqs.  of  Normaiidi/,  pis.  59, 60,  and  67.  Tbe  spires 
of  the  cathedrals  of  Burgos,  in  Spain;  of  Antwerp,  and  of 
Fribourg,  have  curiously  constructed  staircases  within  their 
perforated  walls.  In  modem  palaces,  mansions,  and  public 
buildings,  the  grand  staircase  is  generally  an  important  fea- 
ture; end  London  has  several  excellent  specimens.  Such 
arc  those  of  Chesterfield,  and  of  Sutherland  Houses;  Drury 
Lane,  and  Covent  Garden  Theatres,  &c. 
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For  farther  information  on,  and  representations  of,  the 
yariotts  staircases  referred  to,  see  Briiton's  Arch.  Antiqs., 
index  to  5  vols.;  Brayley  and  Britton's  Anc,  Palace  at 
Westm.,  p.  121 ;  Clarke  s  Account  of  Eastbury :  Hunt's  £x- 
emplars  of  Tudor  Arch.^  pp.  27.  85 ;  Pugins  Examples 
of  Gothic  Arch.,  vol.  ii.  p.  xviii.;  Carter's  Anc.  Arch., 
pi.  xxix.:  also  the  articles  Asoensorium,  Foot-pace, 
ScALA  Santa,  and  Stair. 

Stall, ybmui,  low  Lat.;  stallum,  stabulum,  Lat.,  from  staudo, 
standing ;  the  place  occupied  by  a  monk,  canon,  dean,  or  pre- 
bendary, in  the  choir  of  a  church ;  sometimes  applied  also 
to  the  sedilia,  or  presbyteries  for  the  officiating  ministers  in 
the  wall  of  a  chancel.  (See  Seat.)  Stalls  were  generally 
made  of  timber,  and  elaborately  carved.  There  are  some 
highly  decorated,  of  stone,  in  the  collegiate  churches  of 
Beverley  and  Southwell.  In  most  English  cathedrals  a 
small  open  range  of  pillars,  supporting  gables  with  crockets, 
finials,  canopies,  and  other  decorations,  constitutes  the  face 
of  the  stalls.  In  some  churches  the  occupant  of  each  stall 
had  a  desk  before  him,  called  the  antica:  the  hinder  part,  or 
postica,  containing  a  folding-seat,  or  misericord  (see  Mise- 
rere, and  Subsellum),  which  afforded,  in  its  different 
positions,  a  broad  and  a  narrow  resting-place.  Where  there 
was  a  second  row  of  seats,  before  and  somewhat  beneath 
the  first,  the  two  were  distinguished  as  **  prima  et  secunda 
formteJ*  The  stalls  of  the  dean  and  sub-dean  at  West- 
minster Abbey  Church,  and  in  most  cathedrals,  are  loftier 
than  the  others.  We  are  told  that  all  the  stalls  of  churches 
were  formerly  hung  with  tapestry  on  festivals.  Salisbury, 
York,  Winchester,  Lincoln,  Worcester,  St.  David's,  and 
other  cathedrals;  Beverley-Minster;  Henry  the  Seventh's 
Chapel;  St.  George's  Chapel,  Windsor;  Sefton  Church, 
Lancashire;  and  the  Luton  Chapel,  Bedfordshire,  contain 
a  variety  of  elegant  stalls ;  whilst  many  of  the  cathedral  and 
conventual  churches  in  Italy,  France,  and  Germany,  are 
adorned  with  stalls  of  the  most  elaborate  workmanship.  They 
are  occasionally  found  in  parish  churches,  where  they  were 
placed  for  the  accommodation  of  monks,  or  nuns.  *'  Slolyng" 
a  church  seems  to  have  meant  providing  it  with  either  stools, 
or  stalls.    See  Few,  and  Blomefield's  Norfolk,  8vo.  vol.  iii. 


York:  see  alao  bis  Hutory  of  Winchester  Cathedral,  for  • 
view  of  the  dean'i  stall,  &c.,  ia  tbat  chnrcb. 

Stanchel,  Stanchbon,  ettanfon,  Fr.,  from  the  Latin  verb, 
ttu,  stare,  to  staod;  a  prop,  or  support;  a  piece  of  timber 
supporting  ooe  of  the  main  parts  of  a  roof:  also,  one  of  the 
vertical  bars  (whether  of  wood  or  iron)  ofa  window,  a  screen, 
a  railiog.  Sec. 

Standakt,  a  wooden  closet  with  an  opening  in  front;  also,  a 
large  branch  candlestick.  Robert  Harre,  by  will,  dated  1500, 
bequeathed  bis  "two  great  standards  of  lateQ"to  the  altar 
of  Donnington  Chapel.  —  Lysom's  Mag.  Brit,,  Berkshire, 
p.  716. 

Standblf,  a  corruption  o(  Stone-del/ ;  an  old  prorincial  term 
for  a  stone  quarry.  (See  Delf.)  —  Ouvn  and  Blaketoay's 
Shrewsbury,  vol.  ii.  p.  463. 

Staple,  probably  from  stapelen,  Ger.,  to  heap  up;  ttapula,  loir 
Lat.;  denoted  a  wholesale  market,  or  a  market-place.  The 
English  towns  to  which  merchants  carried  their  goods  for 
sale  were  called  staples ;  besides  which,  some  of  our  monarch* 
appointed  Bruges  and  Antwerp  to  be  the  towns  to  which 
merchants  should  be  required  to  export  the  staple  commodi- 
ties of  England  for  sale.  On  the  capture  of  Calais  by  Ed- 
ward III.,  that  town  was  also  made  a  foreign  staple.  Hence 
we  have  the  appellation,  "  a  merchant  of  the  staple  of  Ca- 
lais," &c.  The  "  statvtetnerchant "  was  a  taw  for  facilitating 
the  recovery  of  debts  due  to  merchants,  in  certain  towns,  by 
proceedings  before  the  mayor  and  the  '*  clerk  of  the  statute- 
merchant"  of  the  respective  pieces.  London,  Winchester, 
Bristol,  Shrewsbury,  and  many  other  towns,  enjoyed  the 
advantages  of  this  law.  (See  Owen  and  Blakeioay's  Skmae- 
bury,  vol.  ii.  pp.  213,  542 ;  and  Nicolas's  Testamenta  Vet., 
pp.  111,273.) 

Stab,  Star-Chamber.  The  practice  of  ornamenting  the  in- 
ternal roof,  or  ceiling,  of  a  building  with  painted,  or  gilded 
stars — most  probably  in  imitation  of  the  firmament — is  of 
remote  antiquity.  According  to  Diodorus,  the  ceiling  of  a 
part  of  the  palace  of  Osymandyus,  in  Egypt,  was  painted 
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blue,  and  decorated  with  stan.  That  it  was  adopted  rerf 
early  in  England,  appears  from  a  royal  precept  dated  in  1238, 
directing  the  sheriff  of  Hampshire  to  cause  the  walls  of  the 
chamber  at  Winchester  to  be  painted  green,  with  gold  stars* 
Representations  of  such  rooms  occur  in  many  illuminated 
manuscripts;  and  the  timber  ceilings  of  sereral  old  churches 
still  retain  these  peculiar  ornaments.  In  1521,  Sir  Thomas 
Wyndham  directed  a  cbapeli  at  Norwich,  to  be  ''wawted 
after  the  workmanship  of  the  church  there,  as  well  in  stars 
and  colours,  as  in  gilding  with  sterrys.**  The  time  of  the 
institution  of  the  celebrated  Court  of  Star^Chamber,  at 
Westminster,  is  uncertain.  It  is  said  to  have  been  so  called 
because  the  room  in  which  its  judges  originally  sat  was 
decorated  with  stars;  but  its  name  was,  more  probably, 
derived  from  the  verb  stare^  to  stand ;  to  stand  impeached, 
or  to  be  charged,  or  arraigned:  hence  a  place  for  trial. 
''  CamerA  stellatd**  occurs  as  the  name  of  a  room  in  the 
palace,  as  early  as  1372;  but  there  is  no  reason  to  believe 
that  the  court  then  existed.  The  jurisdiction  of  that  court 
was  extended  by  Henry  VII.  and  Henry  VIII.;  but,  in  con- 
sequence of  the  arbitrary  powers  usurped  by  its  judges,  it 
was  finally  abolished  by  the  legislature,  in  1641.  The  room 
in  which  the  court  sat  from  the  end  of  Queen  Elizabeth's 
reign  till  its  abolition,  is  engraved  in  Brayley  and  Brittons 
Anc.  Palace  at  Westm.,  pi.  xx.  See  an  essay,  by  Mr.  Bruce, 
on  the  origin,  functions,  and  practice  of  the  court,  in  Arch^ 
aologia,  vol.  xxv.  p.  342 ;  see,  also,  Walpole's  Anecdotes,  by 
Dallaway,  vol.  i.  p.  10;  Brayley  and  Britton^s  Anc.  Palace 
at  Westm.,  p.  231;  Nicolas*s  Test.  Vet.,  p.  682;  Rymer*s 
Fcedera,  vol.  iii.  pt.  ii.  p.  951,  edit.  1830;  Archaologia, 
vol.  viii.  p.  404 ;  and  Shaw*s  Anc.  Furniture^  p.  4. 

Statera,  Lat.,  the  Roman  steel-yard. — Lysons  in  Archaologia, 
vol.  X.  p.  134;  and  Fosb.  Enc.  ofAntiqs.,  p.  330. 

Statue,  Statua,  from  statuo,  to  place,  from  stare,  to  stand  ; 
— a  statue  proper  is  a  standing  figure :  that  which  is  set,  or 
fixed;  an  image;  a  carved,  moulded,  or  sculptured  repre* 
sentatioB  of  a  man,  or  other  living  being.  Without  com- 
menting on  Egyptian,  Grecian,  Roman,  or  other  statues  of 
foreign  workmanship,  the  reader  is  referred  for  remarks  on 
those  of  the  middle  ages  to  the  articles  Effigy,  Image, 


tDonastic  churches,  with  statues  of  bishops,  monarchs, 
knights,  &c.,  as  shewa  at  Salisbury.  Wells,  Peterborough. 
&c.  Od  the  monumental  crosses  of  Queen  Eleanor  are  some 
beautiful  specimens  of  ancient  statues.  (See  Ftaxman't  Lee- 
tttrtt  an  Sculpture.)  Giants,  or  janitora,  with  clubs,  were 
of^en  placed  at  the  sides  of  the  gateway  of  an  old  raaosioD, 
as  if  to  protect  the  entrance.  There  are  two  of  brick  at 
East  Basham  Halt,  Norfolk  ;  and  those  at  the  Guildhall, 
London,  supply  the  places  of  others  of  more  ancient  date. 

Stebplb,  )-iep«I,  Sax.,  a  lofty  erection  attached  to  a  church, 
and  intended  chiefly  to  contain  its  belli.  SleepU'w  a  general 
term,  and  applies  to  erery  appendage  of  this  nature,  whether 
its  form  classes  it  as  a  tower,  or  as  a  spire ;  or  if  it  exhibits 
the  ordinary  arrangement  of  a  tower  snrmounted  by  a  spire. 
(See  Spire  and  Tower.) 

Steevem  (Richard),  a  native  of  Holland,  practised  to  Eng- 
land, in  the  sixteenth  century,  as  a  statuary,  a  painter,  and 
a  medallist.  He  executed  the  tomb  of  Thomas  Radclifle, 
Earl  of  Sussex,  in  Boreham  Church,  Suffolk,  for  which  he 
was  paid  292/. —  WalpoU's  Anecdotes,  bif  Dailaway,  i.  311. 

Stele,  ffnjXii,  Gr.,  a  cippus,  or  small  sepulchral  monument  (see 
Cirpus);  also,  the  ornament  on  the  ridge  of  the  roof  of  a 
temple. — Hotking.  Eitcyc,  Brit.,  article  Aechitectube. 

Stef,  synonymous  with  stair;  so  called  from  a  nngle  stair  being 
ascended  at  one  step.     (See  Stair.) 

Stephen,  the  king's  painter,  received  payment*  for  wbitewaib- 
ing  and  decorating  the  Great  Hall,  at  Westminster,  id  1273. 
— Brayley  and  Brilion't  Anc.  Palace  at  Wetlm.,  p.  436. 

Stereobate,  fncto;,  Gr.,  firm,  or  solid,  and  Cam;,  a  base ;  the 
lower  part,  or  basement  of  a  building.  The  basement  of  a 
portico,  or  colonnade,  is  often  termed  a  stereobate,  though 
the  word  ttylobate  would  be  more  correct. — Hotking,  Eticyc, 
Brit.,  article  Architecture. 

Stevyns  {Thomai),  copper-smith,  in  conjunction  with  a  mar- 
bler,  and  a  Joimder,  agreed  to  make  the  lattcn  plate,  and 
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bearse)  for  the  tomb  of  the  Earl  of  Warwick,  in  the  Beau- 
champ  Chapel  ( A.D.  1457). — Brittons  Arch.  Aniiqs,,  vol.  ir. 
p.  12. 

Stoa,  eraa,  a  Greek  term  corresponding  with  the  Latin  porticus^ 
and  the  Italian  por/ico.    (See  Portico.) 

Stolb,  an  old  orthography  of  stalls  and  stool  (see  Pew  and 
Stall);  also  an  article  of  the  clerical  dress. 

Stone  (Nicholas),  **  carver  and  tombe-maker^*  as  he  is  termed 
in  one  of  his  contracts,  was  born  in  1586,  and  died  in  1647. 
In  1626,  King  Charles  the  First  appointed  him  his  master- 
mason,  at  Windsor  Castle;  and,  from  a  memorandum  in  his 
pocket-book  (printed,  with  other  extracts  therefrom,  in  WaU 
pole's  Anecdotes,  vol.  ii.  pp.  55-70,  Dallaways  edit.),  it  ap- 
pears that  he  was  employed  for  two  years  in  the  same  capa- 
city, at  the  Banquetting  House,  Whitehall.  The  principal 
architectural  work  erected  from  his  designs  is  the  porch  of 
St.  Mary's  Church,  Oxford,  in  which  twisted  columns  and 
other  incongruous  parts  are  tastelessly  introduced.  He  was 
very  extensively  employed  by  the  nobility  of  his  time,  chiefly 
in  executing  tombs,  statues,  effigies  (or  "  pictors"),  dials, 
fountains,  chimney-pieces,  and  similar  works.  Many  of  his 
productions  still  remain  in  different  parts  of  England.  (See 
Clutterbuck*s  Hist,  of  Hertfordshire,  vol.  i.  p.  261.)  Henrt 
(called  Old)  Stone,  his  eldest,  and  John,  his  youngest 
sons,  continued  their  father's  business  after  his  death. 
Nicholas,  his  second  son,  studied  under  Bernini,  and  exe- 
cuted several  statues,  models,  8cc.  The  family  were  interred 
in  St.  Martin's  Church,  London. 

Stone,  a  natural,  indurated  substance  found  beneath,  and  on  the 
surface  of  the  earth,  in  almost  every  part  of  the  world.  Its 
strength  and  durability  has  induced  its  employment,  for 
building  purposes,  in  a  greater  or  less  degree,  by  every  nation 
of  the  world.  Stone  is,  however,  greatly  varied  in  quality  and 
component  parts,  from  the  softest  sandstones  to  the  firmest 
and  hardest  marbles  and  granites:  some  species  acquire 
additional  hardness  by  exposure  to  the  atmosphere;  whilst 
others  are  rapidly  decomposed,  and  crumble  into  dust.  Tlie 
^yptians  used  ponderous  blocks  of  granite,  porphyry, 
breccia,  sand-stone,  &c. ;  the  Greeks  and  Romans,  the  con- 


well  as  those  of  Caen,  in  Noraiandy,  were  eztensiyely  em- 
ployed. The  CathedraU  of  Wells,  Salisbury,  York,  Peter- 
borough, Gloucester,  Sec,  with  King's  College  Chapel,  the 
castles  of  Conisborough,  Rochester,  Norwich,  London,  and 
«  number  of  others,  still  remain  to  attest  the  judgment  of 
the  architects  in  the  selection  of  their  materials,  aod  their 
skill  in  combining  them  in  the  respective  buildioga.  Besides 
external  and  internal  walls,  screens,  &c.,  stooe  of  different 
sorts  was  applied  to  the  construction  of  co£Gde,  altars, 
crosses,  pulpits,  fonts,  tombs,  and  stalls.  The  ribs  of 
groined  vaults  were  generally  of  stone,  the  intervening 
spaces  being  of  chalk,  rubble,  and  other  materials. 

For  information  on  the  different  varieties  of  stone  used 
in  particular  buildings ;  its  prices  at  various  periods,  aod  in 
different  places  ;  the  reader  is  referred  to  Brayleif  and  Brit- 
ton's  Anc.  Palace  at  Westm.,  p.  187;  Baylet/'s  Tower  of 
London,  pt.  i.  app.  p.  ix.;  Britlon'i  Calk.  Antigs. —  Wtits, 
p.  98,  Eieter,  pp.  96,  97;  Account  of  St.  Stephen's  Chape/, 
by  the  Society  of  Antiquaria ;  Dodtworth's  Salisbury  Cath., 
p.  131  ;  Brittons  Arch.  Anliqs,,  vol.  ii.  p.  89 ;  Brayley  and 
Neale'$  Westm.  Abbey,  vol.  i.  p.  51 ;  and  Pvgin'a  Normandy, 
p.  21.  See,  also,  Essex  on  the  Antiquity  of  Stone  Buildings 
in  England,  Archaologia,  vol.  iv.  pp.  73-109;  Rickman't 
Attempt,  See.,  4th  edit.  p.  308;  King's  Mun.  Antigua, 
vols.  iii.  and  iv,  passim ;  Owen  and  Blakeway't  Shrewsbury^ 
Tol.  ii.  p.  209;  Hunt's  Exemplars  of  Tudor  Arch.,  p.  28; 
and  the  articles  Alabaster,  Cabn-stone,  Column, 
Delf,    Freestone,    Marble,    Mason st,    Miliary- 

STONE,  CJUABRY,  RoDGH-IBTTER,  StANDELF,  ToHB,  &C., 

in  the  present  volume. 

By  the  Druids,  and  other  Pagan  inhabitants  of  Britain, 
large  stones  were  set  up,  singly,  for  memorials;  and  in 
clusters,  or  circles,  for  the  performsnce  of  religious  rites,  Sic. 
These  were  generally  left  in  their  unchiselled  condition. 
Stone  pillars  of  memorial  in  characterised  in  a  paper  in  the 
Archaologia,  referred  to  in  the  article  Pillab;  cromlech* 
have  been  referred  to  under  the  word  Cromlech  ;  and  early 
stone'crosses  under  the  word  Cross.     Rocking,  or  Logan 
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stones,  are  those  which,  by  natural  or  arti6cial  means,  or 
by  a  combination  of  both,  are  so  placed  as  to  be  made  to 
Tibrate  to  and  fro,  on  a  small  point  of  rock,  without  falling 
over.  Stone  circles  consist  of  several  stones,  fixed  upright 
in  the  ground,  at  a  place  of  sepulture,  or  of  public  worship. 
Of  the  latter  class,  the  temples  at  Avebury  and  Stonehenge, 
in  Wiltshire,  are  the  most  remarkable.  The  former,  the 
greater  part  of  which  is  destroyed,  was  described  by  Stuke- 
ley,  in  a  volume  entitled  Abury,  a  Temple  of  the  British 
Druids,  8cc.,  folio,  1743.  It  is  also  fully  described,  with 
plates,  by  the  author  of  this  volume,  in  the  Beauties  of 
Wiltshire,  vol.  iii.;  and  in  the  Penny  Cyclopadia,  under  the 
word  AvBBURY :  see,  also,  Hoare's  Ancient  Wiltshire,  vol.ii. 

STONBHBNGE,an  aucieut  Celtic  temple  of  England,  is  situated 
on  a  wide  tract  of  unenclosed  land,  called  Salisbury  Plain, 
in  Wiltshire.  It  consists  of  a  number  of  large  stones,  either 
standing  upright  or  lying  on  the  ground,  the  whole  work 
being  in  a  state  of  dilapidation.  Originally,  it  is  supposed 
to  have  been  an  open  temple,  raised  by  the  ancient  British 
Druids,  and  appropriated  to  their  peculiar  religious  cere- 
monies and  modes  of  Pagan  worship.  It  appears  to  have 
been  composed  of  an  external  circle  of  30  stones,  with  a 
series  of  30  imposts,  or  horizontal  stones,  upon  them;  each 
one  of  the  latter  resting  partially  on  two  of  the  former : 
within  this  circle  was  another,  of  smaller  upright  stones,  but 
without  imposts.  Two  other  groups  of  upright  stones,  one 
having  imposts,  and  the  other  none,  were  placed  still  nearer 
the  centre  of  the  enclosure ;  and,  surrounding  the  whole,  at 
a  distance  of  about  30  yards  from  the  exterior  circle,  was  a 
vallum  of  earth  and  a  ditch,  with  four  upright  stones  towards 
the  cardinal  points  of  the  compass.  About  30  yards  to  the 
east  were  two  other  upright  stones,  forming  a  kind  of  portal 
to  the  temple.  Eastward  of  these  were  two  raised  banks, 
bounding  an  avenue,  which  extended  about  half  a  mile  from 
the  temple,  and  was  terminated  to  the  north  by  other  earth- 
works, forming  a  sort  of  cursus,  or  race-course.  On  the 
widely  spreading  downs  around  this  temple,  are  numerous 
barrows,  or  tumuli.  (See  Barrow  and  Tumulus.)  For 
detailed  accounts  of  this  ''  wonder  of  the  west,"  see  Hoares 
Ancient  Wiltshire,  vol.  i.;  and  the  article  Stonehengb,  in 
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Rees*8  Cyclopadia;  the  latter  written  by  the  author  of  this 
Tolume. 

STORYy  from  sto,  stare,  to  stand ;  one  of  the  vertical  divisions 
of  a  building ;  a  series  of  apartments  on  the  same  level : 
corruptly  written  istoria  and  lustoria  by  William  of  Wor- 
cester. The  words  clerestory,  and  over-story  are  compounds 
from  this  source.  The  analogous  term  in  Scotland  is  fijlat. 
A  story  formerly  denoted  also,  a  history,  or  historical  inci- 
dent, carved  or  sculptured  as  an  ornament.  (See  Rovez- 
ZAND.)    The  adjective  storied  is  still  used  in  a  similar  sense. 

Stoup,  Stoppe,  the  old  English  name  for  the  holy-water  basia 
placed  at  the  entrance  to  a  church ;  and  applied,  also,  to  a 
vessel  for  carrying  about  and  distributing  holy-water  amongst 
a  Roman  Catholic  congregation.  (See  Nicholses  Collection 
of  Wills^  p.  253 ;  and  Arcfusologia,  vol.  x.  p.  472,  and  voL  xi. 
p.  365.)  Mr.  Willson,  in  Glossary  to  Pugins  Specimens, 
defines  stoup  as  a  post,  a  pedestal,  or  small  pillar,  to  place  a 
statue  upon.  There  were,  also,  drinking  vessels  called 
stoups;  of  which  some  very  curious  ones  are  still  preserved 
in  this  country. 

Stowe,  (William),  sacrist  of  the  abbey  of  Evesham,  built  the 
new  steeple,  or  belfry,  of  the  abbey  church,  about  the  year 
13]9.—Rudge's  Hist,  of  Evesham,  p.  28. 

Strangers'-hall,  the  same  as  guest-hall.  (See  Guest- 
HALL  and  Refectory.) 

Straw  and  rushes  were  formerly  used  for  strewing  floors  of 
rooms,  and  also,  as  at  present,  for  covering,  or  thatching, 
the  roofs  of  houses.  (See  Whitaker's  Hist*  of  Manchester, 
book  i.  chap,  x.;  Archtsologia,  vol.  iii.  p.  155,  &c.) 

Stretching-course,  in  brickwork  and  in  masonry,  a  row,  or 
course,  in  which  the  bricks,  or  stones  are  placed  with  their 
longest  faces  exposed  to  view.  The  bricks,  or  stones  thus 
laid  are  called  stretchers ;  and  those  disposed  with  the  ends 
outwards  are  called  headers.  (See  English,  and  Flemish 
Bond.) 

Strike,  an  old  word  denoting  an  iron  spear,  or  stanchel,  in  a 
gate,  or  palisade.     (  Willson,  Glossary  to  Pugins  Specimens.) 

String,  Cordon,  String-course,  a  narrow,  horizontal,  and 
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slightly  projecting  course  of  brickwork,  or  masonry,  in  the 
wall  of  a  building.  The  two  former  names  are  applied  more 
particularly  to  those  in  the  Greek  and  Roman  styles.  Mr. 
Hope  observes,  that  in  "  churches  in  the  Lombard  style 
nearly  every  story  is  marked  on  the  exterior  by  a  plain  string- 
course^  with  a  corbel-table  beneath  it."  In  churches  of 
Norman-pointed  architecture,  string-courses  are  of  frequent 
occurrence,  varying  in  the  simplicity  or  complexity  of  their 
mouldings,  at  different  periods.  Several  examples  are  shewn 
in  the  accompanying  Plates  of  Arcades,  Corbel- 
tables,  Doorways,  &c.     (See  Belt,  and  Course.) 

Structure,  from  struo,  struere,  Lat.,  to  lay,  to  pile,  to  heap 
up  in  workman-like  order ;  a  building,  or  any  thing  to  which 
the  term  built  can  be  applied.  A  column,  or  an  obelisk,  if 
formed  of  many  stones,  is  a  structure ;  but  not  so  if  it  be  of 
a  single  stone. 

Strut,  Stretching-pibce,  a  piece  of  timber  placed  obliquely 
in  the  framed  part  of  a  building,  serving  to  keep  a  main 
beam  in  its  proper  situation. 

Stucco,  Ital.,  s/tir,  Fr.,  estuco^  Sp. ;  so  named  from  its  adhesive 
quality;  a  superior  variety  of  plaster,  or  calcareous  cement. 
(See  Cement,  and  Plaster.)  This  material  was  commonly 
employed  by  the  ancient  Romans  to  cover  the  interior  faces 
of  walls ;  and  also  for  floors. 

Stump.  The  tower  of  Boston  Church,  Lincolnshire,  is  popu- 
larly called  "  Boston  stump ;"  probably  from  its  abrupt  ter- 
mination, as  seen  at  a  distance.  (See  Plate  of  Towbrs, 
fig.  18.) 

Stump-cross,  a  name  commonly  applied,  in  Lancashire,  to  a 
small  boundary  cross;  of  which  there  are  many  ancient 
specimens  in  that  county.  These  are  generally  broken  and 
dilapidated. — Astle,  in  Archaologia,  vol.  xiii.  p.  214. 

Style,  ^ruXo^,  a  Greek  word  signifying  a  column,  extensively 
adopted  by  architectural  writers,  in  such  compound  terms  as 
tetrastyle,  hexastyle,  decastyle,  eustyle,  prostyle,  stylobate, 
&c.  The  Roman  stylus  was  a  kind  of  bodkin,  used  as  a 
writing  instrument.  The  ordinary  and  almost  unlimited  ap- 
plication of  the  word  style  is,  however,  to  express  the  manner, 
or  character,  of  any  composition,  or  class  of  compositions,  in 


Tudor  styles,  &«.,  are  phrases  in  common  use,  altboagh  not 
strictly  correct  id  application. 

Stylobate,  Stylobata,  Stylobation,  ffruXflf,  Gr.,  a.  co- 
)anin,  and  Catii,  a  base ;  a  basement  of  brickwork,  or  of 
masonry  beneath  columns,  caryatides,  or  other  columnar 
supports :  a  podium.  It  differs  from  a  pedestal  in  not  being 
insulated.     (See  Pedestal  and  Stereobate.) 

SuBSELLUM,  sub,  Lat.,  under,  or  beneath,  and  sella,  low  Lat., 
a  Beat;  an  inferior,  or  secondary  fixed  seat.  The  term  is 
usually  apphed  to  the  folding  board,  miserere,  or  misericord, 
in  the  posticum,  or  hinder  part  of  a  stall.  Mr.  Clarke  applies 
the  name  to  the  stalls  in  the  choir  of  a  church,  to  distinguish 
them  from  the  sedilia,  or  seats  for  the  officiating  clergy,  in 
the  chancel.  The  latter  he  proposes  to  term  the  conceista 
clericorum.  (See  Arckaologia,  vol.  xi.  p.  345;  Britton's 
Arch.  Antiqs.,  vol.  ir.  p.  115;  and  the  articles  Seat  and 
Stall.) 

Sudatory,  Sudatorium,  from  sudor,  Lat.,  sweat,  the  same 
as  Laconicdii,  which  see. 

SuPFULCRUM,  Lat.,  a  supporter,  or  stay.  Suffulcra  are  anp- 
posed  to  be  meant  in  the  following  passage,  from  the  accounts 
of  building  St.  Stephen's  Chapel : — "  one  pair  of  (uj?'-' bought 
to  mend  the  work  of  the  finials  of  the  tabernacles,  5d" — 
Brat/ley  and  Brttton't  Anc.  Palace  at  Westm.,  p.  165. 

Sugar  (Dr.  Hugh),  Treasurer  of  Wells  Cathedral  (about 
A.D.  1470),  erected  an  elegant  chantry  chapel,  bearing  his 
anns  and  initials,  between  two  of  the  pillars  on  the  south 
side  of  the  nave  of  the  cathedral  church. — Britton't  Catk. 
Antiqt..  Wells,  p.  122,  pi.  lii.) 

SuoEB,  abbot  of  St.  Denis,  near  Paris,  from  1122  till  his  death 
in  1151,  enlarged,  and  almost  entirely  rebuilt  the  abbey 
church.  His  own  architectural  skill  and  dihgence  in  supei^ 
intending  the  works  is  particularly  mentioned  in  contem- 
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porary  manuscripts. —  WhittingtonU  Hist.  Surv.,  pp.  85, 
128-134. 

Summer,  sommier,  Fr.,  a  horizontal  beam,  or  girder.  In  a 
docament  dated  in  1505,  are  the  words,  ''  all  the  som's  or 
dormants.'*  {Gage*s  History  of  Suffolk,  vol*  i.  p.  140;  and 
see  DoRMAN.) 

SuMMER-TRRE,  the  Same  as  Brest-summer,  which  see. 

Super  Altare,  "a  stone  consecrated  by  the  byshops,  com- 
monly of  a  foot  long,  which  the  Papistes  carry  instead  of  an 
altar,  when  they  say  masse  for  money  in  gentlemen's  houses." 
— Fox,  p.  1446,  as  quoted  in  Owen  and  Blaktways  Shrews^ 
bury,  Tol.  ii.  p.  209. 

Surbase,  sur,  Ft.,  from  super^  Lat.,  aboTe,  or  upon,  and  base: 
an  upper  base ;  a  cornice,  or  series  of  mouldings  above  a 
pedestal,  or  stereobate. 

SuRBASBD,  a  term  applied  to  an  arch,  vault,  or  cupola,  the 
curve  of  which  is  struck  from  centres  placed  chiefly  below  its 
base ;  or,  in  other  words,  which  does  not  comprise  a  greater 
segment  than  a  semicircle. 

Sutton  (John),  a  carver,  was  employed  by  Thomas  Beauchamp, 
Earl  of  Warwick,  at  the  end  of  the  fourteenth  century,  to 
alter  a  statue  of  Guy,  Earl  of  Warwick,  in  the  choir  of  the 
church  at  Warwick. — Dugdale's  Warwickshire,  p.  402. 

SwALVE,  or  Swallow  (John),  and  Richard  Washbourn, 
masons,  were  employed  in  the  18th  of  Bichard  II.  (1395)  to 
heighten  the  walls  of  Westminster  Hall,  according  to  a  model 
devised  by  Henry  Zeneley,  and  delivered  to  them  by  Watkin 
Waldon,  his  warden. — Brayley  and  Britton's  Anc.  Palace 
at  Westm.,  p.  437. 

Symbol,  symbolum,  Lat.,  tfu/frCoXoy,  Gr.,  from  s\»ii»CaKkm,  to  com- 
pare ;  a  representation  of  some  moral  quality  by  an  image  of 
a  physical  object.  Symbol  is  a  general  term,  embracing  all 
the  varieties  of  hieroglyphics,  types,  enigmas,  emblems,  &c. 
The  cross  was  the  most  noted  of  all  the  Christian  symbols. 
The  Trinity  was  frequently  represented  by  a  triangle  within 
a  circle ;  and  the  mortality  of  man  by  a  skull  and  crossed 
bones.     Many  symbolical  figures  were  adopted  from  the 
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Pagans;  as  tbe  dove,  the  lion,  the  eagle,  the  paint  brancb, 
the  vine,  ficc.     (See  Hope's  Hist,  of  Architecture,  ch.  xr\.) 

SvMONs  (R).    (See  Simons.) 

Symondes  (Symond),  "of  tbe  parysshe  ofSeint  Margaret,  of 
the  towDB  of  Weatminster,"  and  "  Fraunces  Wylliam- 
soN,  of  the  parysshe  of  SeintOlyff,  io  Southwerke,  glaByer," 
covenanted  to  "  glase  and  sett  up  four  windowes  of  the 
upper  story  (of  King's  College  Chapel,  Cambridge),  wiih 
good,  suer,  and  perfyte  glasse,  and  imagery  of  the  story  of 
the  old  lawe  and  of  the  newe  lawe ;  accordiog  to  sucbe 
patterns,  otherwyse  called  vidimus,"  as  should  be  delivered 
to  them  by  their  employers.  Their  indenture  is  dated  1526. 
{Brilton's  Arch.  Antiqs.,  vol.  i.  p.  15.) 

Synacogub,  tviayuyit,  Gr.,  from  tfui,  together,  aod  aym,  to  drive ; 
an  assembly  of  Jews  for  religious  purposes :  also  tbe  buitdiog 
in  nbich  they  assemble. 

SvNETRBs.  The  parties  employing  the  mason  who  erected 
Catterick  Church,  Yorkshire,  vrere  themselves  to  provide 
"  lyme,  and  sande,  and  water,  and  scafialdyng,  and  tynetrts," 
which  the  Rev.  Mr.  Raine,  in  a  note  to  his  edition  of  the 
Contract  (p.  II),  supposes  to  mean  eenlres. 

Systyle.     (See  Temple.) 


Tabernacle,  tabernaculum,  Lat.,  amongst  the  Jews,  was  the 
name  of  a  portable  temple  which  they  constructed  in  the 
wilderness.  The  temple  of  Solomon  was  called  by  tbe  same 
name;  as  was  also,  in  some  instances,  a  Christian  church. 
Amongst  the  Christians,  however,  the  chief  application  of 
the  word  tabernacle  was  to  the;)i>.  (See  Pix.)  "Taber- 
nacula  cum  reliquiis," — "one  tabernacle  of  ivory." — limen~ 
tory,  Lincoln  Cath.,  1536;  Dugd.  Mon.  Angl.,  vol.  vi. 
p.  1278.  Modem  writers  call  ornamented  niches  taberna- 
cles ;  probably  from  their  resemblance  to  a  common  form  of 
the  pix:  nor  is  this  phraseology  entirely  without  tlie  sane- 
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lion  of  certain  old  writers;  as  appears  by  the  following 
extracts: — 

**  Im^g&nm  and  taUmaelei 
I  uw,  and  full  eke  oC  wyndowM.'* 

Chaucer's  Houu  <^Fame. 

'*  Tombes  (tymbres?)  upon  tabernacles.**  (P.  Plowman  s 
Crede*)  "  Et  auxi  ferrount  Tabernacles  appeles  Hovels,  ore 
Gabletz/'  are  mentioned  in  the  contract  for  Richard  the 
Second's  tomb,  in  Westminster  Abbey  Church,  dated  1396. 
These  were,  probably,  the  ornamented  canopies  at  the  heads 
of  the  ef&g:ies  of  that  monarch  and  bis  queen.  (See  Bray^ 
ley  and  Neales  Westm.  Abbey ^  toI.  ii*  p.  112.)  Examples 
of  richly-ornamented  niches,  or  tabernacles,  with  and  with- 
out statues,  are  engraved  in  Platb  of  Crosses  (Waltham 
Cross),  and  Plats  II.  of  Doorways,  fig.  4.  There  are 
two  lofty  ones  at  the  sides  of  the  Porch  of  King's  College 
Chapel,  Cambridge.  (See  Engraved  Title-page,  and 
the  article  Niche.) 

Tabernaclb-work,  the  same  as  Shrinb-work  ;  any  delicately 
sculptured  tracery,  or  open  work;  similar  to  that  which 
forms  the  upper  part  of  a  tabernacle. 

Table,  Tablet,  Tabula,  from  tabula,  Lat.,  a  flat  surface.  In 
old  documents  we  find  the  words  table,  and  tablement,  em- 
ployed to  designate  any  flat  surface,  or  smooth  course  of 
architectural  workmanship.  (See  Bbmch-table,  Corbbl- 
table,  Earth-table,  or  Ground-table,  Scutablb,  and 
Water-table.)  *'  A  botras  rising  into  the  tabill,"  is  named 
in  the  Catterick  Church  contract;  and  **  table-stones*'  in 
that  for  Fotheringbay  Church ;  both  apparently  denoting  a 
corbel-table.  ''  The  tower  called  Colde  Harber,"  in  the 
Tower  of  London,  was  to  be  *^  garettyde,  tabled,  8cc.,  with 
Cane  stone.*'  (Bayley*s  Tower,  pt.  i.  app.  p.  xiii.)  ''  A 
tabill  of  ston,"  at  Little  Saxham,  in  1505,  seems  to  have 
meant  a  basement  moulding.  (Gages  Suffolk,  vol.  i.  p.  140.) 
In  another  sense  (synonymously  with  tableau,  Fr.),  the  word 
table  denoted  a  painted  surface,  or  one  ornamented  with 
sculpture,  or  carving,  in  low  relief,  or  with  decorations  of  gold 
or  silver.  (See  Whitakers  Rkhmondshire,  vol.  i.  p.  424.) 
The  word  tablet  literally  signifies  a  flat  surface  of  small  ex- 
tent (see  Entablature)  :  thus,  a  moaumetUal  tablet  is  gene- 


rally  a  slab  of  marble,  or  stone,  with  a  commemorative  io- 
scription.  Mr.  Rickman  applies  it  to  a  projecting  moulding, 
or  BtrJDg-course,  in  any  part  of  a  building.  According  to 
him,  the  basements  of  churches  consist  of  one  or  more 
tablets,  or  mouldings,  of  different  oatlines ;  the  labels,  or 
drip-Btones  of  doorways  and  windows,  and  the  cornice,  or 
moulding  at  the  top  of  a  building,  he  also  terms  tablets. 
{Attempt,  Sfc,  4th  edit.  p.  42.) 

The  common  article  of  furniture  called  a  table,  is,  from  its 
nature,  necessarily  of  great  antiquity.  Stnitt  (Matmert  and 
Customs,  pi.  16)  has  represented  several  Anglo-Saxon  tables ; 
and,  in  Shaw's  Anc.  Furniture.^re  some  interesting  specimens, 
executed  between  the  times  of  King  Henry  the  Eighth  and 
Queen  Anne.  One  of  the  most  ancient  in  the  kingdom  is 
that  in  the  chapter-house  of  Salisbury  Cathedral ;  formed,  pro- 
bably, about  1275.  Tables  were  generally  called  "hordes;" 
and,  indeed,  were,  in  many  instances,  nothing  but  planks 
laid  across  tressels  fastened  to  the  floor.  Numerous  sub- 
stantial oak  tables  remain  in  the  halls  of  mansions  of  the 
Tudor  era.  Some  tables  of  the  same  period  admitted  of  being 
partly  folded  up,  by  means  of  hinges.  A  round  table,  of 
the  sixteenth  century,  with  a  pillar  and  claws,  is  represented 
in  Willemin's  Mon.  Franfais.  Tables  were  often  covered 
with  embroidery  of  the  richest  description,  as  well  as  with 
tapestry  and  Turkey  carpets;  and,  when  one  was  placed  on 
the  high  dais,  and  two  others  below,  they  were  said  to  be 
arranged  bam/tiet-wise.  (Hunt's  Exemplars  of  Tudor  Arch., 
pp.  121,  146.) 
Tablinuh,  Lat,,  an  apartment  in  an  ancient  Roman  house  for 
manuscripts,  records.  Sic. 

TxNiA,  Tenia,  Lat.,  a  band  (see  Bardlet);  applied,  in  parti- 
cular, to  the  narrow  moulding  between  the  architrave  and 
the  frieze  of  the  Doric  entablature. 

Talliage,  a  rate,  or  tax,  levied  by  the  king  on  his  barons, 
knights,  and  burgesses;  or  by  a  baron,  or  knight,  on  bis 
customary  tenants.  Freedom  from  talliage  was  often  the 
reward  of  a  service  rendered  to  the  monarch. 

Tally,  tallia,  low  Lat.,  from  calian,  cxllan.  Sax.,  to  account; 
or  from  lailler,  Fr.,  to  cut;  a  piece  of  wood  longitudinally 
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split  into  two  parts,  and  cut  with  certain  notches,  or  indent* 
ations,  to  indicate  soms  of  money.  The  two  being  separated, 
correspond  with,  and  form  a  check  upon  each  other. 
Formerly  the  accounts  of  the  Exchequer  of  England  were 
kept  in  this  manner. 

Talon,  Fr.,  the  heel;  the  same  as  the  ogee  mouldingi  or  cyma 
reversa.    (See  Astragal,  Cyma,  and  Oobb.) 

Tahbour,  Drum^  and  Vasb,  are  names  applied  indifferently  to 
the  central  part,  or  main  bulk  of  the  Corinthian  and  Com- 
posite capitals ;  also  to  a  portion  of  a  cupola. 

Taper  (Paschal).     (See  Paschal.) 

Tapbstry,  tapes,  Lat.,  tapUserie,  Fr.,  tapiz,  &p.,  tappezzaria.  It.; 
a  material  woven  of  wool  and  silk,  enriched  with  threads  of 
gold  and  silver,  and  arranged  in  different  ornamental  patterns. 
The  use  of  tepestry  is  traced  to  a  very  early  age  in  the  East. 
By  the  Persians,  or  Babylonians,  it  was  introduced  to  the 
notice  of  the  Greeks.  At  Bayeaux,  in  Normandy,  is  the 
most  celebrated  piece  of  tapestry  in  Europe.  It  consisU  of 
a  large  roll,  212  feet  long,  by  18  inches  broad,  and  conteins 
representations  of  several  evente  connected  with  the  Norman 
conquest  of  England.  It  is  traditionally  said  to  be  of  coeval 
date  with  that  event,  and  ito  information  on  costume  and 
similar  subjecte  is  exceedingly  valuable.  See  full  accounts 
of  it  in  the  Archaologia,  by  Charles  Stothard,  vol.  xix.; 
Turner's  Tour  in  Normandy ^  vol.  ii.  pp.  234-242;  and  an 
Historical  Account  of  the  Tapestry  Worked  by  Queen  Matilda, 
Saint  Lo.,  12mo.  1827.  But  there  is  no  valid  ground  for 
attributing  this  tepestry  to  Matilda,  nor  any  proof  of  iU 
existence  prior  to  the  early  part  of  the  thirteenth  century. 
In  the  fourteenth  century  tapestry  was  first  introduced  in 
England.  A  writ  ''  de  inquirendo  de  mysterd  Tapiciorum" 
was  issued  by  Edward  III.  so  early  as  1344;  and,  in  1398, 
the  celebrated  set  of ''arras  hangings^''  at  Warwick  Castle, 
are  mentioned.  Hangings  was  the  universal  name  for  tepes- 
try ;  and  the  appellation  arras  arose  from  the  town  of  that 
name,  in  Flanders,  being  celebrated  for  ite  manufacture  of 
tepestry.  Large  quantities  were  imported  from  thence  into 
England.  The  splendour  of  this  species  of  manufacture  is 
repeatedly  noticed.    The  finest  sort  consisted  of  silk  and  gold 


threads,  and  was  called  "  baadekyn."  Some  varieties  appear 
to  have  been  flowered  damaek.  Common  cloth,  or  canrass, 
painted  in  oil,  or  in  resinous  size,  was  employed  in  some 
apartments;  and,  subsequently,  leather  embossed  with  gold, 
and  coloured  devices.  Walls  of  rooms  were  often  left  in  * 
rough  state,  the  tapestry  being  hung  loosely  on  projecting 
frames,  or  nails,  and  extending  from  the  ceiling  to  the  floor. 
The  east  end  of  the  choir  of  Westminster  Abbey  Church; 
the  great  halls  at  Eltham,  Westminster,  and  Coventry;  the 
castles  of  Nottingham,  Windsor,  Berkeley,  Sec,  contained 
specimens  of  ancient  tapestry.  For  more  ample  information 
on  this  subject  than  can  be  introduced  here,  see  Warton'i 
Hist,  of  English  pMtry,  edit.  1824,  vol.  ii.  p.  42;  Walpole's 
Anecdotes  of  Painting,  Dallaway's  edit.,  vol.  ii.  p.  49; 
DaUaway's  Engl.  Arch.,  edit.  1833,  pp.  330,  386;  Hunt's 
Ejemplars  of  Tudor  Arch,,  fp.  110-118;  Gage's  Hetigrave, 
pp.  25-33;  Nicolas'!  Testamenta  Vetusta,  pp.  227-229; 
Shaw's  Ancient  Furniture,  p.  9 ;  Nares's  Glossary ;  Ellis's 
Orig.  Letters,  vol.  ii.  p.  16;  Brayley  and  Neale's  Westm. 
Abbey,  vol.  ii.  pp.  46,  272;  and  Pine's  Illustrations  attd 
Account  of  the  Tapestry  of  Ike  House  of  Lords,  London, 
folio,  1753. 

Tblauones,  the  same  as  Atlantes  (which  see)- 

Tbhplb,  templum,  Lat.,  temple,  Fr.,  templo, Sp.,  tempio,  It.;  a 
building  appropriated  to  religious  worship.  The  Celtic  tem- 
ples were  generally  circles  of  rude  stones,  similar  to  those  of 
Avebury  and  Stonehenge.  (See  Stonehenge.)  Those  of 
Egypt  were  formed  by  massive  walls  and  columns,  and  en- 
closed one,  two,  or  more  open  courts,  or  areas.  The  temples 
of  the  Greeks  were  varied  in  form,  size,  and  decoration,  and 
have  received  different  denominations  accordingly.  When  the 
oblong  cella,  which  forms  the  main  part  of  a  Greek  temple, 
was  ornamented  at  one  end  by  columns  placed  between  antse, 
or  end  pilasters,  it  was  called  a  temple-in-antit :  if  it  had  a 
perfect  portico  at  one  end,  it  was  termed  prostyle:  when  a 
similar  portico  was  added  at  the  rear,  the  temple  was  amphi- 
prostyU;  and,  when  it  was  entirely  surrounded  by  columns, 
peripteral.  The  absence  of  columns  along  the  sides,  or 
flanks,  produces  an  apteral  temple.  When  a  temple  was  sur- 
rounded by  two  rows  of  columns,  it  is  said  to  be  dipteral; 
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and  pseudo'dipteral  is  its  appellaUon  when  the  cell  has  space 
for  a  second  range  of  columns,  although  they  are  absent. 
In  a  pseudo^peripteral  temple  the  columns  of  the  sides,  or 
flanks,  are  not  detached  from  the  wall  of  the  building. 
Temples  left  open  to  the  air  were  called  hypcUhral;  and 
those  which  were  covered  in,  cleithraL  Besides  these  terms, 
temples  as  well  as  porticos,  are  named  according  to  the 
number  of  columns  at  each  end ;  as  tetrastyle^  hexastyle, 
octostyle,  8cc.  Those  buildings  in  which  the  columns  are 
set  very  close  together,  are  called  pycnosiyle;  the  systyle 
arrangement  of  columns  admits  of  wider  intercolumniations ; 
and  the  diastyle  of  still  wider.  AreostyU  is  applied  to  build- 
ings in  which  the  columns  are  very  wide  apart.  To  each  of 
these  five  Tarieties  Vitruvius  arbitrarily  assigns  fixed  and 
determinate  proportions.  For  further  remarks  on  the  parts 
and  details  of  Grecian  temples,  see  the  articles  Cell,  CSolumv  , 
Entablature,  Nags,  Opisthodohus,  Portico,  Roof,  Tile, 
&c.  The  Romans  frequently  built  circular  temples ;  as  those 
of  Vesta,  at  Tivoli,  and  at  Rome. 

Amongst  the  early  Christians,  the  word  temple^  from  its 
association  with  Pagan  rites,  was  disused ;  but  the  Temple 
of  Solomon,  at  Jerusalem,  was  succeeded  by  a  church  of  the 
Holy  Sepulchre,  which  was  occasionally  called  the  Temple; 
and  a  sect  of  military  devotees,  leagued  together  for  its  pro- 
tection, termed  themselves  Knights'  Templars;  whilst  their 
principal  churches  were  called  temples.  Hence  we  have  still 
the  Temple  Churchy  in  London.  Heathen  temples,  if  well 
built,  were  directed,  by  Pope  Gregory,  to  be  converted  into 
Christian  churches ;  and  several  of  them,  in  Italy,  appear  to 
have  been  so  altered.  For  further  observations,  see  Whit- 
aker*s  Manchester;  Bingham's  Orig.  Eccles,,  b.  viii.  c.  i.; 
and  Staveley's  Hist,  of  Churches,  p.  70.  In  Durand^s 
Parallile  des  Edifices^  pis.  i.  to  vi.,  are  elevations,  plans,  and 
sections  of  the  principal  Egyptian,  Grecian,  and  Roman 
temples. 

Tenement,  tenementum,  low  Lat.,  from  teneo^  Lat.,  to  hold ;  a 
house,  or  place  of  residence. 

Teocalli,  a  name  given  to  the  pyramidal  buildings  erected  by 
the  ancient  inhabitants  of  Mexico.    (Sec  Pyramid.) 
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Tbpidarium,  the  name  of  that  division  of  a  Roman  thermae 
which  contained  the  tepid  bath. 

Term,  Tbrminus,  a  pedestal  widening  towards  the  top,  where 
it  merges  into  a  bust;  the  whole  called  a  terminal  figure. 

Tessera,  Lat.,  from  rttrat^a^  Gr.,  a  cube,  or  die;  one  of  the 
small  cubical  pieces  of  bricks  stone,  or  composition,  forming 
part  of  an  ancient  Roman  mosaic,  or  tesselated  pavement. 
Vitruvius  mentions  seciilia  and  tessera  as  the  names  of  the 
fragments  so  used;  with  respect  to  the  difference  between 
which  antiquaries  have  differed  in  opinion,  see  lofsons^s 
Woodchester,  p.  4;  also  Mosaic,  and  Pavement. 

Tester,  Tbstok,  Testoon,  from  the  old  French,  teste,  now  spelt 
tSte,  the  head ;  testa,  Ital. ;  a  flat  canopy  over  a  chair  of  state, 
a  bed,  a  pulpit,  or  a  tomb.  The  canopy  over  Queen  Eleanor's 
tomb,  at  Westminster,  is  called  a  tester  in  old  documents ; 
and  that  over  Edward  the  Black  Prince's  tomb,  at  Canter- 
bury, is  termed  capitz,  from  caputs  Lat.,  the  head.  Tesion, 
or  testoire,  both  in  France  and  England,  denoted  a  silver 
coin,  stamped  with  the  head  of  the  reigning  monarch ;  and 
test  lire,  a  piece  of  armour  for  the  head  of  a  horse. 

Tetrastook,  rir^tt,  Gr.,  four,  and  ttroa,  a  portico;  a  court-yard 
with  porticos,  or  open  colonnades  on  each  of  its  four  sides. 

Tetrasttlb,  nr^a,  Gr.,  four,  and  <rroXo;,  a  column.  (See  Por- 
tico, and  Temple.) 

Texier  (Jean),  one  of  the  latest  practitioners  of  Pointed  Archi- 
tecture in  France.  Between  the  years  1506  and  1514,  he 
erected  one  of  the  spires  of  the  cathedral  of  Chartres. — 
Whiitington's  Hist.  Surv.,  p.  230. 

Thack,  Thack-tile.    (See  Thatch.) 

Thatch,  ^ac.  Sax.,  ^ccan,  to  cover ;  tego,  Lat.,  chaume,  Fr. ; 
straw,  or  reeds,  employed  for  covering  the  roofs  of  buildings. 
The  common  name  for  it  was  formerly  thack ;  whence  tiles, 
or  slates,  used  for  covering  roofs,  were  corruptly  called 
thack'tiles;  and  the  persons  employed  in  roofing,  tyUe* 
thakkers,  Katherine  Sinclair,  Lady  Seton,  is  recorded  as 
having  added  to  Seton  Church  an  aile  which  was  ''  theiket 
with  stane^ — Grose's  Antiqs.  of  Scotland,  vol.  i. 

Theatre,  English  and  Fr., ^iar^ov,  Gr.,  from  Siao/ta/,  to  beheld ; 
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tkeatrum,  Lat. ;  a  placei  or  building,  for  the  representation 
of  shows,  spectacles,  and  dramatic  performances.  Many  of 
the  theatres  of  the  Greeks  and  Romans  appear  to  haye  been 
magnificent  and  important  edifices ;  and  the  remains  of  a 
number  of  them  are  still  to  be  traced  in  Greece,  Italy,  Sicily, 
France,  8cc.  (See  Amphitheatre  and  Echea  ;  Pococke^s 
Description  of  the  East:  Stuart*s  Athens,  vols.  ii.  iii.  iv.; 
Chandkr*s  Travels,  8cc.)  In  England,  sacred  dramas,  or  mys- 
teries, were  represented,  at  an  early  period,  in  the  open  air,  and 
in  the  precincts  of  convents.  Subsequently,  profane  subjects 
were  exhibited  before  the  monarchs  and  nobility  in  the  great 
halls  of  palaces  and  mansions;  and^  in  the  sixteenth  century, 
London  and  Southwark  contained  several  buildings  expressly 
devoted  to  theatrical  purposes.  Of  those  now  in  London, 
the  best  description  is  to  be  found  in  Brayley^s  Account  of 
the  London  Theatres,  4to.;  and  Britton  and  Pugins  lUus- 
traiions  of  tite  Public  Buildings  of  London,  2  vols. 

Thsrmjb.    (See  Bath.) 

Thokbt,  or  ToKBT  (John),  abbot  of  Gloucester,  from  1306  till 
1329,  built  the  south  aile  of  the  nave  of  the  abbey  church, 
now  the  cathedral. — Britton*s  Cath.  Antiqs,,  Gloucester, 
pp.  20,  56,  pis.  IV.  viii. 

Tholobate,  hik^i,  Gr.,  a  cupola,  and  Qaat^,  a  base ;  that  part  of 
a  building  on  which  a  cupola  is  placed. — Hosking,  in  Encyc. 
Britannica. 

Tholus,  Tholos,  ^Xo(,  Gr.,  terms  applied  by  Greek  writers  to 
a  conical  chamber,  approaching  in  form,  internally,  to  that 
of  the  modem  cupola. 

Thomas  of  Carterburt,  ''  master-mason,"  was  employed,  in 
the  year  1330,  upon  St.  Stephen's  Chapel,  Westminster; 
and,  from  the  manner  ia  which  he  is  mentioned  in  account 
rolls  of  that  period,  it  is  probable  that  he  gave  the  designs 
for  the  superstructure  of  that  building. — Brayley  and  Brit-^ 
ton^s  Anc,  Palace  at  Westm.,  p.  150;  SmitKs  Autiqs.  of 
Westm.,  p.  172. 

Thorktok  (John),  of  Coventry,  glazier,  contracted  with  the 
dean  and  chapter  of  York,  in  1405,  to  glaze  and  paint  the 
east  window  of  the  cathedral  in  three  years ;  for  which  he 
was  to  be  paid,  at  different  times,  56/.  4s.  Od.    This  win- 


dow,  which  is  75  feet  high,  by  34  feet  wide,  and  filled  with 
painted  glass,  is  minutely  delineated  id  pi.  zxv.  of  Britton's 
York  Cath.;  in  which  volume  (p.  81),  is  also  an  abstract  of 
the  above-named  contract. 

Thorpe  (John),  an  architect  of  the  end  of  the  sixteenth  century, 
of  whom  no  other  account  or  memorial  is  preserved  tbaa  a 
folio  volume  of  drawings,  280  in  number,  now  in  the  libraiy 
of  the  late  Sir  John  Soane.  These  consist  chiefly  of  plans, 
with  a  few  elevations,  made  either  by  Thorpe  himself,  or 
under  his  directions.  Many  of  them  are  designs  never  exe- 
cuted ;  some  are  parts  of  houses;  others,  merely  diagrams ; 
and  amongst  them  are  plans  of  several  of  the  principal 
palaces  and  mansions  of  the  period,  which  appear  to  have 
been  the  original  designs  of  this  architect.  Amongst  the 
latter,  are  Buclchurst  House,  Sussex  ;  Copthall  Hall,  Essex ; 
Wollaton  Hall,  Nottinghamshire  (in  the  erection  of  which 
both  Thorpe  and  Sraithson  were  concerned : — see  Suithson)  ; 
Burleigh  House,  Northamptonshire;  Holland  House,  Kea- 
sington;  Longford  Castle,  Wiltshire;  Audley  End,  Essex; 
Hatfleld  Lodge;  Amptbill  Old  House,  "enlardged  per  J. 
Thorpe;"  and  old  Somerset  House,  London.  That  Thorpe 
practised  as  an  architect  in  Paris,  and  that  he  was  probably 
a  son-in-law  of  Sir  T.  Lake,  has  been  gathered  from  the 
contents  of  this  voltmie.  (See  WalpoU't  Aatcdotts,  by  Dal- 
lawaif,  vol.  i.  pp.  329-336.)  As  to  his  presumed  identity 
with  the  architect  called  John  of  Padua,  see  Padua. 

Thrsshold,  Seerif«palb,  Sax.,  tkursckwelle,  Ger.,  ("  from 
thresh'Wotd,  Sax.,  the  wold,  or  wood,  forming  the  tread,  or 
step,  under  a  door,  or  gate,"  Sooth's  Anal.  Diet.,  163);  a 
door-sill ;  the  plank,  piece  of  stone,  or  timber,  beneath  a 
door  of  entrance  to  a  house.     (See  Si  ll.) 

Throne, 3jflM;,Gr., from  Sjciw,  to  sit;  t!ironus,lAt.,  Ir6ne,  Fr.; 
literally,  a  seat;  in  its  ordinary  application,  denotes  the  ele- 
vated, or  ornamented  chair  of  state  for  a  bishop,  monarch, 
or  chief  magistrate.  It  is  evident  from  ancient  writings, 
that  a  bishop's  throne  was  placed  in  his  cathedral  io  the 
very  earheat  ages  of  Christianity.  Its  situation  was  different 
in  particular  churches ;  sometimes  being  immediately  behind 
the  altar,  and,  at  others,  against  the  south  wall  of  the  choir. 
(See  Afsis-gradata,  and  Seat;    and  Bingham's  Orig, 
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Eccles.j  b.  Yiii.  c.  vi.  sec.  x.)  In  that  part  of  Canterbury 
Cathedral  called  Becket's  Crown,  is  an  ancient  stone  chair, 
in  which  the  successive  archbishops  have  been  respectively 
enthroned ;  and,  on  the  south  side  of  the  choirs  of  Salis- 
bury, Wells,  Exeter,  and  many  other  cathedrals,  are  seats 
of  wood,  or  stone,  with  elaborately  carved  open-work  cano- 
pies, forming  thrones  for  the  bishops.  (See  BrittorCs  Catk. 
Antiqs.f  Canterbury^  pi.  xiv.;  Salisbury ^  pi.  xiii.;  Wellsy 
pi.  XV.;  and  Exeter ^  pi.  xi.)  By  Greek  writers,  the  bishop's 
throne  was  called  jSn^tM^,  or  the  tribunal;  and,  by  Latin 
authors,  $ede$  and  cathedra:  whence  are  derived  the  terms 
bema^  applied  to  the  chancel ;  $ee^  to  the  diocess  of  a  bishop ; 
and  cathedral,  to  the  church  where  his  seat  is  fixed. 
(Bingham,  ut  sup. ;  see  also  Whitaker's  Anc.  Cath.  of 
Cornwall,  i.  214 ;  Willis  s  Survey  of  Caths.,  ii.  335,  &c.) 

Through  (pronounced  thruff)^  THOROUGH-STONEy  a  perpent,  or 
stone  reaching  through  the  entire  thickness  of  a  wall  (see 
Pbrpbnt);  also,  a  tomb,  or  monument;  the  lid  of  a  stone 
coffin ;  a  tomb-stone ; — a  north-country  word.  *'  Over  the 
midst  of  the  said  vault  did  lie  a  fine  through,  and  at  each 
side  of  the  stone  it  was  open,  through  which  were  cast  the 
bones  of  the  monks  whose  graves  were  opened  for  other 
monks  to  lie  in."  (Davies's  Ancient  Rites  of  Durham  Cath., 
p.  76.)  ''  Several  grave-stones  of  blue  marble,  and  other 
through-stones,  that  lay  upon  the  priors  and  the  monks." 
(Ibid,,  p.  78;  see  also  p.  58.) 

Through-carvbd  Work,  open-work  of  wood,  or  stone,  in  which 
the  carving  pierces  entirely  through  the  substance.  "  The 
forepart  of  the  Almeries  was  through-carved  work,  to  admit 
air  to  the  towells."    (Davies's  Anc.  Rites,  Sfc,  p.  92.) 

Thurible, Thuribulum, from  thus,  fAiiri5,Lat., frankincense; 
a  censer,  or  vase,  for  burning  incense  in.  Specimens  have 
been  frequently  found  in  barrows,  and  in  other  ancient  tombs. 

Tie,  nan,  Sax.,  to  bind;  a  beam,  or  chain,  binding  together 
two  bodies  which  have  a  tendency  to  diverge  from  each 
other.  The  tie-beam,  in  a  roof,  is  the  horizontal  beam  con- 
necting the  lower  extremities  of  the  rafters.  Woods  ob- 
serves that,  in  the  churches  of  Milan,  the  two  sides  of  all 


the  arches  are  connected  with  each  other  by  iron  bars,  or 
ties.     (.Letters  of  an  Architect,  i.  211.) 

TiERCEROH,  TiERCEnBT,  the  name  ancieQtIy  given  by  architects, 
in  France,  to  one  of  the  subordinate  ribs  of  a  groined  vault. 
—  WiUii's  Arch,  of  the  Middle  Ages,  p.  83. 

Tike  HULL,  or  Tykdll  (Nicholas  de).  Clerk,  was  appointed,  in 
1307,  by  the  treasurer  of  King  Edward  I.,  to  keep  the 
accounts  of  the  royal  works  at  the  ancient  palace  and  mews, 
Westminster.  His  account  roll  is  now  in  the  possession  of 
SirTboDias  Phillipps.  (See  extracts  in  Brayley  and  Brit- 
ton's  Anc.  Palace  at  Westm.,  p.  109.) 

Tile,  Tvle,  xijel.  Sax.,  tegula,  Lat.;  a  thin  piece,  or  plat«,  of 
baked  clay,  or  other  material,  used  for  the  external  covering 
of  a  roof.  The  roof  of  the  temple  at  Ecbatana  was  covered 
with  plates  of  silver ;  and  the  Pantheon,  at  Rome,  is  described 
to  have  had  tiles  of  gilt  bronze.  The  latter  material  was 
formerly  used  in  important  edifices,  and  is  said  to  have 
presented  a  singularly  beautiful  appearance.  The  Greek 
temples  bad  tiles  either  of  marble,  or  baked  earth;  the  joints 
of  which  were  protected  by  others  of  a  curved  form,  running, 
at  regular  intervals,  from  the  ridge  of  the  roof  to  the  eaves, 
where  they  were  terminated  by  a  series  of  elevated  orna- 
ments, called  antefixa.  A  range  of  similar  ornaments  fre- 
quently crowned  the  ridge  also.  (See  Stele.)  In  the  old 
churches  of  Lombardy,  curved  tiles  were  generally  used, 
and  in  various  ways :  and  they  still  prevail  throughout  Italy. 
(See  Hope's  Hist,  ff  Arch.,  pis. 9, 39;  D'Agincourt't  Archi~ 
teclure,  pis.  20,  22;  Whittiugton's  Hist.  Surv.,  p.  226;  and 
Woods's  Letters  of  an  Arch.,  vol.  ii.  p.  237.)  In  England, 
thatch,  shingles,  elates,  and  lead,  were  formerly  extensively 
used  for  covering  roofs.  Some  of  the  conventual  buildings, 
however,  at  Shrewsbury,  Chester,  Oxford,  and  elsewhere, 
and  many  interesting  old  mansions,  were  tiled.  The  follow- 
ing passages,  amongst  many  others,  may  be  cited  in  evi- 
dence of  the  employment  of  tiles  in  England.  In  the  reiga 
of  Richard  I.,  the  houses  of  London  were  ordered  to  be 
slated,  or  covered  with  "  brent  tile,"  instead  of  straw. 
Chaucer's  Dream  contains  the  lines, 

"  Upoo  nlf  chunbra  rofe  withoat, 
Upon  the  lylti  over  •!  tlmit ;" 
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and)  in  one  of  the  Paston  Letters^  under  the  date  of  1472,  is 
the  following  passage : — "an  of  the  fayrest  chambers  of  the 
Fryars  (the  White  Friary  at  Norwich)  stondyth  half  un- 
covered for  defaulte  of  fy//e,  for  here  is  non  to  get  for  no 
money."  (Fenn*s  Paston  Letters^  vol.  iv.)  The  old  mansion 
at  Beddington,  Surrey,  still  retains  some  ornamented  crest^ 
tiles.  (See  HuntU  Exemplars  of  Tudor  Arch.,  pp.  10,  69 ; 
Whitaker^s  Manchester ;  Owen  and  Blaheways  Shrewsbury^ 
vol.  ii.  p.  66;  also  Crest-tilb  and  Ridge.)  Tiles  for 
floors,  both  glazed  and  unglazed,  have  been  mentioned  in 
the  articles  Mosaic,  Pavement,  Pointell,  &c.  Some 
beautifully  ornamented  specimens,  from  Malmesbury  Abbey 
Church,  are  engraved  in  the  Gentleman's  Magazine^  vol.  viii. 
new  series,  p.  572;  and,  for  other  information  respecting 
their  prices,  &c.,  the  reader  is  referred  to  Nicolas's  Test.  Vet., 
pp.  267,  610;  Lord  Hennikers  Letters  oti  Norman  Tiles; 
and  the  articles  Brick  and  Thatch.  The  Roman  bricks 
are  often  called  Roman  tiles;  and  bricks  in  general  were 
called  tiles  in  old  documents. 

Timber,  ximhtp,  Sax.,  from  cimb|uan,  to  build;  properly  de- 
notes all  such  wood,  either  growing  or  when  cut  down,  as  is 
adapted  for  purposes  of  building.  Also  a  single  piece  of 
wood  similarly  employed ;  as  one  of  the  timbers  of  a  roof,  or 
floor.  Of  all  building  materials,  wood,  as  timber,  has  been 
the  most  universally  employed.  The  primitive  wooden  hut 
of  the  original  colonists  of  Greece  is  said  to  have  been  the 
model  from  which  its  temples  were  executed  in  marble. 
There  seems  no  reason  to  doubt  that  the  Anglo-Saxons 
employed  the  produce  of  the  British  forests  in  the  construc- 
tion of  nearly  all  their  houses  and  churches,  and  that  British 
timber  was  almost  exclusively  used  till  the  destruction  of 
forests  in  the  time  of  Henry  VIII.  The  g^dual  progress  in 
the  art  of  building  with  timber  is  a  subject  of  which  a 
judicious  account  is  a  desideratum.  Mr.  Whitaker  {Hist, 
of  Whalley,  p.  473)  has  printed  a  few  notices  respecting  it ; 
and  others  will  be  found  in  Harrison's  Description  of  Eng- 
land (quoted,  with  additional  remarks,  in  Hunt's  Exemplars, 
pp.  40,  88) ;  Brittons  Arch.  Antiqs.,  vol.  ii.  p.  86 ;  X>a/- 
laway's  Engl.  Arch.,  p.  370,  edit.  1833,  &c. 

Many  good  examples  of  timber-framed  houses  remain  in 


SCOT,  &C.) 

TopT,  tofia,  loftum,  low  Lat.,  "a  raessuage,  or  rather  a  place 
where  a  mesBuage  hath  Btood."  (Covsets  Luw  Did.,  folio, 
1727.)  The  latter  is  the  most  usual,  and  almost  the  oaly 
sense  in  which  the  word  occurs  in  old  writings. 

ToMB,ru^3°f>  Gr.,  a  grave,  or  place  fortheiaterinent  of  ahuman 
body;  including,  also,  any  commemorative  monument  raised 
over  such  place.  The  word  tomb  embraces  every  variety  of 
grave  and  sepulchral  monuroeot,  from  the  barrow,  or  tumulus, 
and  cromlech,  of  the  Britons,  or  Celts ;  the  rock  etcavations 
of  Egypt  and  Arabia-Petrsea ;  and  the  plain  sarcoph^us  of 
the  Greeks ;  to  the  sumptuous  mausoleum  of  the  Romans, 
and  the  elaborate  monumental  chapel  of  the  Christian  kings 
and  prelates.  The  subject ofCelticand  Roman  tombs, with 
the  urns  and  other  articles  found  in  them,  although  exceed- 
ingly interesting,  must  be  excluded  from  the  limits  of  the 
present  work.  For  ample  information  on  such  particulars, 
Hoare's  Ancient  Wiltshire,  2  vols,  folio,  Arckaologia,  and 
Gough't  Sep.  Man.,  may  be  consulted.  Id  England,  the 
earliest  tombs  of  an  architectural  character  are,  in  fact,  stone 
coffins,  the  lids  of  which  were  either  flat,  or  shaped  en  do* 
d'a/ie ;  sculptured  with  crosses,  foliage,  or  a  full  length 
human  figure;  and  diminishing  in  width  from  the  head  to 
the  feet.  At  an  early  date,  tombs  of  this  description  are 
found  within  the  substance  of  a  church  wall,  and  arched 
over.  Subsequently,  they  were  attached  by  only  one  of 
their  sides  to  the  wall,  and  the  human  figure,  or  effigy,  was 
more  boldly  sculptured ;  so,  indeed,  as  to  be  almost  inde- 
pendent of  the  slab  on  which  it  was  placed,  and  to  bear 
some  resemblance  to  the  deceased  individual,  whether  mon- 
arch, warrior,  or  ecclesiastic.  In  the  reign  of  Edward  I., 
the  sides  of  tombs  were  first  ornamented  with  niches,  con- 
taining statues  and  shields.  Altar,  or  table-tombs,  with 
effigies,  beneath  a  pyramidal  canopy,  or  a  flat  tester,  pre- 
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vailed  through  the  whole  of  the  fourteenth  century.  In  the 
next  century,  the  forms  of  tombs  were  very  similar,  their 
sides  being  frequently  panelled ;  and,  occasionally,  an  altar- 
tomb  was  enclosed  by  an  open-work  screen,  forming  a  mon- 
umental chapel,  which,  if  it  contained  the  remains  of  a 
sanctified  individual,  was  called  a  shrine.  To  give  a  list, 
even  of  a  small  number,  of  each  of  these  varieties,  would 
extend  this  article  too  far.  In  the  appendix  to  Britton's 
Chronological  History  of  Anc,  Architecture^  such  a  list  is 
given ;  and  examples  of  each  sort  are  engraved  in  Bloxham's 
Monumental  Arch.^  and  in  Gough's  Sepulch.  Mon. 

For  further  details,  see  the  works  above  mentioned,  with 
Durand's  Paraliile  des  Edifices,  pis.  19,  20;  Wetver^s  Fu- 
neral Monuments ;  PecVs  Desiderata  Curiosa :  and  Stothard's 
Monumental  Effigies:  and,  in  this  Dictionary,  the  words 
Barrow,  Brass,  Bustum,  Cenotaph,  Cippus,  Coffin, 
Cromlech,  Dos  d'Anb,  Effigy,  Mausoleum,  Monu- 
ment, Pyramid,  Sarcophaous,  Sepulchre,  Sepul- 
chral Chapel,  Shrine,  Tumulus,  &c. 

Tongue,  a  name  given  to  an  ornament  which,  alternately  with 
an  egg-shaped  figure,  adorns  the  moulding  called  the  echinus. 
Its  form  is  that  of  a  straight  line,  with  a  barbed  point ; 
whence  it  is  fancifully  said  to  resemble  the  tongue  of  a 
serpent.  From  its  form,  it  is  also  sometimes  called  an 
anchor;  and  the  echinus,  an  egg-and- tongue,  or  egg-and- 
anchor.    (See  Echinus.) 

Tooth-moulding,  Toothed-ornament,  the  same  as  Dog- 
tooth, which  see.  (Rickman*s  Attempt,  ^c,  p.  70,  pi.  xii. 
fig.  10,  4th  edit.;  and  Plate  I.  of  Bosses,  fig.  1.) 

Toph-stonb,  Tup,  Tufa,  a  light  porous  stone,  often  used  for 
filling  up  the  spaces  between  the  ribs  of  an  arched  roof. 

Toechiator  occurs  in  the  accounts  for  building  St.  Stephen's 
Chapel,  as  an  addition  to  the  name  of  John  Shiel :  probably 
it  denotes  plasterer;  from  torchis,  Fr.,  signifying  any  kind 
of  coarse  mortar ;  as  clay  mixed  with  straw.  Mur  de  torchis 
denotes  a  mud- wall. — Bray  ley  and  Britton's  Anc.  Palace  at 
Westm.,  p.  123. 

ToRREGiANO  (PictTo),  or  Pctcr  Torrysany,  celebrated  as  a 
modeller  and  sculptor,  was  bom  in  Florence  about  the  year 


sides,  being  of  gilt  copper.  In  the  agreement  for  this  tomb, 
he  ia  called  a  "payntor."  In  1516,  Tonegiano  entered  into 
another  agreement,  to  make  an  attar  and  some  images  for 
different  parts  of  Henry  the  Seventh's  Chapel ;  and,  in  1618, 
a  third,  for  erecting  an  intended  tomb  for  Henry  VUI.  and 
his  queen,  Catherine.  In  the  latter  agreement,  he  is  styled 
a  *'  graver."  A  model  of  the  head  of  Henry  VII.,  formerly 
at  Strawberry  Hilt,  and  presumed,  by  Walpole,  to  be  the 
work  of  Torregiano,  is  represented  in  Carter'i  Anc.  Sculp, 
and  Painting.  Vertue  assumes  that  this  artist  also  designed 
the  tomb  and  eiGgy  of  Margaret,  Countess  of  Richmond, 
mother  of  Henry  the  Seventh,  in  Henry  the  Seventh's 
Chapel ;  and  also  that  of  Dr.  Yonng,  in  the  Rolla  Chapet, 
London.  Many  inferior  works  in  marble,  brasa,  and  wood, 
are  said  to  have  been  executed  by  Torregiano  during  bis 
stay  in  England.  (See  Brayley  and  Neale'i  Weitm.  Abbey, 
vol.  i.  pp.  54-59,  70;  and  WalpoU's  Anecdotes,  by  Daila- 
vjay,  vol.  i.  pp.  85,  171-176.) 

Torus,  Lat.,  a  protul>erance,  or  swelling  {npie,  Gr.,  a  rope); 
a  bold  convex  moulding  occurring  in  the  bases  of  columns. 
It  is  larger  than  the  astragal,  and  nearly  corresponds  with 
the  bollel  of  Pointed  architecture.     (See  Astbaoal,  and 

BOWTELL.) 

Touch-stone,  a  black,  smooth  stone,  or  marble;  so  called 
from  its  employment  in  testing  the  quality  of  the  precious 
metals,  by  the  marks  they  leave  when  rubbed  upon  its  sur- 
face. This  sort  of  marble  was  extensively  used  in  the  six- 
teenth and  seventeenth  centuriea  for  tombs.  Henry  the 
Sevei^th's  will  directed  that  his  tomb  should  be  made  "of 
stone  called  toucke."  {Brayley  and  Neak's  Wettm,  Abbey, 
vol.  i.  p.  7.) 

Tower,  rufsi;,  Gr.,  lurris,  Lat.,  twr,  Welsh,  tkurm,  Ger.,  tour. 
Ft.,  torre,  Ital.;  a  lofty  narrow  building,  either  insulated,  or 
forming  part  of  a  church,  castle,  or  other  edifice.     The 
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Anglo-Saxon  Tor,  still  retained,  both  singly  and  in  combina- 
tion with  other  words,  means  a  tower,  a  rock,  a  high  scarre, 
or  a  hill.  Hence,  says  Somner,  "  the  tor  by  Glastonbury, 
and  divers  in  Cheshire,  and  elsewhere."  Chaucer,  in  the 
Romance  of  the  Rose,  says : 

'*  At  every  corner  of  this  will 
Was  Mt  a  iomr  fuU  prindpall  ;*' 

and  Robert  of  Gloucester  has  "  the  toures  of  the  cy  te  that  in 
his  warde  were." 

The  word  tower  properly  applies  to  any  large  building 
whose  height  exceeds  its  width.  A  spire  is  a  pyramidal 
member,  frequently  forming  the  summit  of  a  church-tower. 
A  steeple  is  a  tower  with  its  surmounting  spire ;  as  that  at 
Stamford  (Plate  of  Towebs,  fig.  11).  A  turret  is  a  cir- 
cular, square,  or  multangular  building,  attached  to  the  angle 
of  a  church,  the  side  of  a  tower,  or  in  other  situations,  and 
usually  appropriated  to  stairs.  A  pinnacle  is  a  small,  solid 
spire,  crowning  a  buttress,  or  rising  above  and  growing  out 
of  a  parapet.  Pinnacles  at  the  angles  of  towers,  are  often 
termed  turrets. 

From  the  earliest  ages,  lofty  buildings,  or  towers,  have  been 
raised;  and  men  have  endeavoured  continually  to  achieve 
marvellous  works  in  this  class  of  architectural  design.  The 
Tower  of  Babel  is  referred  to  in  the  Bible  as  a  daring  and 
eccentric  design,  and  as  a  satire  on  the  arrogance  and  pre- 
sumption of  man.  It  appears  to  have  been  a  kind  of  pyra- 
mid ;  but  its  dimensions  are  uncertain,  —  "  different  author- 
ities making  it  range  from  a  furlong  to  five  thousand  miles 
in  height."  (Pictorial  Bible,  i.  25,  where  there  are  some 
learned  remarks  on  this  singular  edifice ;  see,  also,  Porter's 
Travels,  ii.  322.) 

Amongst  towers  are  included  the  minarets  of  sacred  Mo- 
hammedan buildings ;  the  lofty  bell-towers  of  Moscow,  and 
other  Russian  cities ;  the  round,  or  pillar-towers  of  India 
and  Ireland,  and  those  of  certain  churches  in  Norfolk, 
Suffolk,  Essex,  and  other  parts  of  England ;  the  square  and 
octagonal  towers  at  the  west  ends  and  centres  of  churches, 
in  England  and  on  the  Continent;  the  massive  keeps  and 
gate-towers  of  castles  and  mansions ;  the  peels,  as  they  are 
locally  termed,  of  Scottish  fortresses ;  the  pagodas  of  India 
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and  China;  the  pharos,  the  campanilt,  and  a  great  variety 
of  similar  buildings.     See  those  words  respectively. 

The  ancient  round,  or  pillar-towers,  may  be  considered  a 
peculiar  class.  Those  of  India,  and  of  Mohammedan  na- 
tions, are  often  employed  for  religious  obserrancea  :  tho«e  of 
Ireland  are  mostly  of  very  remote  date  and  obscure  applica- 
tion. The  Rev.  Dr.  Ledwich,  in  his  Antiqs.  of  Ireland,  4to.; 
King,  in  Mun.  Antiq.,  vol.  iv. ;  Colonel  Montmorency,  in 
his  Eisay  on  Round  Towers,  8vo.;  Miss  Beaufort,  in  the 
Traasactiom  of  the  Royal  Irish  Academy ;  and  Sir  R.  C. 
Hoare,  in  his  Tour  in  Ireland,  8vo.;  have  all  published 
accounts,  and  their  opinions  respecting  the  purposes,  of  the 
round  towers  of  Ireland.  Of  those  in  the  eastern  coun- 
ties of  England,  which  are  much  less  ancient  than  has  been 
supposed,  the  best  account,  with  correct  views,  is  given  by 
J.  Gage,  in  the  Archtsohgia,  vol.  xxiii. 

In  Christian  architecture,  the  forms,  proportions,  and 
details  of  towers  were  greatly  varied.  Their  usual  situation 
was  at  the  west  end  of  churches;  where,  in  some  lai^ 
buildings,  two  towers  were  placed,  with  a  third  at  the  centre 
of  the  church  ;  as  Durham,  Wells,  Lichfield,  &c.  Exeter 
Cathedral  has  a  tower  at  the  end  of  each  transept.  Spires 
were  mostly  octagonal,  and  sometimes  elevated  to  eight  times 
the  diameter  of  their  bases.  They  were  frequently  of  wood, 
covered  with  lead.  In  the  fourteenth  century,  their  angles 
were  purfled  with  crockets,  and  connected  by  arch  buttresses 
with  the  pinnacles  at  the  angles  of  the  tower  beneath.  This 
beautiful  arrangement  is  seen  in  the  churches  of  Louth,  and 
Newcastle-upo  n-Ty  ne . 

Towers  were  generally  flanked  by  large  buttresses  at  each 
angle,  and  had,  in  their  principal  face,  a  doorway,  with  a 
large  window  above,  and  smaller  ones  sUU  higher,  with 
numerous  string-courses,  arcades,  and  other  decorations. 
At  the  lower  part  of  the  spire  the  tower  generally  terminated 
in  an  omamental  parapet,  and  had  pinnacles  at  each  angle. 
In  the  later  periods,  lanterns,  as  in  figs.  16  and  18,  Plate 
of  TowEBS,  supplied  the  place  of  spires. 

Amongst  the  most  interesting  of  castellated  towers,  may 
be  mentioned  those  of  Conisborough,  Uedingham,  London, 
Rochester,  York,  and  Warwick.    (See  Castle,  and  Kbep.) 

The  circular  tampamh,  or  bell-tower,  of  Pisa ;  the  chnrch- 
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tower  of  Saragossa,  in  Spain ;  and  two  of  the  baronial  towers 
at  Bologna :  all  interesting  in  themselvea,  are  remarkable  for 
being  considerably  out  of  the  perpendicular.  The  Giralda, 
or  tower  of  the  cathedral,  at  Seviile,  may  be  alluded  to  as 
an  interesting  specimen  of  Moorish,  and  Christian  archi- 
tecture. The  towers  and  spires  of  Strasburg^  Antwerp,  and 
St.  Stephens,  Vienna,  are  amongst  the  most  celebrated  in 
the  world.  Those  on  the  town-halls  of  Bruges,  Brussels, 
Ghent,  and  Arras,  are  very  lofty,  profusely  ornamented,  and 
most  truly  interesting  in  design  and  masonic  execution.  Had 
that  of  Cologne  Cathedral  been  finished,  as  designed  by  the 
architect,  it  would  have  surpassed  all  others  in  beauty,  in- 
tricacy, and  richness  of  detail. 

The  eighteen  towers  represented  in  the  Plate  may  be 
briefly  described  as  follows :  and  it  is  hoped  they  will  afibrd 
to  the  student  some  useful  hints  towards  the  history  and 
characteristics  of  such  buildings.  Fig.  1.  is  an  Irish  round- 
tower,  copied  from  Montmorency  $  Essay  on  the  Irish  Pillar 
tower.  Its  doorway,  at  a  considerable  height  from  the  ground, 
and  its  pyramidal  form,  serve  as  an  example  of  the  generality 
of  such  towers.  2.  is  one  of  two  round  towers  situated  about 
a  mile  from  the  town  of  Bhaugulpore,  in  India.  Its  sin- 
gular analogy  to  the  round  towers  of  Ireland  is  noticed  by 
Lord  Valentia  (Travels  in  India,  i.  85.),  who  states  that  it  is 
regarded  as  holy,  but  that  its  original  destination  is  unknown. 
3.  represents  a  tower  called  the  Cootub  Minar,  about  twelve 
miles  from  Delhi;  one  of  the  finest  architectural  objects  in 
Hiodostan.  It  is  formed  chiefly  of  red  stone,  with  black  and 
white  marble,  near  the  top.  A  winding  staircase  leads  to  the 
summit.  Its  circumference  near  the  ground  is  about  140 
feet,  and  its  present  height  (it  having  originally  been  more 
lofty)  is  nearly  240  feet.  This  tower  is  supposed  to  have 
been  built  in  the  early  part  of  the  13th  century,  but  its 
appropriation  is  uncertain.  4.  is  a  pharos  (see  Pharos),  or 
octagonal  tower  in  Dover  Castle,  Kent.  It  is  ccmstructed 
with  Roman  bricks,  and  was  probably  the  work  of  the  Ro- 
mans during  their  dominion  in  Britain.  6.  the  western  tower 
and  staircase  turret  of  Brtxiror/A  Church,  Northamptonshire ; 
built  also  of  Roman  bricks,  and  possibly  of  Roman  work- 
manship. The  spire  and  window  are  of  much  later  date. 
(See  Arch.  Antiqs.  vol.  v.)    6.  round  tower  attached  to  the 


church  of  Little  Saxam,  SiifTolk  (See  Archm.  xxiii.  16.) 
The  striDg-courae  end  openings  are  of  decided  Anglo- 
Norman  character.  7.  Tower  Gate-house,  Bury  St.  Ed- 
monds, built  about  1121,  and  exhibiting  some  analogy  to 
Roman  designs.  8.  Western  tower  of  Earfs  Barton  Church, 
Northamptonshire,  of  acknowledged  Anglo-Saxon  design  and 
execution.  9.  Central  tower  of  Oxford  Cathedral:  the  lower 
story  probably  about  1140,  and  the  remainder,  including  the 
spire,  about  1200.  10.  Circular  tower  and  octagonal  spire, 
attached  to  Welford  Church,  Qloucestershire :  about  the  be- 
ginning of  the  13th  century.  II.  Tower  and  spire  of  St. 
Mary's  Church,  Stamford,  Lincolnshire :  latter  part  of  the 
13tb  century.  12.  Tower  and  spire  of  Bloxham  Church, 
Oxfordshire,  said  to  have  been  built  by  Cardinal  Wolsey. 
The  height  of  this  steeple  is  195  feet.  13.  Steeple  of  St. 
Mary's  Church,  Oxford,  built  in  the  reign  of  Edward  II. 
14.  Tower  and  spire  at  the  west  end  of  Freiburg  Minster,  ia 
Germany :  remarkable  for  its  graceful  form,  and  the  elabo- 
rate open-work  of  the  spire,  the  tatter  resembling  those  of 
Strasburg,  and  Burgos.  15.  Octagonal  tower  at  the  west 
end  of  Sancton  Church,  Yorkshire.  16.  Square  tower,  and 
octagonal  lantern,  at  Fotkeringkay  Church,  Northampton- 
shire; built  by  William  Horwood,  free-mason,  about  1434. 
17.  Tower  of  St.  Neat's  Church,  Huntingdonshire;  about 
1507.  18.  Upper  part  of  the  tower  of  Boston  Church,  Lin- 
colnshire, erected  in  the  fourteenth  century ;  the  whole  height 
being  262  feet. 

It  would  be  gr&tifying  and  useful  to  have  correct  accounts 
and  sections  of  the  loftiest  and  most  remarkable  towers  in 
the  world,  as  respects  their  heights  and  other  dimensions, 
with  the  thicknesses  of  their  walls,  and  constructive  pecu- 
liarities. Few  things  are  more  perplexing  than  the  discre- 
pancies of  different  authors  on  these  subjects.  When  we 
reflect  on  the  many  efforts  made  to  ascertain  the  real  altitude 
of  the  Great  Pyramid,  and  the  height  and  declination  of  the 
spire  of  Salisbury  Cathedral,  we  cease  to  be  surprised  at  the 
figures  that  are  printed  by  heedless  writers,  as  shewing  the 
real  and  comparative  heights  of  lofty  towers.  When  the 
author  of  this  volume  prepared  a  series  of  comparative  eleva- 
tions of  some  of  those  buildings  (first  su^ested  by  Mr.  J. 
A.  Repton,  and  drawn  by  Mr.  T.  Clarke,  and  by  him  pub- 
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lished  without  the  author's  consent),  he  found  it  impossible 
to  ascertain  the  precise  heights  of  any  of  the  ancient  build- 
ings there  shewn ;  and  was,  consequently,  compelled  to  adopt 
that  authority,  which  seemed  to  be  the  most  probable,  and 
which  appeared  to  have  been  obtained  with  the  greatest  care. 
At  the  end  of  Mailer* s  Memorials  of  German  Gothic  Archie 
ieciure,  translated  by  W.  H.  Leeds,  is  the  following  *'  com- 
parative view  of  the  heights  of  some  remarkable  spires,"  &c., 
in  which  some  pains  are  said  to  have  been  taken  to  ensure 
accuracy.  It  is  inserted  as  an  appropriate  addition  to  this 
article :  — 


f  spire   - 

• 

554 

DOW  ranoTod) 

633 

- 

491 

474 

• 

465 

410 

■           • 

S80 

364 

• 

360 

350 

• 

3fi0 

348 

Old  St.  PMiI*t  (London),  eitrame  height  of  spire   - 

LoQTein,  oentrd  iplre  of  the  town^honse  (now 

Ufan  Cathedral,  u  intended 

Strasbarg  Cathedral 

Vienna,  and  St.  Martinis,  Lanshut 

Salisbnry  Cathedral 

Freibnrg     .  •  •  - 

Bniisela,  tower  of  the  town-hooie 

Antwerp    .  .  •  • 

Notra-dame,  Munich 

Moorish  tower,  Serille 

Mechlin,  or  Malines  (original  design) 

For  additional  information  on  towers  and  spires,  see  the 
articles  Arx,  Bacca,  Bartizan,  Belvedere,  Broach, 
Camba,  Campanile,  Clocher,  Cloghead,  Pharos, 
Pyramid,  Steeple,  and  Spire. 

Town,  from  run,  Sax.,  any  enclosure;  as  a  garden  (leac-tun, 
leek-town,  a  herbary),  or  an  enclosed,  or  fortified  assemblage 
of  houses:  the  word  signified,  originally,  a  walled,  or  forti- 
fied place,  but  now  denotes  any  collection  of  houses  too 
large  to  be  termed  a  village,  and  differing  from  a  city, 
chiefly  in  not  being,  nor  ever  having  been,  the  see,  or  seat, 
of  a  bishop. 

Town-ball,  Town-bouse,  hotel  de  ville.  Ft,,  palazzo  publico, 
Ital.,  stadthaus,  Get.;  a  building  in  which  the  public  business 
of  a  town  or  city  is  transacted,  and  which  is  sometimes  the 
residence  of  its  chief  magistrate.  The  once  opulent  com- 
mercial towns  on  the  Continent  had  most  of  them  magnificent 
buildings  of  this  description.  Lombardy  and  other  parts  of 
Italy  present,  according  to  Mr.  Hope,  the  most  ancient  of 


these  edifices,  being  generally  Bemicircular,  or  early  pointed ; 
whilst  those  of  Germany,  the  next  in  date,  present  speci- 
mens  of  pure  and  beautifnl  pointed  architecture:  those  of 
Belgium  are  in  the  cinqoe-cento  style ;  and  those  of  Hol- 
land, in  the  revived  Italian.  Of  the  town-halls  of  Italy, 
Bome  good  examples  remain  at  Pavia,  Ferram,  &c.;  those 
of  Bruges,  BrusEels,  Ghent,  Louvain,  Antwerp,  Nurembui^ 
and  Amsterdam,  being  the  principal  of  the  other  clasBesjust 
mentioned.  {Hope't  Hiil.  of  Arch.,  pp.  247,  288,  446.) 
In  Duran^t  ParalUU  dei  Edifices,  pi.  ivii.,  several  of  these 
are  represented. 

Tbabs,  Trabes,  Lat,  one  of  the  timbers  of  a  roof;  correspond- 
ing with  the  modern  wall-plate.  In  a  Cbriatian  church,  the 
term  appears  to  have  indicated  a  beam,  which  succeeded  the 
disuse  of  the  arcut  triumphalU,  and  preceded  the  statuarium. 
or  rood-loft ;  being  placed  at  the  junction  of  the  nave  with 
the  choir,  or  chancel.     {Gunn's  Inquiry,  p.  146.) 

Tracebt  (traiser,  or  tracer,  old  Fr.,  to  draw,  or  trace — Cot- 
grave);  a  modern  term  denoting  the  intersecting  rib-work  in 
the  upper  part  of  a  window ;  also  on  the  surface  of  a  vaulted 
ceiling,  and  on  walls,  doors,  panels,  canopies  of  screens, 
tabernacles,  &c.  Tramra  and  intrasura,  in  the  accounts 
for  St.  Stephen's  Chapel,  mean  a  pattern,  or  drawing  for 
workmen  to  copy.  Dr.  Plott  (Nat.  Hist,  of  Staffordih., 
1686)  mentions  the  tracery  of  a  window  in  Lichfield  Cathe- 
dral ;  and  Warton  adopted  the  word  and  gave  it  currency. 
The  tracery  of  windowi  is  minutely  analysed  and  illustrated 
in  the  sixth  chapter  of  Willii's  Arch,  of  the  Middle  Agei. 
The  ramified  mullions  which  conetitute  tracery,  he  calls 
tracery'bars ;  and,  according  as  the  surface  of  these  mullions 
is  flat,  or  convex,  he  terms  the  tracery  JtlUt-tracery,  or  roU- 
tracery.  The  original  and  legitimate  situation  of  tracery  is 
in  the  heads  o(windotvs;  and  it  is  evidently  derived  from  the 
practice  of  ornamenting  the  space  between  the  heads  of  the 
lights  and  a  label  enclosing  them,  with  circles,  quatrefoils, 
and  similar  figures.  (See  Plate  of  Windows,  figs.  14, 18.) 
In  the  earlier  specimens,  the  figures  are  all  formed  by  the 
same  moalding,  and  touch  each  other  at  certain  indefi- 
nite points  only.  This  is  commonly  called  geometrical 
tracery.    Subsequently,  the  tracery  was  formed  by  a  number 
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of  principal  and  subordinate  mouldings,  arranged  in  Jtotoing 
lines ;  and  each  compartment  followed  the  same  curre  as  the 
adjoining  one;  whilst,  in  the  latest  periods,  the  principal 
mouldings  were  carried  perpendicularly  to  the  summit  of 
the  window. 

The  tracery  of  vaulted  ceilings  is  exemplified  in  the  three 
accompanying  Plates.  For  some  time,  it  consisted  merely 
of  moulded  ribs  at  each  of  the  groins  (as  in  Plate  I.  figs.  1, 
10,  8&C.),  but  afterwards  similar  ribs  adorned  the  interme- 
diate surface  of  the  vault  (as  in  Plate  I.  figs.  6,  8,  and  in 
Plate  II.  York  Cath.,  Chap.  Ho.)  Plate  I.  figs.  2  and 
4,  shews  the  advance,  and  Plate  III.  the  completion,  of 
the  ornamental  arrangement  of  ribs  on  the  inner  surfaces  of 
roofs.  The  latter  plate  exhibits  six  examples  of  very  beauti- 
ful and  elaborate  tracery;  figs.  1,  4»  and  6,  being  of  that 
variety,  which,  from  the  manner  in  which  its  principal  lines 
radiate  from  a  common  centre,  is  cMed  fan-tracery.  These 
specimens  are  from  King's  College  Chapel,  Cambridge ;  St. 
George's  Chapel,  Windsor;  and  the  Dean's  Chapel,  Canter- 
bury. Henry  the  Seventh's  Chapel,  Westminster;  and  the 
cloisters  of  Gloucester  Cathedral;  and  of  St.  Stephen's 
Chapel,  Westminster,  afibrd  other  specimens  of  the  same 
class. 

Trachelium,  r^x'^^^f  ^^'f  ^^®  ncck ;  the  space  between  the 
hypotrachelium  and  the  mass  of  the  capital  of  a  Doric,  or 
an  Ionic  column.    (Hosking,  in  Encyc.  Britannica.) 

Transept,  trans^septum,  Lat.,  the  transverse  portion  of  a  cru- 
ciform church ;  that  part  which  is  placed  between,  and  ex- 
tends beyond,  those  divisions  of  the  building  containing  the 
nave  and  choir.  The  transept  of  Durham  Cathedral,  in- 
cluding its  aile,  is  marked,  in  the  accompanying  Ground- 
plan,  with  the  letters  F  G  H  J  M.  William  of  Worcester 
uses  the  term  '*  brachia,'^  the  arms,  or  '*  the  cross  eele;"  and 
Leland  generally  employs  the  Latin  word  transeptum.  Grose 
calls  the  transept  **  a  traveru^  or  crou"  (See  Traverse.) 
Modem  writers  generally  speak  of  its  two  limbs  separately, 
as  the  north  and  south  transepts,  although  they  properly 
form  together  but  one  transept.  The  first  church  in  Eng- 
land which  had  a  transept,  or  was  built  in  the  form  of  a 
cross,  is  recorded  to  have  been  that  of  Rnmaey,  Hampshire, 


cathedrals  sre  enamemted  in  the  table  of  dimen«oD8  in  the 
article  Cathedbal. 

Tbansition  btvle,  a  name  applied  to  that  class  of  buildings 
exhibiting  the  decline  of  the  semicircular,  and  the  rise  of 
the  pointed  arch  system.  Parts  of  Canterbury  Cathedral, 
Malmesbury  Abbey  Church,  the  Temple  Church,  London, 
&c.  (all  oftheendof  the  eleventh,  or  beginning  of  the  twelfth 
century),  present  interesting  combinationa  of  pointed  arches, 
with  ornaments  belonging  to  the  semicircular  system. 

Tkansou,  Trans-suhmer,  literally,  a  cross-beam;  the  hori- 
zontal bar,  either  of  wood  or  stone,  which  separates  the 
upright  divisions  of  a  window  from  each  other:  hence  the 
phrase,  a  transom-window.    (See  Window.)     Also,  a  lintel. 

Thaverse,  from  (ransrerjKi.Lat.,  across  ;  a  temporary  or  perma- 
nent loft,  or  gallery  of  communication,  in  a  church,  or  other 
large  building.  Grose,  in  describing  Elgin  Cathedral  {An- 
tiqs.  of  Seal  la  lid,  vol.  ii.),  calls  the  transept  a  "  traverse,  or 
cross;"  and  Cotgrave  defines  traverse  as  follows: — "a  house 
in  a  street  which  leans  or  Jutties  out  further  than  those  that 
be  about  it."     (  Willson,  Gloss,  to  Pvgln's  Speciment.) 

Tbeasury,  a  building  where  money  and  other  valuables  are 
kept.  An  apartment,  or  small  building,  so  called,  appears,  to 
have  formed  a  part  of  several  monastic  establishments.  "  In 
the  west  alley  of  the  cloystcrs  ....  is  a  strong  house  called 
the  Treasurjf,  where  all  the  treasure  of  the  monastical  house 
was  deposited,  having  a  strong  door,  and  two  locks  upon  it." 
(Daviei's  Atic.  Rites  of  Durham  Cath.,  p.  98.)  At  Merton 
College,  Oxford,  is  an  old  building  of  stone,  still  called  the 
treasury.     (See  Opisthodomus.) 

Trefoil,  an  ornament  formed  by  mouldings  so  arranged  as  to 
resemble  the  trefoil,  or  three-leaved  clover.  (See  Cinque- 
foil,  QUATREFOIL,  CuSP,  FoLlATION,  &C.) 

Trellis,  Trellice,  treillis,  Fr.,  a  gate,  or  screen,  of  open 
work.  Davies  (Aiic,  Rites  of  Durham  Calk.,  p.  49)  describes 
"  a  trcUice-door"  in  one  of  the  ailes ;  "  above  the  door  it  was 
likewise  trelliced,"  and  "  on  the  height  of  the  said  trellice 
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iron  spikes  were  stricken."  The  trellice-moulding  is  a  name 
sometimes  applied  to  a  Norman  moulding  of  diagonal  ribs 
intersecting  each  other. 

Tribune,  Tribunal.  (See  Apsis-gradata.)  The  bema^ 
or  tribunal^  was  one  of  the  names  employed  by  different 
writers  to  denote,  1.  the  ambo»  or  reading-desk ;  2.  the  altar; 

3.  the  seats,  or  thrones,  for  the  bishop  and  presbyters;  and 

4.  the  whole  space  where  these  were  placed.  {BinghanCs 
Orig.  Eccles.,  b,  viii.  c.  vi.)    (See  Chancel.) 

Triclinium,  the  principal  apartment  of  an  ancient  Roman 
house. 

Tkiforuim,  Lat.,  the  gallery,  or  open  space,  between  the 
vaulting  and  the  roof  of  the  ailes  of  a  church ;  generally 
lighted  by  windows  in  the  external  wall  of  the  building; 
and  opening  to  the  nave,  choir,  or  transept,  over  the  main 
arches.  It  is  found  only  in  large  churches,  and  is  varied  in 
the  arrangement  and  decorations  of  its  openings  in  every 
succeeding  system  of  architecture.  Four  varietic^s  of  triforia 
are  shewn  in  the  Plates  of  Compartments  of  Cathedral 
Churches;  viz.  Durham  (exterior,  6,  interior,  7);  Canter- 
hurjf  (interior,  6);  Salisbury  (exterior,  f,  interior,  d);  and 
Exeter  (interior,  d).  Specimens  of  arcades  from  the  triforia 
of  Salisbury  Cathedral  and  Beverley  Minster,  are  delineated 
in  Plate  II.  of  Arcades,  figs.  2,  6,  and  9.  For  the  use 
to  which  the  triforium  was  applied,  see  the  article  Nunnery, 
and  Whewelts  Arch,  Notes  on  German  Churcfies^  p.  90. 

Tri glyph,  r^tiQ,  Gr.,  three,  and  y\vp^^  a  channel;  a  tablet  on 
the  Doric  frieze,  having  two  angular  channels  on  its  face, 
and  a  half  channel,  having  the  effect  of  a  chamfered  edge, 
at  each  end.  The  Doric  frieze  consists  of  triglyphs  and 
metopes.    (See  Glyph  and  Metope.) 

Trimmer,  in  modern  practice,  denotes  a  small  beam  receiving 
the  ends  of  several  joists,  and  to  which  they  are  adjusted, 
or  trimmed.  In  an  account  of  repairs  at  the  Tower  of 
London  (anno  1532),  are  the  words  **  ij.  trymer  peces,  made 
and  sett  up  under  the  ij.  wyndowes  in  the  chambre  in  the 
kyng's  garden;"  and  in  the  Plasterer's  Contract  for  Hen- 
grave  Hall  (dated  1538),  are  the  following  passages: — ''y* 
chapel  to  be  seeled  (see  Selyng)  w*  y*  tremors,  vj.  foote  on 


beyghte."  "  The  hall  to  be  seelyd,  at  y'  dayne  xr.  foot  of 
heyghte,  w'  a  tremor  ij.  foote  brode."  The  latter  seema  to 
imply  loroething  similar  to  a  $kirtiiig.  {Bayley'i  Hist,  of 
the  Tower,  ft.  i.  app.  p.  xxii.;  Gage't  Hengrave,  p.  42.) 

Triumphal  Arch.    (See  Akch,  Triumphal.) 

Trochilu8,  the  aame  as  Scotia  (which  see). 

Trough,  an  incorrect  orthography  of  the  word  Throdgh. 
The  western  aile  of  the  transept  of  Chester  Cathedral,  in  a 
plan  executed  aoon  after  the  suppression  of  monasteries,  is 
termed  the  trough  (through)  aile,  from  the  number  of 
throughs,  or  gravestones,  it  contained. — Lt/sons's  Mag.  Brit., 
Cheshire,  p.  452.     (See  Through.) 

Trowbl-point,  a  triangular  indentation  in  a  wall,  or  string- 
course; so  called  from  its  resembling  a  pressure  from  the 
point  of  a  trowel.  It  is  indicated  in  Plate  I.  of  Arcades, 
fig.  10,  h. 

Trues,  trousse,  Fr.,  to  strain,  support,  or  keep  tight.  Thus  a 
trussed  roof'K  one  which,  by  means  of  the  tie-beams,  rafters, 
king-posts,  &c.,  is  strained,  or  held  tc^ether  in  its  proper 
position :  trussels,  tresseh,  or  trestlet,  are  legs,  or  props,  to 
support  a  table,  or  other  article  :  a  trust  is  a  large  corbel,  or 
modillion,  supporting  a  mural  monument,  or  any  other  ob- 
ject, projecting  from  the  face  of  a  wall. 

Trymbb.    (See  Trimmer.) 

Tddor  Architecture,  or,  as  it  is  commonly  called,  the 
Tudor  Style  ;  that  variety  of  building  which  prevailed  in 
in  England  during  the  reigns  of  the  Tudor  family,  viz. 
Henries  VII.  and  VIIL,  Edward  VI..  Mary,  and  Elizabeth. 
(See  Perpendicular  Style,  Elizabethan,  &c.) 

Tup,  Tufa.    (See  Tophstone.) 

TuLLEY  (Robert),  a  monk  of  the  abbey  of  Gloucester,  and 
afterwards  bishop  of  St.  David's,  completed  the  tower  of  his 
abbey  church.  He  died  in  1482.  {Brittoit's  Cath.  Antiq. 
Gloucester,  p.  27;  Dallaway's  EngLArch.  ed.  1833,  p.  63.) 

Tdmulus,  Lat.  {tumeo,  to  swell)i  a  heap,  or  mound,  of  earth. 
The  Celtic  and  other  nations  raised  tumuli,  or,  as  they  are 
commonly  called,  barrows,  of  various  sizes,  over  ibe  bodies 
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of  their  dead.  Of  the  different  yarietiee  of  these  interesting 
memorials  (of  which  specimens  are  abundant  in  Great  Bri- 
tain), and  of  their  contentSt  the  best  account  is  to  be  found 
in  the  Introduction  to  the  first  Yolume  of  Sir  Richard  Colt 
Hoare^s  History  of  Ancient  Wiltshire.  See,  also.  Cough's 
Sepulchral  Monuments,  Douglases  Nania  Britannica,  and 
ArchcBologia. 

TuNNBL,  a  subterranean  channel,  is  a  name  sometimes  applied 
to  a  chimney,  or  flue. 

Turnpike,  Turnpike  Stair,  a  winding,  or  newel  staircase. 
(See  Staircasb.) 

Turrellum,  low  Lat.,  a  turret  (See  Baylejf*s  Hist,  of  the 
Tower,  pt.  i.  app.  p.  iii.) 

Turret,  turris,  Lat.,  tourelle^  Fr.,  torrecella^  Ital.  and  Sp. ;  a 
small  tower,  attached  to,  and  forming  part  of,  another  tower, 
or  placed  at  the  angle  of  a  church,  or  gatehouse.  A  turret 
is  usually  occupied  as  a  staircase ;  it  rises  above,  and  forms 
an  ornamental  appendage  to  the  other  parts  of  the  building. 
Sometimes  it  is  crowned  with  a  cupola,  and  sometimes  with 
a  spire,  or  with  pinnacles.    (See  Tower.) 

Tuscan  Order.    (See  Ordbr.) 

TussEs.  In  the  contract  for  Catterick  Church,  Yorkshire,  it  is 
provided,  that "  the  forsaide  Richarde  sail  putte  oute  tusses 
for  the  makyng  of  a  Revestery.'*  The  Rev.  J.  Raine,  in  a 
note  to  this  contract  (p.  9),  observes,  that  the  word  tusses 
implies  **  the  projecting-stones  left  in  the  masonry  at  proper 
distances  upwards,  by  which  a  contemplated  building  might, 
in  due  time,  be  attached  :'*  and  so  called  from  their  resem- 
blance to  teeth,  or  tusks.  Tushes  is  still  so  used  in  some 
parts  of  England ;  and  the  same  kind  of  work  is  called 
toothing  in  London. 

Tylle,  Tylle-thakker.    (See  Thatch,  andTiLB.) 

Tymbrb,  formerly  a  common  term  amongst  heralds  to  denote 
the  crest  or  device  upon  a  helmet.  It  was  also  occasionally 
applied  to  a  bell-turret  on  the  roof  of  a  hall.  On  the  spire 
of  the  old  kitchen  at  Stanton-Harcourt,  Oxfordshire,  is  the 
crest  of  the  family  to  whom  the  estate  belonged ;  and  it 
appears  to  have  been  a  frequent  practice  to  place  a  family 


Tympanum,  tbe  triangular  recessed  space  enclosed  by  the 
cornice  ofa  pediment:  in  some  temples  it  was  entirely  plain ; 
in  others,  enriched  with  sculpture. 

Type,Tippb.  Under  thehead of "Plomar'sWorke/'attheTower 
of  London,  in  1532,  is  mentioned  "  the  takyng  downe  of  tfae 
iiij.  lypet  upon  the  great  White  Tower,  and  castyng  and 
chasyng  of  the  same  iiij.  types."  "  The  carpentry  work  of 
the  said  types,"  ..."  that  is  to  sey,  joyst  peces  and  bolts 
to  the  top  of  them,"  Stc,  is  said  to  have  been  '*  a  chargeable 
pece  of  worke  to  doo ;"  "  hythning  of  the  iiij.  types  with 
bryckeworke,"  and  "  rowghcastyng  of  those  types,"  also 
occurs.  [Bayhi/'s  Hht.  of  ike  Tower,  pt.  i.,  app.  pp.  xix. 
xxiii.  xxvii.) 

U 

Undercroft,  a  subterraneous  apartment,  or  crypt.  (See 
Croft  and  Crypt.) 

University,  an  assemblage  of  colleges,  with  professors  to  give 
instruction  to  students.  (See  College.)  Novices  of  the 
monastic  times,  as  students  in  large  schools  at  present,  were 
sent  to  the  universities  to  prosecute,  or  finish,  their  studies. 

Ubn,  urna,  Lat.,  a  vase  of  common  character.  Urns  are  fre- 
quently found,  of  various  sizes  and  patterns,  in  the  burial- 
places  of  the  ancient  Britons  :  the  largest  contained  human 
bones  and  ashes ;  and  the  smallest,  probably,  faalsams,  or 
precious  ointments.  Urns,  and  similar  vessels,  of  earthen- 
ware, metal,  and  glass,  are  also  found  in  Roman  sepulchres. 
(See  Hoare's  Anc.  Wilts,  Jntrod.,  and  Browne's  Urne  Buriall, 
12mo.  1658 ;  also  Arckaologia,  Index,  vol.  zv.) 


Vallum,  Lat.,  a  wall,  high  bank,  or  bulwark.  The  walls  of 
Adrian,  Agricola,  Antoninus  Pius,  and  Severus,  were  erected 
to  restrain  the  Picts  and  Scots  from  devastating  Britaiii. 
(See  Wall.)  The  encampments  and  other  earth-works  of 
the  ancient  Britons  and  Romans  consist  chiefly  of,  or  are 
surrounded  by,  alternate  banks  and  ditches. 
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Vamer.  "  The  waike  under  foote,  called  the  vamer,  to  be 
repayrede  w^  Cane  stone  by  the  masons.*' — {Bayley^s  Hist* 
of  the  Tower^  pt.  i.  app.  p.  ix.) 

Vanr.    (See  Fane,  and  Phane.) 

Vase,  vasa,  Lat.,  an  earthen,  or  metal  vessel,  used  for  sacrificial 
and  for  various  other  purposes.  The  domestic  vases  of  the 
Greeks  and  Etruscans  were  remarkable  for  the  beauty  of  their 
forms  and  decorations.  The  immense  number  of  ancient 
vases  which  have  been  disinterred  from  the  tombs  and  tumuli 
of  the  Greek,  Roman,  and  Celtic  nations,  shew  that  these 
vessels  were  manufactured  skilfully,  and  to  a  great  extent, 
by  those  different  people.  (See  Christie^s  Disquisitiopis  upon 
the  Painted  Greek  Vases ^  4to.,  1825;  and  a  Colkction  of 
Engravings  after  Antique  Vases  in  the  Collection  of  the 
Chevalier  Hamilton,  folio ;  also,  Hoare's  Ancient  Wiltshire ; 
and  Archaologia,  Index  to  15  vols.  &c.) 

Vault,  Volta,  Vowte,  Vaute,  voute,  Fr.,  volta,  Ital.,  an 
arched  ceiling,  or  roof.  The  arch  of  a  bridge  is,  strictly 
speaking,  a  vault ;  and  a  cupola  is  another  of  the  simpler 
kind  of  vaults.  When  two  or  more  vaults  intersect  each  other, 
they  produce  what  is  called  a  groined  vault.  The  Romans  were 
acquainted  with  the  science  of  vaulting,  and  introduced  it 
into  the  northern  and  western  parts  of  Europe;  the  Christ- 
ian architects  of  the  middle  ages  vaulted  nearly  all  their 
churches.  The  Rev.  W.  Whewell  {Arch.  ?iotes  on  German 
ChurcheSf  ch.  i.  sec.  2,  4,  5,  6)  has  investigated  almost 
every  variety  of  vault  employed,  and  has  given  to  each  an 
appropriate  name.  For  further  information,  see  Annular 
Vault,  Arch,  Avolta,  Crypt,  and  Plates^  Cupola, 
Groin,  Fend,  Rib,  Roof,  Toph«stone,  Tracery  of 
Vaulted  Ceilings^  and  Plates^  and  Vosura.  Vaulting-pillar 
is  a  very  descriptive  name,  applied  by  the  Rev.  R.  Willis  to 
one  of  the  pillars  between  the  triforium  windows  of  a  church, 
rising  to,  and  supporting,  the  vaulting. 

Vbcti  (Martin  de),  abbot  of  Peterborough,  built  a  gate-house 
to  the  monastery,  soon  after  the  year  1133.  He  is  described 
as  **  a  great  builder ; "  and  he  repaired,  or  rebuilt,  some  of  the 
conventual  premises.    {Brittons  Peterborough  Cath.^  p.  55.) 

Vertub  (William),     See  Hylmer. 


Chmtians.  Windows  of  thU  elliptical  form  occur  in  the 
old  cburchea  of  Rumsey,  Hsmpshire;  St.  Leonard,  Stam- 
ford (Plate  of  Windows,  fig.  21);  Salisbury  Cathedral 
(fig.  22),  iLC.:  and  Mr.  Kerhch  (Archa.  vol.  xvi.  p.  314) 
supposes  that  one  half  of  it,  employed  for  the  bead  of  a 
window,  or  doorway,  instead  of  a  semicircular  form,  gave 
rise  to  the  system  of  the  pointed  arch. 
Vestibdle,  veslibulum,  Lat,  an  open  space  before  a  building ; 
or  an  ante-room,  or  entrance  to  one  of  its  principal  apart- 
ments. Large  churches,  besides  the  external  vestibule,  or 
porch,  had  frequently  an  ornamental  ante-room  befwe  the 
entrance  to  the  chapter-house.  At  Lichfield,  Chester,  Lin- 
coln, Bristol,  and  Salisbury  Cathedrals,  such  vestibules  are 
large  and  richly  decorated.  (See  Plans  of  Cbaptb& 
Houses,  figs.  2,  5.  10,  11,  and  12.) 

Vestkt,  Vestiaby,  Vestiaria,  Rbvebtrt,  an  apartment  in, 
or  attached  to,  a  church,  where  the  sacred  vestments  and 
utensils  were  preserved.  (See  Diacohicuh,  Kbtsstby,  Sa- 
cristy, and  Sbchbtarich.) 

Vice,  Vycb,  from  vit,  Fr.,  a  screw;  a  winding,  or  spiral  stair- 
case. The  word  occurs  in  the  agreement  for  Fotheringhay 
Church  {Dugd.  Mon.  Avgl.,  vol.  vi.  pt.  iii.  p.  1414);  the 
Account  Rolit  of  St.  Stephen's  Chapel  {Bray ley  and  Britton't 
Ane.  Palace  at  Weitm..  pp.  121,  168,  188,  and  Smith's 
Westminster,'^^.  186,7);  an  account  ofrepairs  at  the  Tower  of 
London  {Bayley's  Hist,  of  the  Tower,  pt.  i.  app.  p.  ix.  xzix.), 
&c.  In  these  authorities,  and  in  Cotgrave'i  Dictionary,  the 
word  appears  in  the  following  different  forms :  —  "  les  vux," 
"  U  vif,"  "  vit  brisee,"  " vit  S.  GiUes,"  and  "vis  ci  jour." 
Id  an  old  manuscript,  in  the  possession  of  Mr.  Willson  of 
Lincoln,  it  is  defined  a  "  tum-grece."    (See  Grbss.) 

ViDiMvs,  Lat.,  in  the  indentures  for  glazing  the  windows  of 
King's  College  Chapel,  Cambridge,  signifies  a  cartoon,  or 
drawing,  from  which  the  glass  was  to  be  painted.  "Ac- 
cording to  such  patrons,  otherwise  called  vidimus."  {Brit- 
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iotht  Arch.  Anis,,  vol.  i.  p.  16.  See  Symondbs.)  Pro- 
bably the  drawings  were  so  called  from  their  baying  been 
$een  and  approved  of  by  the  persone  employing  the  artists. 
(  Wilhofif  in  Pugins  Specimais.) 

ViONBTTBy  ViNBTTBy  vignf,  Fr.,  a  vine;  an  ornamental  carv- 
ingy  in  imitation  of  the  tendrils  and  foliage  of  a  vine. 
**Vinetttt  mnning  in  casements."  (See  Casbmbnt.)  Lyd^ 
gate's  **  Boke  of  Troy.*'  Da  Cange  mentions,  amongst  the 
decorations  of  illuminated  manuscriptSy  vincoliSf  or  vignettes, 
evidently  foliated  ornaments.  (Fosbroke's  British  Mon.,  352.) 

Villa,  Lat,  and  Ital.,  Villb^  Fr. ;  an  insulated  country  house. 
The  most  distinguished  villas  of  the  Romans  were  probably 
constructed  on  the  Greek  model :  they  consisted  of  several 
apartments,  arranged  on  the  ground  floor,  and  were  orna- 
mented with  much  magnificence.  Pliny  (lib.  ii.  Ep.  17)  gives 
a  minute  description  of  his  villa  near  Laurentum ;  from  which, 
with  the  assistance  of  Viiruvius ;  from  CastelFs  Villas  of  the 
Ancients,  folio,  1728;  and  MouWs  Roman  Villas,  8vo., 
1833 ;  some  idea  of  these  luxurious  habitations,  both  in 
Italy  and  in  Britain,  may  be  obtained.  Lysons's  Accounts 
ofWoodchesterf  and  of  Bignor,  contain  illustrations  of  two  of 
the  most  extensive  Roman  villas  in  England.  (See  Lysonts 
ReliquiiB  Romana.) 

Villa  rbgia,  a  name  given  to  those  places  where  a  monarch 
had  a  country  seat.    {Rennet's  Ants,  of  Ambrosden.    Gloss.) 

Vitrification,  vitrum,  Lat.,  glass,  and yacio,  to  make;  the 
process  of  glazing,  or  converting  into  a  substance  similar  to 
glass,  by  means  of  heat.  The  singular  fortifications  in 
Scotland,  which  present  an  appearance  of  having  been  vitri- 
fied by  natural  or  artificial  means,  have  already  been  noticed 
under  the  article  Duk.  Some  examples  of  them  are  de- 
scribed in  the  fifth  and  sixth  volumes  of  the  Archaologia. 
(See,  also.  King's  Mun.  Antiqua.) 

Vivarium,  low  Lat,  any  place  for  the  reception,  or  confinement, 
of  living  animals ;  as  a  park,  a  warren,  or  a  fish-pond. 
{Rennet's  Antiqs.  of  Ambrosden.) 

VoLUTB,  voluhunf  low  Lat.,  the  convolved  or  spiral  ornament 
placed  at  each  angle  of  the  Ionic,  and  of  the  Corinthian  and 
Composite  capitals.     The  common  English  term  is  scroll. 


Vycb.    (See  Vice.) 


W 


Waqes>  Some  curious  and  interesting  documents,  shewing  the 
price  of  labour  in  different  parts  of  England,  at  various  times, 
are  to  be  found  in  the  Account  Roils  of  St.  Stephen's 
Chapel  {Smith's  Westm.  p.  200,  et  seq.,  and  Brayley  and 
Britton's  Anc.  Palace  at  Westm.  p.  148,  et  seq.) ;  the  spire, 
or  broach,  of  Louth  Church,  Lincolnshire  (Archce.,  x.  70 ; 
and  Britton's  Arch.  Antiqs.,  iv.  4) ;  Gage's  Hengrave,  p.  72 ; 
Hunt's  Exemplars,  pp.  17,  2U.  115;  Owen  and  Biakeway's 
Shrewsbury,  vol.  i.  pp.  123,  131, 545,  549 ;  Archa.,  vol.  ivi. 
p.  231;  Spencer's  Life  of  Chickele ;  the  agreements  for 
Fotheriiighaif  Church;  King's  College,  Cambridge;  St. 
George  s  Chapel,  Windsor;  the  Beauchamp  Chapel, Warwick : 
and  Caiterick  Church,  Yorkshire;  Fleetwood's  Chrontcoa 
Preciosum,  Sfc.  At  St.  Stephen's  Chapel,  in  the  year  1292, 
carpenters  were  paid  od.  per  day ;  other  workmen,  2^d.,  3d., 
and  3j(f.  At  Rhuddlan  Castle,  in  1282,  the  wages  of  the 
architect,  or  "master  mason,"  were  Gd.  per  day;  those  of 
"  masons,"  4d. ;  and  other  workmen,  3d.  At  All  Soul's 
College,  Oxford,  carpenters  and  sawyers  had  6d.  a  day; 
masons,  Hd. ;  stone-diggers  and  common  labourers,  4}(/.; 
joiners,  fcom  Gd.  to  Hd. ;  a  "  dawber,"  5d. ;  the  mastei^ 
carpenter,  3s.  4d.  a  week ;  and  the  carvers  and  image- 
makers  (besides  their  bed  and  board),  4s.  Hd.  per  week. 
Allowing  for  the  decrease  in  the  value  of  money,  these  and 
similar  payments  appear  to  have  been  generally  higher,  and, 
in  many  instances,  nearly  double  the  present  rate  of  wages. 
Workmen  were  frequently  pressed  into  the  service  of  the 
monarch,  under  a  special  mandate  to  a  sheriff,  whenever 
their  services  were  required.  (See  Lysous's  Magna  Britan- 
nia, Berkshire:  and  Britton's  Exeter  Cath.) 

Waikscot,  the  name  of  hoards  employed  to  line  the  internal  walls 
ofan  apartment ;  so  called  from  a  foreign  species  ofoak,  named 
wainscot,  being  first  used  for  such  a  purpose.  (See  Panel, 
andSRLyNG.)  This  mode  of  ornamenting  walls  succeeded  the 
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use  of  tapestry.  The  Rev.  Dr.  Whitaker  (Ilist.  of  Whalley. 
p.  412)  doubts  the  cmploymeot  of  wainscoting  before  the 
time  of  Queen  Elizabeth ;  but  an  old  manuscript  in  the 
British  Museum  {Cotton,  Viteliius)  states,  that,  in  the  reign 
of  Henry  the  Eighth,  the  sides  of  the  parlour  in  the  house  of 
Richard  Fermor,  of  Enstone,  gentleman,  '*  were  celyd  with 
wemkett.*'  In  many  mansions  of  the  Elizabethan  period, 
the  ceilings,  as  well  as  the  walls,  are  covered  with  wainscot ; 
divided  into  variously  formed  panels  by  moulded  ribs ;  and 
elaborately  carved  with  foliage,  armorial  bearings,  and  similar 
decorations.  The  ceilings  are  often  coved,  and  have  elegant 
pendants.  The  long  gallery  at  Haddon  Hall,  Derby  shires 
affords  a  beautiful  specimen  of  carved  wainscoting.  (See 
Rayner's  Haddon  Hall,  4to.  1837.) 

Wakefield  (Henry),  bishop  of  Worcester,  from  1375  till  his 
death  in  13^4,  made  extensive  additions  to  his  cathedral 
church,  and  other  buildings.  Amongst  these,  the  west  end 
of  the  choir;  the  north  porch;  the  vaultings  of  the  nave, 
choir,  and  transept;  and  St.  Mary  Magdalen's  chapel; 
are  enumerated  by  different  authorities,  or  inferred  from 
their  architectural  peculiarities.  (See  Brittons  Cath.  Antiqs. 
Worcester,  pp.  18,  22,  27,  32.) 

Waldon  (Watkin),  the  "  warden  *o(  Henry  Zeneley,  or  Yevele, 
is  mentioned  as  delivering  to  the  masons,  Washbourn  and 
Swalve,  '^a  form  and  model  devised  by'*  Zeneley  ;  according 
to  the  purport  of  which  they  were  to  make  certain  additions 
to  Westminster  Hall,  in  the  reign  of  King  Richard  II.  (See 
Swalve,  Warden,  Washbourn,  and  Zeneley.) 

Walkelyn,  bishop  of  Winchester,  from  1070,  till  his  death  in 
1097,  appears  to  have  erected  the  oldest  parts  of  the  present 
cathedral.  These  are  the  crypts;  the  internal  parts  of  the 
piers  and  walls  of  the  nave;  parts  of  the  chapter-house, 
transept,  and  tower.  {Britton's  Cath.  Antiqs.,  Winchester, 
pp.  46,  139.) 

Wall,  peal.  Sax.,  vallum,  murus^  Lat.,  mur,  Fr.,  muro,  Ital.; 
a  continuous  work  of  masonry,  brickwork,  or  other  ma- 
terials, raised  to  some  height,  and  intended  for  an  enclosure, 
or  defence.  The  original  meaning  of  the  Latin  vallum  was 
probably  a  palisade,  or  fence  of  stakes;   from  vallus^  a 

I  I 


quenlly  raised  around  a  town  or  city,  to  defend  it  from  the 
assaults  of  enemies.  The  rude,  but  massive  stone  walls, 
heaped  together  by  the  early  inbabitanta  of  Greece,  have 
been  mentioned  under  the  article  C\clo?mav  Abchitei:- 
TURE.  Those  of  the  Greek  aod  Roman  temples,  and  other 
buildings,  are  minutely  described  by  Vitruvius,  under  the 
names  of  Isodomum,  Emplccton,  Insertum,  Reticulaturo,  Su:. 
The  walls  of  Rome  consist  of  brick,  of  stone,  and  of  con- 
creted rubble.  The  Wall  of  Hadrian,  in  the  north  of  Eng- 
land, was  simply  a  rampart  of  earth,  extending  from  the 
eastern  to  the  western  coast  of  Britain ;  and  intended,  in 
conjunction  with  other  fortifications,  to  keep  the  Picts  and 
Scots  from  invading  England.  The  Wall  of  Severus  was 
erected  in  the  same  district,  and  was  nearly  parallel  to  the 
former;  but  it  was  chiefly  of  stone,  and  had  a  number  of 
castella.  or  forts,  and  watch-towers  at  intervals,  along  its 
course.  Many  vestiges  of  these  are  still  remaining.  (Vide 
Hatton't  History  of  the  Roman  Wall,  8vo.,  2d  edit.,  1813.) 
The  towns  of  St.  Alban's  and  Colchester,  also  Rich- 
borough,  &.C.,  still  display  considerable  remains  of  Roman 
walls;  consisting  of  rubble,  with  regular  courses,  or  layers, 
of  bricks  or  tiles,  at  intervals.  The  walls  of  the  Roman 
villa  at  Woodchester,  in  Gloucestershire,  were  formed 
partly  of  sqi.ared  stones,  with  similar  layers  of  tiles. 
{Lytons'i  Woodchester,  p.  11.)  At  subsequent  periods,  the 
walls  of  English  buildings  consisted  of  a  mixture  of  flints 
with  unsquared  Stones  and  rubble;  or  squared  flints  and 
stones  in  regular  courses;  sometimes  disposed  in  alternate 
squares ;  and  ultimately  faced  with  neatly  worked  ashler. 
(See  Carter's  Anc.  Arch.,  pi.  xlii.,  where  the  formation 
of  several  varieties  is  exemplified.)  Of  their  general  dura- 
bility, the  numerous  castles  and  churches  remaining,  and 
the  difficulty  [as  at  old  St.  Paul's  Cathedral,  and  Eihel- 
bert's  Tower,  Canterbury,]  of  destroying  sucli  as  have  been 
removed,  bear  ample  evidence.  Prior  to  the  introduction 
of  the  pointed  system,  walls  were  of  great  thickness,  being, 
in  fdct,  the  only  support  to  sustain  the  vertical  pressure  of 
the  semicircular  arch  ;  but.  subsequently,  when  the  pointed 
arch  produced  a  lateral  thrust,  the  walla  were  made  less 
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thick,  and  with  more  frequent  openings;  and  buttresses 
(previously  matters  of  ornament  more  than  of  use)  were  car- 
ried out  to  a  considerable  distance,  so  as  to  support  the  upper 
parts  of  a  building.  The  external  and  internal  ornaments  of 
walls  are  mentioned  under  Ashlbr,  Buttress,  Corbel- 
table,  String-course,  Painting,  Panel,Parg£tting» 
Plastering,  Selyno, Tapestry,  Wainscot,  &c. 

Wall-plate,  a  piece  of  timber  placed  along  the  top  of  a  wall 
to  receive  the  ends  of  the  roof-timbers,  or  so  placed  on  a 
wall  as  to  receive  the  joists  of  a  floor.  The  word  is  ancient. 
William  of  Worcester,  in  giving  some  dimensions  of  the 
Divinity  School,  at  Oxford,  has  the  words,  **  in  altitudine 
a  fundo  usque  ad  superiorem  walplate  de  freestone  80  pedes." 
{Itin.  p.  282.) 

Walred  (Nicholas),  in  the  reign  of  King  Henry  II.,  con- 
structed a  bridge  across  the  Severn  at  Gloucester.  Whilst 
it  was  in  progress,  Walred  formed  the  workmen  employed 
upon  it  into  an  association,  or  college ;  which  was  afterwards 
incorporated  and  endowed  by  Henry  III.,  under  the  title  of 
St.  Bartholomew's  Hospital.  The  bridge  in  question  was 
demolished  in  the  year  1809.  (See  Britton's  Picturesque 
Antiqs.  of  EiigL  Cities,  p.  54 ;  which  volume  contains  two 
views  of  that  interesting  bridge.) 

Walsingham  (Alan  de),  was  appointed  sub-prior  of  Ely,  in 
1321;  sacrist  soon  afterwards;  and  prior  in  1341.  Wal- 
singham, the  historian,  describes  him,  in  1314,  as  an  in- 
genious '' fabricator '*  in  gold  and  silver.  In  1321,  he  laid 
the  foundation  of  St.  Mary's  Chapel,  Ely  Cathedral,  for 
which  he  is  supposed  to  have  furnished  the  designs ;  and, 
whilst  sacrist,  he  began  the  choir.  This,  as  is  evident  from 
a  Latin  eulogium  in  Cotton  MS,  Titus^  A.  1,  he  also  de- 
signed and  superintended.  Many  other  parts  of  the  mon- 
astic buildings  were  erected  by  him ;  and  the  fall  of  the 
central  tower  of  the  cathedral,  soon  after  1321,  afforded  him, 
by  erecting  the  present  elegant  octagon  and  lantern,  an 
opportunity  of  displaying  his  talents  as  one  of  the  most 
skilful  of  monastic  architects.  This  exquisite  monument 
of  the  inventive  and  constructive  powers  of  Walsing- 
ham was  completed  in  the  year  1328 ;  and  restored  by 
the  late  Mr.  Essex,  between  the  years  1757  and  1762. 


Teneraoiiis,  ei  ariijtciosui  iraier. 
Walter  of  Coventby  is  supposed  by  Hay  {Ijislori/  of  Chi- 
chester, p.  384)  to   have  been  the  architect  employed  by 
Seffrid,  bishop  of  Chichester,  to  rebuild  his  cathedral,  after  iu 
coDflagratioQ  in  1187.     (I^e  Seffrid.) 

Walter  de  Westok.     (See  Weston.) 

Walter  (the  Painter),  "MagistroWalteroPictori,"  is  mentioned 
in  the  wardrobe  accounts  of  Edward  I.  (anno  1 3(H)),  as  receiv- 
ing payment  for  making,  painting,  and  gilding  a  step  at  the 
foot  of  the  new  chair,  which  contained  the  stone  from  Scot- 
land—  "  Unum  gradum  faciendum  ad  pedem  nov»  catlie- 
drse  in  qua  petra  Scocie  repoaitur."  This  document  furnishes 
the  age  of  the  celebrated  coronation  chair,  Btill  preserved 
in  Westminster  Abbey  Church.  Master  Walter  was  ap- 
parently the  same  person  who  had  painted  the  king's  cham- 
ber, in  the  palace  at  Westminster,  for  Henry  III.;  and  was 
probably  employed  also  on  the  decorative  works  at  the 
adjacent  abbey.  ( Walpole's  Anecdotes,  by  DallavDay,  vol.  t. 
p.  28;  Braykxf  and  Neale's  Weit.  Albe^  Ch.,  vol.  ii.  p.  133; 
and  Brayley  and  Brittont  Anc.  Palace  at  Weslm.,  p.  72.) 

Walton  (Nicholas)  is  mentioned  in  the  Patent  Rolls  of 
Richard  II.  (17,  m.  3),  as  "  master  carpenter  and  engineer  of 
the  king's  works  for  the  art  of  carpentry."  The  great  halls 
of  Westminster,  and  Eltham,  having  been  completed  in  the 
reign  of  Richard  II,,  Walpole  conjectures  that  their  timber 
roofs  may  have  been  designed  by  this  carpenter.  {Anecdotes 
bjf  Dallaweiy.  vol  i.  p.  20S.) 

Waroen.  The  various  bodies  of  free-masons  employed  on 
different  buildings,  were  each  under  the  general  control  of 
a  masler-mason,  who  was  in  many  instances  the  architect ; 
but  in  others,  merely  the  builder,  who  carried  into  effect  the 
designs  of  his  monastic,  or  noble  patron.  Subordinate  to  the 
mailer-mason  were  his  wardern,  who  also  exercised  control, 
and  entered  into  contracts,  either  alone,  or  jointly  with  the 
roaster-masons.  That  the  terms  mailer-mason  and  warden 
were  formerly  in  common  use  with  these  significations,  is 
apparent  from  almost  every  ancient  architectural  agreement 


way]  architectural  dictionary.  485 

now  extant.    (See  the  articles  Mason ry»  Sbmerk^  Wal- 
DON,  Wastell,  and  Hylmer.) 

Ware  (Richard  de),  or  Warren,  abbot  of  Westminster,  from 
1258  till  1283,  imported  from  Rome  the  curious  mosaic 
pavement  placed  before  the  great  altar  of  the  abbey  church. 
(Brayley  and  Neale's  Westm,  Abbe}/,  vol.  i.  p.  64.) 

Warren  (John)  was  the  architect  of  St.  Mary's  Church, 
Cambridge,  commenced  in  1478,  and  finished  in  1519.  He 
is  interred  in  the  church,  as  intimated  by  a  tablet  against 
the  east  wall  of  the  chancel.  {Lysons^s  Mag.  Brit.,  Cam" 
bridgeshire,  p.  149.) 

Warwick  (Richard  Beauchamp,  Earl  oO?  iR  the  reign  of 
Henry  VI.,  died  in  France.  His  body,  as  stated  in  his 
epitaph,  '^  was  broght  to  Warrewik  .  .  .  and  was  leide,  with 
ful  solenne  excequies,  in  a  feir  chast  made  of  stone  in  this 
chircbe  [St.  Mary's,  at  Warwick]  afore  the  west  dore  of 
this  chapel,  according  to  his  last  wille  and  testamente,  therin 
to  rest,  till  this  chapel  by  him  deuised  in  his  lief^  were 
made*'  The  latter  words  refer  to  the  Beauchamp  Cbapel, 
80  frequently  mentioned  in  the  present  volume.  {Britton's 
Arch.  Antiqs.9  vol.  iv.  p.  9.) 

Washbourne  (Richard).    See  Swalve. 

Wastell  (John),  *' master-mason"  of  the  works  at  King's 
College  Chapel,  Cambridge.     (See  Semerk.) 

Water-drain,  any  small  channel,  or  aperture  for  the  escape 
of  water ;  as  in  a  piscina. 

Water-table,  a  string-course,  or  cornice  moulding,  with  an 
inclined  upper  surface  to  carry  off  water. 

Waterville,  or  Vaudeville  (William  de),  abbot  of  Peter- 
borough from  1155  to  1193,  built  the  transept  and  part  of 
the  central  tower  of  his  minster;  founded  the  chapel  of 
Thomas  h  Becket,  adjoining ;  also  the  hospital  of  St.  Leo- 
nard (now  called  the  spittal),  near  Peterborough;  built 
St.  Mary's  Church,  Stamford ;  and  built  and  repaired  other 
conventual  buildings  in  Peterborough  and  Stamford.  (JBrt/- 
tons  Cath.  Antiqs.^  Peterborough,  pp.  19,  20,  86.) 

Waynflete  (William  of),  so  named  from  his  birthplace,  in 
Lincolnshire,  was  educated  at  Oxford  and  Winchester ;  and. 


at  Eton;  erected  the  altar  screen  in  Winchester  Cathedral; 
and  is  supposed  to  have  superintended  ihe  building  (in  the 
same  church)   of  the  elaborate  and  beautiful  chantry,  or 
sepulchral  chapel,   in  which   he  was   afterwards   interred. 
His  most  celebrated  works  are  those  at  Magdalen  College, 
Oxford,  which  was  founded  in  the  year  1457  ;  the  buildings 
(designed  by  himself)  were  commenced  in  1474,  and  con- 
tinued during  the  fite  succeeding  years.     His  contracw  with 
Orchyerd,  the  master-mason,  for  constructing  these  build- 
ings, are  still  extant.     (See  Chandler'^  Life  of  William  of 
Waynflett,  1811,  p.  137 ;  BnUott's  Cath.  Anliqs..  Winche$ler, 
pp.  96,  97,  101.   122;   and   Pugiii's   EiampUi  of  Gothic 
Arch.,  vol.  i.  pp.  10-12.) 
Weather-moulding,  a  label,  canopy,  or  drip-stone,  over  a 
door,  or  window ;  intended  to  keep  off  water  from  the  part* 
beneath.     (See  Hood-mould,  and  Label.)    ■ 
Weeper,  a  term  occurrmg  in  the  agreemenU  relating  to  the 
tomb  of  the  Earl  of  Warwick,  in  the  Beauchamp  Chapel ;  as 
follows: — "xiv.  Images  embossed,  of  lords  and  ladyes,  in 
divers  vestures,  called  weepers,  to  stand  in  housings  made 
about  the  tombe,  ...  to  be  made  to  xiv.  patterns  made  of 
timber."     {Britloni  Arch.  Anligs.,  vol.  iv.  p.   13.)    The 
custom  of  placing  small  statues  of  the  children,  or  friends  of 
an  individual,  on  the  sides  of  his  tomb,  seems  to  have  began 
in   the  fourteenth  century.     The  tombs  of  the  Burghersh 
family,  at  Lincoln,  havd  Edward  III.  and  his  sons  as  weepera, 
each  with  his  shield  of  arms  over  his  image.    Similar  figure* 
are  found  on  tombs  of  the  time  of  Charles  the  First.     (See 
Gough't  Sep.  Monuments:    Weever's  Funeral  Monuments: 
Bioxham's  Monumental  Arch.;  and    Glossary   to   Pugin's 
Specimens.) 
Well,  pell.  Sax.,  a  spring,  or  fountain;  hence,  also,  a  pit, 
cylindrical  shaft,  or  hole,  sunk  in  the  earth  to  obtain  a  sup- 
ply of  water.     In    Warton's  AngL   Sacr.,  pars.  ii.  p.  13; 
Lehnd,  dc  Scrip.  Brit.,  p.  92;  and  Itin.,  vol.  iv.  p.  117, 
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the  use  of  wells^  in  monastic  discipline^  is  referred  to.  Cer- 
tain religions  persons  performed  their  devotions  whilst  stand- 
ing naked  in  the  water  of  a  well,  or  bath.  The  celebrated 
well  called  St.  Winifred's,  in  North  Wales,  and  others  in 
different  parts  of  England,  are  the  objects  of  many  super- 
stitious customs,  and  are  covered  in  with  buildings.  (See 
Conduit.) 

Well-staircase,  a  winding  staircase  of  ascent,  or  descent,  to 
different  parts  of  a  building :  so  called  from  the  Walls  en- 
closing it  resembling  a  well. 

West  trovt,  fafade  occidentale,  ¥r,,facciata  occidentale,  Ital., 
westlicke  fronte^  Ger.  The  west  front  of  a  cathedral,  or 
other  large  church,  is  usually  more  elaborately  decorated 
than  any  other  part  of  its  exterior.  On  the  different  modes 
in  which  this  important  part  of  a  church  was  formerly  de- 
signed, see  the  articles  Cathedral,  Church,  &c.;  also, 
Whittiiighams  Hist.  Surv.,  p.  163;  and  Willises  Arch,  of 
the  Middle  Ages,  p.  140. 

Westminster  (Edward  of).    (See  Fitz-Odo.) 

Weston  (Walter  de),  ''clerk  of  the  works  at  the  king's  palace 
of  Westminster,  and  at  the  Tower  of  London,"  from  the  year 
1331  to  1341.  His  account  roll  of  the  expenses  attending 
the  erection  of  St.  Stephen's  Chapel,  and  other  works,  is  still 
preserved  in  the  queen's  remembrancers  office.  Some  in- 
teresting extracts  from  it  are  printed  in  Brayley  and  Brit" 
ton*s  Atic.  Palace  at  Westm.,  p.  162. 

Whattelet  (John),  succeeded  John  Golding  as  "chief 
carpenter,  and  disposer  and  surveyor  of  the  king's  works," 
at  the  same  places  as  de  Weston,  in  the  year  1445.  (Patent 
Rolls,  23d  Henry  VL;  Bray  ley  and  Britton*s  Anc.  Palace 
at  Westm.,  p.  314.) 

Wheathamstead  (John),  abbot  of  St.  Alban's  from  1421  to 
1464,  is  supposed  to  have  designed  the  duke  of  Gloucester's 
monument,  and  the  altar-screen  in  his  abbey  church ;  and 
also  to  have  superintended  parts  of  the  same  building.  A 
sculptured  spandrel  representing,  amongst  other  ornaments, 
ears  of  wheat,  is  supposed  to  indicate  the  works  executed 
during  the  abbacy  of  this  individual.    {ClutterbucWs  Hert^ 


dral,  are  commonly  called  whispering  galleries,  from  the 
facility  and  distinctness  with  which  whispers  and  other  low 
sounds  are  transmitted  throughout  their  whole  extent. 

White-washing.     (See  Dealbatuu.) 

Whone.  In  the  Beauchamp  Chapel  Agreements  {Arch.  An- 
tiqs.,  vol.  iv.  p.  14),  some  of  the  contracting  parties  agree 
"  to  repair,  whone,  and  pullish,  and  to  make  perfect  to  the 
gilding,  an  image  of  Lalten  of  a  man  armed."  Probably,  the 
meaning  of  the  word  is  to  clean. 

Wicker-work.  It  is  evident,  from  the  remarks  of  Symeoa  of 
Durham,  Bede,  and  other  old  writers,  that  wicker-work  was. 
at  an  early  date,  occasionally  employed  for  the  roofing,  if 
not  for  the  entire  construction,  of  churches;  but  by  no  means 
to  an  extent  which  can  justify  the  ingenious  theory  of  Sir 
James  Hall,  that  all  the  members  of  the  pointed-arch  system, 
the  ramificalions  of  its  tracery,  Stc,  were  merely  imitations 
of  a  vegetable  type.  (See,  on  this  subject,  Sir  J,  HalCs 
Essay  on  the  Origin  of  Gothic  Arch..  I8l3,  4to.;  Britiott's 
Chron.  Hist,  of  Anc.  Arch.) 

Wicket,  a  small  gate,  or  door;  as,  a  small  opening  in  the 
massive  gate  of  a  fortress,  for  the  passage  of  pedestrians. 

Wilfrid,  archbishop  of  York,  from  6(39  till  his  retirement  in 
678,  is  said  to  have  built  churches  at  Hexham  and  Ripou. 
(See  Brition't  Calh.  Antiijs..  York,  pp.  17.  26;  Eddii  SCe- 
phani  Vita  S,  Wi/fridi,  inter  xv.  Scripiores,  cap.  xvii. 
pp.  59,  62.) 

William,  abbot  of  Dijon  in  the  year  1001,  laid  the  foundations 
of  the  abbey  of  St.  Benigne,  in  that  town.  He  personally 
directed  the  work,  and  was  assisted  by  Humaldus,  a  monk, 
whom  he  had  selected  on  account  of  his  expertness  in  the 
arts.     ( Whittingtun's  Hist.  Surv..  p.  49.) 

William  the  Englishman  (Gulielmus  Anglus),  so  named 
to  distinguish   him   from   his   predecessor,   continued   the 
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building  of  Canterbury  Cathedral^  after  the  time  of  William 
of  Sens.  He  raised  the  vaultings  over  the  north  and  south 
parts  of  the  transept^  and  erected  the  east  end  of  the  choir, 
the  Trinity  Chapel,  and  Becket's  Crown,  between  the  years 
1 1 78  and  1220.   (Briiton's  Cath.  Autiqs,^  Canterbury,  p.  37.) 

William  the  German,  employed  with  Bonano,  in  1174,  in 
commencing  the  campanile,  or  bell-tower,  at  Pisa.  (Afi'/i- 
zia*s  Lives,  by  Cresy,  vol.  i.  p.  142;  and  Hawkinses  Gothic 
Arch.,  p.  2.) 

William  the  Painter  ("  majistro  Willielmo  pictori")*  is 
mentioned  in  a  precept,  dated  1251,  as  having  received 
orders  from  the  king  for  painting  the  king's  cloister,  at 
Windsor  Castle.  In  rolls  of  subsequent  date,  the  names 
William,  the  monk  of  Westminster,  and  William  of  Florence, 
appear  to  denote  the  same  person.  (See  Walpole*s  Anec" 
dotes,  by  Dallaway^  vol.  i.  pp.  21-27.) 

William  of  Sens.    (See  Sens.)  * 

Williamson  (Francis).    (See  Symondes.) 

Wimmboldb,  and  Odo,  denominated  ''  cementarii,**  rebuilt  the 
church  of  St.  Lucien,  at  Beauvais,  about  the  year  1078:  the 
former  appears  to  have  constructed  the  body  of  the  fabric, 
and  the  latter  the  tower  only.  (  Whittington^s  Hist.  Surv., 
p.  54;  Felib.  Vies  des  Arch.,  iv.  193.) 

Wind-beam,  a  term  occurring  in  old  accounts,  to  denote  a 
large  timber  arch  in  the  frame- work  of  a  trussed  roof; 
serving  to  obviate  the  effects  of  a  high  wind  upon  the  steep 
external  sides  of  the  roof.  This  term  is  still  used  by  provin* 
cial  workmen.  (See  Pugins  Specimetu  of  Gothic  Arch., 
vol.  i.  p.  22,  where  it  is  illustrated  with  reference  to  the  roof 
of  Westminster  Hall.) 

WiNDFORD  (William).    See  Wynford. 

Window,  ventana,  Sp.,  fenestra,  LeX.,  fenetre,  Fr.,f  nestra, 
Itsi.,  fenster,  Ger.;  an  aperture,  or  opening,  in  the  wall  of 
a  building,  for  the  admission  of  light  and  air  to  the  interior. 
Before  the  invention  and  general  use  of  glass,  it  is  pre- 
sumed that  windows  were  of  small  dimensions,  and  usually 
closed  at  night  by  wooden  shutters.  The  first  glazing  of 
such  apertures  constituted  an  important  epoch  in  the  art  of 


or  were  terminated  by  two  slopiiig  sides,  as  is  evident  from 
the  aperturea  in  Egyptian,  and  in  tbe  oldest Gi'ecian  temples. 
It  also  appears,  from  those  examples,  that  the  jamba,  or 
sides,  converged  from  the  sill  to  the  lintel,  making  the  open- 
ing wider  at  tbe  bottom  than  at  the  top.  The  architects  of 
the  middle  ages,  from  the  commencement  of  the  tbirteenth 
to  that  of  the  sixteenth  centuries,  made  a  countless  variety 
of  designs  for  the  windows  of  their  different  buildings — from 
small  loopholes  of  about  six  inches  wide,  to  openings  of  75 
feet  in  height,  by  34  feet  in  width.  The  window  at  the 
east  end  of  York  Cathedral,  of  the  latter  dimensions,  is 
adorned  with  eight  upright  mullioos,  two  transoms,  and  a 
profusion  of  tracery  within  the  limits  of  the  archivolt  mould- 
ings. It  is  also  filled  with  stained,  or  painted  glass,  of  rich 
design  and  elaborate  execution.  (See  Thohnton.)  The 
lower  part  of  the  window  has  a  second  nngtazed  frame  of 
stone  mullions  and  transoms  withinside.  A  particular  illus- 
tration of  the  numerous  windows  which  are  to  be  found  in 
tbe  ecclesiastical  edifices  of  Europe,  would  require  a  great 
number  of  engravings.  Suffice  it  for  the  present  Dictionary 
to  point  out  some  of  their  most  prominent  characteristics, 
with  particular  references  to  the  examples  delineated  in  the 
prints  of  the  present  volume.  Recent  discoveries  at  Poib- 
peii  have  proved  that  glass  was  used  in  the  windows  of  its 
houses;  and  that  the  Romans  had  glazed  windows  in  their 
buildings,  in  Britain,  may  be  reasonably  inferred  from  the 
discovery  of  glass  in  some  of  their  stations :  as  at  Camalodu- 
num,  Colchester;  Aqux-Solis,  Bath,  &c.  The  window, 
iig.  1,  in  the  annexed  Plate,  from  the  church  ot  Brixworth, 
Tforthamptonshire,  may  be  regarded  as  illustrative  of  Roman 
form  and  character.  (See  Arch.  Aalujs.,  vol.  v.  p.  190.) 
Fig,  2,  a  double  window,  from  the  tower  of  St.  Alban's 
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Abbey  Church,  having  a  small  pier  between  the  openings,  the 
whole  built  with  brick,  may  be  considered  as  characterising 
the  debased  Roman,  the  Anglo-Saxon,  and  the  ruder  class 
of  Norman  architecture.  Fig.  8,  from  the  upper  story  of 
the  same  tower,  is  of  similar  design  in  form  and  character, 
but  has  a  regular  Norman  pillar  between  the  two  openings, 
and  two  demi-pillars  for  jambs.  The  tower  from  which 
these  specimens  are  taken  was  probably  built  by  Paul,  the 
first  Norman  abbot  of  St.  Alban's,  between  1077  and  1093. 

Figs.  3,  4,  5,  6,  7,  indicate  so  many  varieties  of  Anglo- 
Norman  windows  of  frequent  occurrence,  and  adapted  to  the 
peculiarities  of  their  respective  buildings,  or  positions.  Fig.  3 
is  from  the  Abbaye-aux-Hommes,  or  church  of  St.  Stephen, 
Caen  ;  fig.  4,  from  Witlingham  Church,  Norfolk ;  fig.  5,  from 
Gillingham  Church,  Norfolk  ;  fig.  6,  from  St.  Sepulchre^s 
Church,  Northampton;  and  fig.  7,  from  the  Church  of  St. 
Cross,  Hampshire.  Fig.  17,  from  Barfrtston  Church,  Kent, 
about  the  year  1100,  shews  the  union  of  the  semicircular 
and  pointed  arch  ;  fig.  12  is  a  double  window  from  Basing^ 
ham  Church-Tower,  Norfolk ;  and  fig.  16  is  one  of  three  win- 
dows at  the  east  end  of  the  church  of  CcLstU  Hedinghanif 
Essex.  In  the  Plate  o(  Elevation  of  Durham  Cathedral, 
navcj  are  shewn  the  exteriors  and  interiors  of  three  windows 
of  genuine  Anglo-Norman  design,  erected  about  the  year 
1100;  and  specimens  both  of  the  semicircular  headed,  and 
first  pointed  (of  about  the  date  of  1 184),  are  shewn  in  the 
Compartment  of  Trinity  Chapel^  Canterbury  Cathedral. 

Fig.  14  (Platk  of  Windows),  from  a  building  called 
Pythagoras^s  School,  at  Cambridge,  about  1180,  is  amongst 
the  earliest  examples  of  trefoil-headed  windows ;  having  above 
the  lights  a  small  perforated  lozenge,  enclosed  by  a  semi- 
circular arch.  This  building  is  mentioned  in  a  charter, 
dated  1252.  Beneath  its  floor  was  a  crypt  of  similar,  or 
even  ruder  architecture  than  that  of  St.  Peter's,  Oxford. 

Fig,  9  is  a  very  richly  decorated  Norman  window,  from 
St.  Cross  Church,  Hampshire,  in  which  the  cheveron  orna- 
ment prevails  to  the  exclusion  of  all  others;  fig.  10,  of  plain 
but  neat  workmanship,  is  from  St.  Stephen's  Church,  Caen ; 
fig.  13,  from  Ingwortb  Church,  Norfolk,  is  remarkable  for 
the  acuteness  of  its  arches.  Fig.  18  is  a  finely  propor- 
tioned window  in  the  Painted  Chamber,  Westminster,  about 


of  the  beginning  of  the  fourteenth  century,  is  from  Ely- 
Cathedral.  The  window  engraved  in  the  centre  of  the  Plate, 
fig.  31,  is  from  the  Dortb  aile  of  the  choir  of  Worcester 
Cathedral.  It  ia  recessed  within  an  arch,  of  which  the 
intrados  is  engrailed,  and  which  is  supported  on  insulated 
shafts  with  bands  and  foliated  caps.  The  window  itself  has 
two  mullions,  a  transom,  and  tracery.  It  is  glazed  with 
plain  glass;  but  some  figures,  frequently  seen  in  ancient 
stained  glass,  are  here  indicated.  Fig.  33  is  an  oriel,  or 
bay-window  (see  Oriel),  projecting  into  the  north  aile  from 
the  wall  of  the  same  Cathedral ;  and  figs.  34,  35,  and  36, 
from  Ayhham  Church,  Norfolk,  St.  Gila's  Church,  North- 
ampton, and  at.  Thomas's  Hospital.  Sandwich,  are  of  the 
Tudor  period. 

At  the  bottom  of  the  plate  are  horizontal  sections  through 
the  mullions  of  windows,  of  different  dates.  Those  marked 
a,  b,  c.  d,  e,  and  f,  are  indicative  of  the  period  from  WiUiam 
the  Conqueror,  to  Henry  III. ;  g,  h,  i,  and  j,  from  Henry  III. 
to  Edward  II. ;  and  the  remainder  are  chronologically  ar- 
ranged from  the  time  of  Edward  II.  to  that  of  Henry  VIII. 

Cirailar  windows  arc  of  frequent  occurrence  in  the  larger 
edifices  of  the  end  of  the  twelfth  and  thirteenth  centuries; 
and,  according  to  the  ramifications  of  their  respective  mould- 
ings, have  been  fancifully  called  Catherine-wheel,  Rose,  and 
Marygold  windows.  Of  these  magnificent  architectural  fea- 
tures, the  cathedrals  of  France  contain  some  fine  specimens. 
In  England,  the  east  and  west  ends,  and  the  transepts  of 
churches,  had  most  frequently  large  windows  resembling  that 
of  York,  already  mentioned;  but  Lincoln  and  Exeter  Cathe- 
drals, Westminster  Abbey  Church,  and  some  other  large 
churches,  have  very  beautiful  circular  windows  in  their 
gables.  The  Plate  of  Windows  contains  seven  examples  of 
this  class:  viz.  fig.  II,  pIain,aEmallopcniiig  without  tracery. 
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from  Chichester  Cathedral:  fig.  28,  without  tracery^  but 
having  the  inner  moulding  ornamented,  from  a  building  at 
the  west  end  of  Norunch  Cathedral ;  fig.  27,  with  tracery 
curiously  interlaced,  and  a  cheveron  moulding  in  the  outer 
part  of  the  circle,  from  the  west  end  of  St.  James's  Church, 
Bristol,  about  1100;  fig.  23,  divided  by  six  mullions,  and 
having  six  trefoil  openings,  from  St.  Nicholas  Church,  Guild- 
ford  J  about  1180;  fig.  20,  from  the  west  front  of  Peter- 
borough  Cathedral,  with  six  mullions,  or  pillars,  branching 
from  the  centre  to  the  circular  moulding,  which  is  orna- 
mented with  engrailed  work  ;  fig.  25,  a  small  circular 
opening  with  flowing  tracery,  from  the  church  of  the 
monastery  of  Batalha,  in  Portugal ;  and  fig.  24,  a  beautiful 
gable  window  to  the  great  hall  of  the  Bishop  of  Winchester's 
Palace,  Southwark.  The  plate  also  contains  views  of  two 
windows,  of  an  elliptical  form  (see  Vesica  Pisces);  the 
first,  fig.  21,  from  St.  Leonards  Chapel,  Stamford;  and  the 
second,  fig.  22,  more  ornamented,  from  the  west  front  of 
Salisbury  Cathedral.  There  are  also  quatrefoil  and  cinque- 
foil  openings,  figs.  16  and  30 ;  the  former  from  St.  Augus- 
tin's  Church,  Canterbury,  and  the  latter  from  Romsey 
Church,  Hampshire  :  and  triangular  windows;  from  Lichfield 
Cathedral,  fig.  26 ;  and  from  Dorchester  Church,  Oxford- 
shire, fig.  29. 

Although  we  have  written  evidence  that  glass  was  used 
in  England  for  windows  as  early  as  the  seventh  century,  yet 
until  the  reign  of  Queen  Elizabeth  that  material  was  exceed- 
ingly scarce :  and  even  in  the  year  1567  certain  surveyors 
reported,  that,  on  the  departure  of  the  Earl  of  Northumber- 
land from  his  castle  at  Alnwick,  '*  yt  were  good  the  whole 

leights  of  eviry  windowe were  taken  doune  and  lade 

upe  in  safety;  as  now  the  decaye  thereof  shall  be  verie 
costlie,  and  chargeable  to  be  repayred." — (Northumberland 
Household  Book,  pref.  p.xvii.) 

For  other  information  on  other  branches  of  the  present 
subject,  see  the  articles  Bay,  Bow,  Casement,  Glass, 
Jamb,  Light,  Mullion,  Oriel, Painted  Glass,  Pane, 
Traceby,  Transom,  &c. 

Wolset  (Cardinal),  though  not  recorded  as  himself  an  architect, 
was  one  of  the  greatest  patrons  of  architecture  of  his  age. 


WoLVEY,  or  WoLVESEY  (Thomas),  master- mason,  or  Burseyor 
of  the  kind's  stone-worka,  in  the  fifteenth  century. — See 
Weever't  Funeral  Monuments,  1767,  p.  344,  where  his  epi- 
taph, dated  1430,  and  that  of  Richard  Wolvey,  "  La- 
thoniui,"  both  interred  in  the  church  of  St.  Michael,  at 
St.  Alban'u,  are  given.  (See  also  Cough's  Sepuhh.  Mon., 
Tot.  ii.  p.  95.) 

Wood,  or  Wode  (John),  "masoun,"  contracted,  in  1439,  with 
the  abbot  of  St.  Edmondsbury,  for  the  repair  and  restoratioo 
of  the  great  bell-tower  of  the  abbey,  "in  all  mannere  of  things 
that  longe  to  free  masonry."  He  was  to  be  provided  with 
"  borde  for  himselfe  as  a  geotilman,  and  his  servaunt  as  a 
yoman,  and  thereto,  two  robys,  one  for  himself  after  a  gen- 
tilmany's  livery."  A  working  mason's  wages  were  then  three 
shillings  a  week,  in  winter,  and  three  shillings  and  four- 
pence  in  summer. — Archa,,  vol.  xxiii.  p. 331. 

Wood,  Wooden  Chubches.  (See  Timber,  Timber- 
ButLDINC.) 

WoBKMEN.    (See  Wages.) 

When  (Sir  Christopher),  who  was  bom  in  1632,  knighted  by 
King  Charles  11.  in  1674,  and  died  in  1723,  designed  and  su- 
perintended the  erection  of  the  Cathedral  Church  of  St  Paul. 
London.  That  magnificent  building  was  commenced  in 
1675,  and  completed  in  1710.  Sir  Christopher  also  erected 
a  commemorative  column,  called  "  the  Monument,"  to  record 
the  fire  of  London;  and  several  eminent  buildings  in  the 
revived  classical  style,  in  the  metropolis,  and  other  parts  of 
the  kingdom.  In  "  Gothic,"  or,  as  he  proposed  to  term  it, 
"  Saracenic"  architecture,  he  was  certainly  not  a  successful 
practitioner;  although,  in  the  adaptation  of  the  steeple — a 
form  peculiar  (o  pointed  architecture — to  Roman  buildings, 
lie  has  manifested  much  ingenuity,  and  produced  some  light 
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and  graceful  forms.  The  western  towers  of  Westminster 
Abbey  Church,  and  the  tower  of  St.  Dunstan's  in  the  East, 
London,  are  the  most  decided  proofs  of  his  incapacity  to 
assimilate  judiciously  his  own  designs  with  those  of  the  old 
English  ecclesiastical  architects. — See  Bray  ley  and  Neale^s 
Westm.  Abbey,  vol.  ii.  Index;  and  for  the  names  of,  and 
criticisms  on,  other  works  by  Sir  C.  Wren,  and  for  further 
biographical  details,  see  ParenialiOf  or  Memoirs  oftheFa'- 
mily  of  Wren,  folio,  1760 ;  Elmes's  Life  of  Sir  C.  Wren,  4to. ; 
and  Walpole'i  Anecdotes,  by  Dallaway,  vol.  iii. 

WuLRicH,  or  WooLRicH  (John),  preceded  John  Wastell,  as 
master-mason  at  King's  College  Chapel,  Cambridge  ;  being 
mentioned  as  such  in  an  indenture,  dated  1476,  and  preserved 
in  the  archives  of  Caius  College,  Cambridge. —  Walpole^s 
Anecdotes,  by  Dallaway^  vol.  i.  p.  180. 

Wulstan,  bishop  of  Worcester  from  1062  till  1095,  the  second 
bishop  of  that  name,  was»  after  his  death,  canonised  by  the 
pope.  He  is  supposed  to  have  built  the  crypt  of  Worcester 
Cathedral,  the  eastern  parts  of  the  transept,  several  door^ 
ways,  and  other  details.  {Britton^s  Cath.  Antiqs.,  Worcester, 
pp.  16,  32.) 

Wygmore  (John),  abbot  of  Gloucester  from  1329  to  1337, — 
successor  to  Thoky  (SeeTHOKv), — built  the  choir  of  the 
present  Cathedral  Church  of  Gloucester,  the  aileof  St.  Andrew 
(supposed  to  mean  the  north  transept),  and  other  parts  of 
the  abbatial  edi6ces.  (Brittons  Cath.  Antiqs.,  Gloucester, 
pp.  21,  22.) 

WvKEHAM  (William  of),  so  named  from  his  native  place,  in 
Hampshire,  was  born  in  the  year  1324.  Uvedale,  go- 
vernor of  Winchester  Castle,  patronising  him  on  account 
of  his  mathematical  talents,  he  became  a  resident  in  that 
castle,  and,  at  an  early  age,  directed  several  repairs  there. 
He  was  also  patronised,  or  employed  by  Edington,  bishop  of 
Winchester,  by  whom  he  was  (about  1347)  recommended  to 
King  Edward  III.  In  a  document  dated  1362,  he  is  styled 
'^  clericus ;"  and  from  1366  till  1373  he  was  clerk,  or  surveyor 
of  the  king's  works,  at  Windsor,  Qneenborough,  Dover, 
&c.  During  that  period,  the  royal  castle  at  Windsor  was 
almost  entirely  rebuilt,  and  that  of  Qneenborough  erected. 


infers  from  a  passage  in  the  will  of  Wykeham,  that  he  merely 
BuperiDtended  the  works  at  Winchester,  and  that  Williain 
Wynford,  therein  mentioned,  was  in  fact  the  architect :  but 
Wykeham's  qualiGcationa  in  the  mathematics  are  mentiooed 
by  all  Buthoritiea;  and  WiclifT,  who  was  contemporary  with 
him,  alludes  to  his  skill "  in  building  eastles."  He  died  in  the 
year  1404,  and  is  interred  in  a  chantry  chapel  in  the  nare 
of  his  cathedral.  Besides  the  works  already  mentioned, 
William  of  Wykeham  rebuilt  parts  of  several  churches,  and 
restored  the  hospital  of  St.  Cross,  near  Winchester,  to  its 
original  charitable  purposes.  The  buildings  with  which  he 
was  connected  rank,  in  architectural  design  and  magnifi- 
cence, far  before  the  other  works  of  his  age.  For  further 
particulars,  see  Lowtk't  Life  of  William  of  Wykeham,  8vo. 
1758;  Britlon'i  Calh.  Anliqs.  Winchester,  pp.  93,  118; 
Midler's  Histortf  of  WiiichaUr,  vol.  i.  p.  291  ;  Hunt't 
Exemplars,  pp.  23,  24 ;  Pugin's  Examples,  vol.  i.  p.  5  ; 
Dallawat/'s  Eng.  Arch.  edit.  1S33,  p.  421 ;  and  WalpoU's 
Anecdotes,  by  Dallaway,  vol,  i.  p.  211. 

Wynford  (William),  is  supposed  to  have  been  the  architect, 
or  master-mason,  during  the  alterations  made  in  the  Cathe- 
dral of  Winchester,  from  1394  till  1403.  (See  Wykeham, 
Lowth'sLifeofWi/keham.  p.  195;  and  WalpoU's  Anecdotes, 
by  Dallaway,  vol.  i.  p.  211.) 


Xaintes,  or  Saintes  (Isehbert).  (See  Isembebt  of 
Saintes.) 

Xenodochium,  Gr.,  a  room  in  a  monastery  for  the  reception 
and  entertainment  of  strangers,  pilgrims,  or  paupers.  (Lin- 
gard's  History  of  the  Anglo-Saxon  Church,  p.  145;  Fosb, 
Brit.  Mon.  p.  36.) 


zen]  architectural  dictionary.  497 

X.  P.  L,  the  initials  of  the  Greek  names  of  Christ;  a  mona- 
gram,  frequently  represented  in  paintings  and  inbsaics,  by 
the  Christians. 

Xystus.    (See  Ambulatory.) 


Yard,  Yerd,  is  used  by  William  of  Worcester  (Itin.,  p.  260) 
to  denote  a  spar,  or  rafter,  in  a  timber  roof.  ''  The  yerdys 
called  sparres  of  the  hall  ryklle  conteyneth  yn  length  about 
45  fete  of  hole  pec»»"  The  word  now  denotes  a  court  en- 
closed by  walls,  or  other  buildings ;  also,  a  measure  of  three 
feet.  The  yard,  or  mete-yard,  is  a  common  measure  of 
extent  in  old  surveys. 

Yevill,  Yevele,  Yeveley,  or  Zeneley  (as  the  name  is 
differently  spelt).     See  Zeneley. 

Ymder  (Lawrence),  "  Kerver/'  is  mentioned  in  an  estimate  for 
a  proposed  tomb  to  the  memory  of  Henry  VII.,  as  being 
intended  to  make  '*  the  patrones  in  timber."  (See  Brayley 
and  Nealet  Westm.  Abbey,  vol.  i.  p.  65.)  Walpole,  sup- 
posing this  estimate  to  refer  to  the  existing  tomb,  incorrectly 
states  Ymber  to  have  been  employed  under  Torregiano,  the 
sculptor  thereof.  Under  the  word  Kerver  this  error  has 
been  inadvertently  repeated. 

Yrvn,  Irun,  old  orthographies  of  the  word  iron. 

Yves,  bishop  of  Seez,  about  the  middle  of  the  eleventh  century, 
rebuilt  his  cathedral,  as  directed  by  Pope  Leo  IX.  (Haw- 
kins*s  Gothic  Arch.,  p.  98.) 


Zenkley,  or  Yevele  (Henry),  in  conjunction  with  Stephen 
LoTE  (see  Lote),  contracted  with  King  Richard  II.  to 
erect  the  stone-work  of  the  tomb  of  his  first  queen,  in  which 
tomb  the  king  was  also  interred,  in  Westminster  Abbey 
Church.  They  arc  styled  '*  citizens  and  masons;"  were  to 
execute  the  work,  accordins;  to  a  pattern,  in  two  years,  from 

K  K 


trestm.,  p.  «J/.J 

Zeta,  or  ZcTicuLA.Gr.,  a  small  apartment.  Applied  by  some 
writers  to  the  room  over  the  porch  of  a  ChriBtian  church, 
where  the  sexton,  or  porter,  resided  and  kept  the  church 
documents.     (See  Porch.) 

Zigzag,  a  term  commonly  applied  to  a  moulding,  formed  by- 
lines arranged  in  the  manner  of  the  heraldic  chevenm. 
This  word  appears  to  hare  been  first  so  used  by  Btnlkam, 
Hist.  ofElif,  edit.  1812,  p.  34.  Other  writers  have  called 
it  the  cheveron  moulding,  or  dancette.  (See  those  terms.) 
A  zigzag  ornament  has  been  found  on  a  fragment  of  the 
great  Roman  wall,  near  Newcastle ;  and  the  zigzag  moulding 
was  very  common  in  Anglo-Norman  buildings.  Fig.  9, 
Plate  of  Windows,  shews  the  manner  of  its  employ- 
ment; and,  in  fig.  19,  it  appears  in  conjunction  with  the 
pointed  arch;  but,  after  the  date  of  the  latter  specimen, 
the  introduction  of  the  zigzag  moulding  was  discontinued. 

ZocLE,  a  name  given  to  a  low,  plain,  square  memher,  or  plintb, 
supporting  a  column. 

ZoiiPHORUS,  f^uor.  Of.,  an  animal,  and  ft^n',  to  bear;  a  term 
used  in  the  same  sense  as  frieze :  so  called  because  sculp- 
tures comprising  animals  are  sometimes  introduced  on  a 
frieze. 
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